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Preface 


In response to requests by the library community and the Depository Library Council to 
the Public Printer, the Assistant Public Printer (Superintendent of Documents) in the summer of 
1974 directed the Library Division to join the Ohio College Library Center's on-line cataloging 
network, convert to the MARC format, and catalog according to Anglo-American cataloging 
rules (AACR). 

The Monthly Catalog utilizes AACR and Library of Congress main entries. Subjects are 
derived from Library of Congress Subject Headings 8th edition and its supplements. The catalog 
consists of text and four indexes—author, title, subject, and series/report number. 


The Government Printing Office considers the Monthly Catalog to be an evolving publica- 
tion. Its scope and timeliness will continue to be of prime importance. 
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ABBREVIATIONS 


addition. addendum, addenda. 


_ amendment. amendments. 
_ appendix. appendixes. 


book. books. 
chapter. chapters. 


. Congress. 

. Department. 

. document. 

. facsimile. facsimiles. 

. fiscal year. 

. Greenwich hour angle. 


House. 
House concurrent resolution. 
House document 


. House executive document. 
. House joint resolution. 


House of Representatives, 
House bill. 
House resolution. 


. House report. 


illustration, illustrations. 
inch, inches. 
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S. Con. Res 


S. doc 
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S.ex. rp _. 
S.J. Res 
S. Res 

S. rp 

sec 

sess 

supp 

Vv 

VS..V 


number. numbers. 
Page. pages. 
plate. plates. 
portrait, portraits. 
Part. parts. 


_. Feport. 
. Senate. Senate bill. 
. Senate concurrent resolution. 
. Senate document. 
. Senate executive document. 
. Senate executive report. 
. Senate joint resolution. 


Senate resolution. 


. Senate report. 
_ section, sections. 
. SESSION, sessions. 


supplement. 
volume, volumes. 
versus. 


Common abbreviations for the names of States. months. etc.. are also used. 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 
specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by author, title, subject, and series/report: 

Author index: An alphabetical list of personal authors, editors, co-a'*" ors, corporate authors, and 
conferences. 

Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 

Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 

Series/report index: An alphabetical list of report numbers and series statements. 


A margin index on the back cover locates the four listings. Cumulative indexes are published semi- 


annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 
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General Information 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 20402, is 
authorized by law to sell copies of Government publications. A 25 percent discount is allowed to purcha- 
sers of 100 or more copies of a single publication mailed to one address. Bookdealers, buying for the purpose 
of resale, may receive the same discount regardless of quantity if the publications are mailed to their place 
of business. No discount is allowed when the publications are mailed to a third party unless in quantities 
of 100 or more, or on several periodicals or groups of publications which fall into a special pricing category. 


PRICES 


The prices of all U.S. Government publications sold by the Superintendent of Documents are estab- 
lished by the Public Printer in accordance with Title 44 of the United States Code. 

Prices are subject to change and the prices charged on your order will be those in effect at the time 
your order is processed. As it is not feasible to manually correct the prices in the publications affected by 
price changes, the prices charged on your order may differ from those printed in the publications. 

Although the issuing agencies generally know about price changes, some agencies inadvertently con- 
tinue to publish announcements, order forms, and catalogs which contain erroneous prices. Frequently, the 
news media publish articles with erroneous or outdated prices. 


PRICE LIST 


There is no general price list of public documents. but numerous bibliographies have been prepared on 


special subjects and these will be furnished. on application. by subject or subjects concerning which infor- 
mation is desired. It will also be noted that current publications which are for sale are listed in this catalog. 


LIST OF SELECTED PUBLICATIONS 


In addition to the subject bibliographies, the Office of the Superintendent of Documents issues a 
monthly list of Selected United States Government Publications for sale by the Superintendent of Docu- 
ments. Each list contains annotations and prices, and may be obtained free upon application to the Super- 
intendent of Documents. 


CONGRESSIONAL PUBLICATIONS 


Subscription service has been implemented for the following groups of Congressional publications: 
House and Senate Documents; House and Senate Hearings; House and Senate Reports on Public Bills; 
House and Senate Reports on Private Bills; Public Bills; Private Bills; Public Laws; and Private Laws. 
In most cases, single copies of publications in these groups of Congressional publications are not sold. 
Sales copies of a few of the more important ones are printed, and you will find the sales prices listed in the 
individual entries. The current subscription prices may be obtained from the Superintendent of Documents. 





How To Order Publications 


Publications entered in this catalog that are for sale by the Superintendent of Documents are indicated 
by a “for sale’ statement in the text entries. Those Congressional publications which are not for sale may 
be obtained from the responsible Committee. or from the House or Senate Documents Room. Entries for 
publications sold by National Technical Information Services include a statement to that effect. Unless 
otherwise indicated, publications are distributed by the issuing office which appears immediately. before the 
publication date in each entry. Additional information necessary for procuring documents appears above 
or within text entries. Requests to issuing offices should contain titles and dates of publications. 

Do not use the L.C. card number in ordering publications. 


HOW TO REMIT 


Remittances for Government Printing Office sales documents should be made to the Superintendent of 
Documents, U.S. Government Printing Office, Washington, DC 20402, by check or money order. Publica- 
tions cannot be mailed in advance or receipt of remittance. Foreign remittances should be made by 
International Postal Money Order, by draft on a United States or Canadian bank, or by UNESCO Coupons. 
All remittances should be made payable to the Superintendent of Documents. 

Orders received with postage stamps, International Response Coupons, or foreign money will be 
returned. 

Persons who make frequent purchases from the Superintendent of Documents may find a deposit 
account convenient. Deposits of $50.00 or more are accepted against which orders may be placed without 
making individual remittances or first obtaining quotations. Order blanks are furnished for this purpose. 
After the handling of the order has been completed, it will be returned showing the publications supplied. 
explanations regarding those not sent, and the amount of charge. 

No charge is made for postage on documents forwarded to points in United States and its possessions. 
There is a special handling charge on all orders mailed to other countries. The charge is one-fourth of the 
current selling price of publications and subscription services ordered. This is to cover the special handling 
required to comply with the customs and international mailing regulations. 


USE STOCK NUMBERS FOR BETTER SERVICE 


Because we now warehouse, store, and pick publications by their stock numbers (S/N), we can process 
your orders more quickly and accurately if you order by stock number and title. If you don’t know the stock 
number, then order by title and the classification number which appears above each entry. Congressional 
documents and reports should be ordered by title together with the document or report number and the 
Congress, e.g., 94-1:H.doc.1. 


LIBRARY CLASSIFICATION OF GOVERNMENT DOCUMENTS 


The classification given above entries for departmental publication is that used in the Library Division 
of the Office of the Superintendent of Documents. The shilling mark (/) separates what ordinarily would 
be superior or inferior numbers or letters. It is not practicable to print these numbers or letters as superiors 
or inferiors in the Monthly Catalog. 








A 13.95/2:date 

A 68.6/6:CT 

A 106.24:letters & nos 
AA 1.9/3:v.nos.&nos 
E 3.11/3-2:date 

E 3.11/3-3:date 

E 3.11/5-4:date 

E 3.11/10-2:date 

E 3.11/11-2:date 

E 3.11/16-2:date 

E 3.11/17-2:date 

E 3.11/17-3:date 

E 3.11/18:date 


E,3.11/19:date 


EP 7.12:nos 
GP 1.36:CT 
HE 19.144:nos 
HE 19.218:nos 
HE 19.219:nos 


HE 19.316/2-2:date 


HE 20.4010/3:nos 
HE 20.8012:CT 
HE 22.17:date/nos 
HE 23.3112:nos 
HH 1.43/2:nos 


HH 2.24/7:date 


New Classification Numbers 


Forest Service. 
Forestry research west (quarterly). 
Rural Electrification Administration. 
Handbooks, manuals, and guides. @Item 116-A 
Science and Education Administration. 
Advances in agricultural technology ATT (series). @Item 25-B 
ACTION. 
Vista currents (irregular). 
Energy Information Administration. 
Energy data report: Coal, Pennsylvania anthracite (annual). 
Note.—See, for earlier class, I 28.50/4:(date). 
Energy data report: Pennsylvania anthracite distribution (annual). 
NoTe.—See, for earlier class, I 28.50/3:(date). 
Energy data report: Petroleum refineries in the United States and Puerto Rico (annual). 
NoTe.—See, for earlier class, I 28.17/2:(date). 
Energy data reports: Carbon black (annual). 
Note.—See, for earlier class, I 28.88/2:(date). 
Energy data reports: Heating oil prices and margins (advance release) (monthly). 
NoTe.—Designated DOE/EIA-0013/nos 
Energy data report: Coke producers (annual). 
NoTe.—See, for earlier class, I 28.30/2:(date) 
Encrgy data reports: Residential electric bills in major cities—5S00 kWh (monthly). 
NoTe.—Designated DOE/EIA-0004/nos. 
Energy data reports: Energy and peak load data (monthly). 
Note.—Designated DOE/EIA-0050/nos. 
Energy data report: Asphalt sales (annual). 
NoTE.—See, for earlier class, 1 28.110/2:(date). 
Energy data report: Gasoline prices (preliminary release) (monthly). 
Nore.—Designated DOE/EIA-0043/nos. 
Technology Transfer. 
Sulfur oxides control technology series. 
Government Printing Office. 
Depository Library Council to the Public Printer speeches, addresses, etc. 
Education Office. 
Paper in education finance. 
National Institute of Education. 
National center for research in vocational education: Research and development series. 
Note.—See, for earlier class, HE 18.11 
Vocational education study publications. 
National Center for Education Statistics. 
Financial statistics of institutions of higher education: Fiscal year, state data (annual). 
@ltem 460-A-52 
Food and Drug Administration. 
Consumer update (irregular). @Item 475-H 
Alcohol, Drug Abuse, and Mental Health Administration. 
Bibliographies and lists of publications. 
Health Care Financing Administration. 
Research and statistics notes. 
National Clearinghouse on Aging. 
Statistical notes from the national clearinghouse on aging. 
Housing and Urban Development Department. 
Fact sheets, HUD-523-(nos.). 
Federal Housing Administration. 
Characteristics of FHA single-family mortgages, selected sections of National Housing 
Act (annual). @Item 593-F 
NoTe.—Designated RR: 255. 





Federal Insurance Administration. 
HH 10.10:nos Community assistance series. @Item 594-A-3 
Reclamation Bureau. 
1 27.73:CT Historical site [brochures]. @Item 660 
Heritage Conservation and Recreation Service. 
I 70.15:CT Bibliographies and lists of publications. @Item 657-B-4 
I 70.15/2:CT Technical preservation services reading lists. @Item 657-B-4 
1 70.16:CT Posters. 
Justice Department. 
J 1.1/4:date Report of the United States attorney for the District of Columbia, fiscal year. 
Labor Department. 
L 1.7/9:CT ACT career planning guide series. @Item 745-A 
Labor Statistics Bureau. 
L 2.44/3:date Average annual wages (annual payroll divided by employment) and wage adjustment 
index for CETA prime sponsors (annual). @Item 768-D 
Personnel Management Office. 
PM 1.23:date Federal forecast for engineers (irregular). 
Note.—See, for earlier editions, CS 1.2:En 3/3/(date). 
President of the United States. 
Pr 39.14:date National consumer buying alert (monthly). 
NoTE.—lIssued by Office of the Special Assistant for Consumer Affairs. 
Federal Council on the Aging. 
Y 3.F 31/15:10/date Status report (irregular). @Item 1061-A-1 
Nuclear Regulatory Commission. 
Y 3.N 88:6-2/nos Regulatory guides. 
Occupational Safety and Health Review Commission. 
Y 3.Oc 1:10-3/date Index to decisions of Occupational Safety and Health Review Commission. @Item 1070-1 


Correction for Previous Monthly Catalogs 


Serials Supplement 1978. Entry 78-3105, Solid waste management . . . Change @Item 473-O-2 to @Item 473-D-2. 

July 1978. Entry 78-13840, Drug abuse warning network . . . Change class to J 24.2:D 84/13/976-77. 

Aug. 1978. Entry 78-15621, Guidelines for understanding and determining optimum . . . Change class to I 66.8:R 24/2. 

—— Entry 78-15734, SESA accounting system, accounting manual . . . Change class to L 37.8/2:362/v.3. 

—— Entry 78-15820, Improving municipal productivity . . . Change class to Pr 37.8:P 94/P 94/8. 

—— Entry 78-16100, Transcript of proceedings, October 12-13, 1977. . . Change 2d class to Y 3.C 82:2 Ev 1/app.1. 

—— Entry 78-16178, Military construction appropriations for 1979 . . . Change class to Y 4.Ap 6/1:M 59/6/979/pt. 1-2. 

Oct. 1978. Entry 78-21722, Work-sharing initiatives at home and abroad . . . Change class to L 2.6/a:W 892/25. 

Nov. 1978. Entry 78-23721, Keeping your school or college catalog . . . Change class to Y 3.Ed 8:2 Sch 6, and change price to $1.40. 

Dec. 1978. Entry 78-25284, Draft environmental statement : East San Rafael Baylands development . . . Change class to D 103.62:Ea 7 
s/draft. 

—— Entry 78-25689, Research, demonstration, training, and fellowship awards . . . Change class to EP 1.35:78-01. 

—— Entry 78-26883, Review of two deferrals . . . Change class to 95-1:S.doc.40. 

Serials Supplement 1979. Entry 79-795, U.S. central station nuclear electric generating units ... Change @Item 492-T-2 to 
@ltem429-T-17. 

Jan. 1979. Entry 79-2015, Test séts. . . Change class to D 7.6/4:T 28/3/rep.977/ch. 1. 
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by Mildred V. Jones. — [Washington] : Dept. of Agriculture, 
Economics, Statistics, and Cooperatives Service, 1979. 

20250 

iv, 145 p. ; 26 cm.— (Statistical bulletin - Dept. of 
Agriculture ; no. 617) 

Cover title. 

Supersedes Statistics on cotton and related data, 1920-73, 
Statistial bulletin no. 535, issued Oct. 1974. 

“This publication serves as a statistical handbook to the 
quarterly Cotton and wool situation.” 

Tables. 

Issued Mar. 1979. 
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1. Cotton — United States — Statistics. I. Jones, Mildred 
V. IL. Title. Ill. Series: United States. Dept. of Agriculture. 
Statistical bulletin - Dept. of Agriculture ; no. 617. 


OCLC 4849307 


79-10654 
A 1.35:367/11 
United States. Science and Education Administration. 

The tomato fruitworm : how to control it / prepared by 
Science and Education Administration. — [Rev. Feb. 1972, 
slightly rev. Mar. 1979.] — [Washington] : Dept. of Agricul- 
ture, Science and Education Administration : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., [1979] 

20402 

[6] p.: ill. ; 22 x 10 cm. — (Leaflet - Dept. of Agriculture 
; no. 367) 

@ltem 12 

S/N 001-000-03909-1 

pbk. : $0.60 

1. Corn earworm — Control — United States. I. Title. II. 
Series: United States. Dept. of Agriculture. Leaflet ; no. 367. 


OCLC 4848960 
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79-10655 


A 1.36:1590 


Kingsolver, John Mark, 1925- . 


Systematics of the genus Mimosestes (Coleoptera: 
Bruchidae) / by John M. Kingsolver, Clarence D. Johnson ; 
prepared by Science and Education Administration. — 
[Washington] : Dept. of Agriculture, Science and Education 
Administration : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., [1978] 

20402 

iii, 106 p. : ill. ; 24 cm.— (Technical bulletin - Dept. of 
Agriculture ; no. 1590) 

Cover title. 

Prepared in cooperation with Northern Arizona University. 

Includes appendices. 

Issued Dec. 1978. 

Bibliography: p. 69-74. 
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S/N 001-000-03779-0 

pbk. : 2.50 

1. Beetles — Identification. I. Johnson, Clarence D., 
1931- , joint author. II. United States. Science and Educa- 
tion Administration. III. Northern Arizona University. IV. 
Title. V. Series: United States. Dept. of Agriculture. 
Technical bulletin ; no. 1590. 


OCLC 4829051 


79-10656 


A 1.38:867/4 


United States. Agricultural Marketing Service. 


Tobacco in the United States.— [Rev. Feb. 1979.] — 
[Washington] : Dept. of Agriculture, Agricultural Marketing 
Service ; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., [1979] 

20402 

27 p. : ill., map ; 26 cm.— (Miscellaneous publication - 
Dept. of Agriculture ; no. 867) 

@ltem 13-A 

S/N 001-000-03935-1 

pbk. : $1.30 

1. Tobacco — United States. I. Title. II. Series: United 
States. Dept. of Agriculture. Miscellaneous publication ; no. 
867. 


OCLC 4848875 


79-10657 


A 1.38:1063/5 


United States. Dept. of Agriculture. Office of Governmental 


and Public Affairs. 

Fact book of U.S. Agriculture / compiled from department 
sources by the Office of Governmental and Public Affairs. — 
Rev. Nov. 1978. — [Washington] : Dept. of Agriculture, Of- 
fice of Governmental and Public Affairs : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

v, 119 p. ; 24 cm. — (Miscellaneous publication - Dept. of 
Agriculture ; no. 1063) 

Includes bibliographical references. 

@ltem 13-A 

S/N 001-000-03736-6 

pbk. : $2.40 

1. Agriculture— United States. I. Title. II. Series: 
United States. Dept. of Agriculture. Miscellaneous publica- 
tion ; no. 1063. 


OCLC 4762040 





79-10658 
A 1.38:1369 
United States. Agricultural Research Service. 

Three-bedroom house for the handicapped. — 
[Washington] : Dept. of Agriculture, Agricultural Research 
Service, 1979. 

20250 

{2] p. : ill. ; 28 cm.— (Miscellaneous publication - Dept. 
of Agriculture ; no. 1369) 

Cooperative farm building plan exchange, plan no. 7211. 

@ltem 13-A 
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1. Architecture — United States — Designs and plans. I. 
Title. II. Series: United States. Dept. of Agriculture. Miscel- 
laneous publication ; no. 1369. 


OCLC 4796627 


79-10659 
A 1.38:1373 
United States. Food Safety and Quality Service. 

List of chemical compounds, authorized for use under 
USDA inspection and grading programs. Washington, Dept. 
of Agriculture, Food Safety and Quality Service; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. (Miscellaneous publication - Dept. of Agriculture ; 
no. 1373) 

$2.70 

Jan. 1979- 

Jan. 1979. 

Update issued once between each annual edition. 

Contines: List of chemical compounds authorized for use 
under USDA meat, poultry, rabbit , and egg products inspec- 
tion programs, ISSN 0565-246, issued by: United States, 
Meat and Poultry inspection Program. 

Information incorrect in publication as to stock number for 
Jan. 1979. 

@ltem 13-A 

S/N 001-027-00015-8 

Main series: United States. Dept. of Agriculture. Miscel- 
laneous publication 

1. Food adulteration and inspection — Periodicals. 2. 
Meat industry and trade — United States — Equipment and 
supplies — Periodicals. 3. Egg products industry — United 
States — Equipment and supplies — Periodicals. I. Title. II. 
Series: United States. Dept. of Agriculture. Miscellaneous 
publication ; no. 1373. 


OCLC 4849522 


79-10660 
A 1.68:600/2 
United States. Animal and Plant Health Inspection Service. 
Veterinary Services. 
Foot-and-mouth disease : a foreign threat to U.S. livestock. 
— Rev. Nov. 1978. — [Washington] : Dept. of Agriculture, 
Animal and Plant Health Inspection Service, Veterinary Ser- 
vices, 1978. 
20250 
8 p. : col. ill. ; 23 x 11 cm. — (Program aid ; no. 600) 
@ltem 14-A 
pbk. 
1. Foot-and-mouth disease — United States. I. Title. IL 
Series: United States. Dept. of Agriculture. Program aid ; no. 
600. 


OCLC 4762383 
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79-10661 
A 1.68:1176 
United States. Food and Nutrition Service. 

Food Stamp Program : cashier training manual. — 
[Washington] : Dept. of Agriculture, Food and Nutrition Ser- 
vice, [1978] 

20250 

[S52] p.; 23 x 1l cm. — (Program aid ; no. 1176) 

Supersedes Food Stamp counterpoints, a manual for 
cashiers, Program aid no. 997, issued June 1975. 

Issued Nov. 1978. 

@ltem 14-A 

pbk. 

1. Food relief — United States. 2. Food stamp program — 
United States. I. Title. II. Title: Cashier training manual. 
III. Series: United States. Dept. of Agriculture. Program aid ; 
no. 1176. 


OCLC 4762320 


79-10662 
A 1.68:1179/2 
United States. Food and Nutrition Service. 

Summer food service program for children : site super- 
visor’s guide. — [Rev. Feb. 1979.] — [Washington] : Dept. of 
Agriculture, Food and Nutrition Service, [1979] 

20250 

[16] p.: ill. ; 14 cm. — (Program aid ; no. 1179) 
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1. Children — Nutrition. 2. Food service. I. Title. Il. 
Series: United States. Dept. of Agriculture. Program aid ; no. 
1179 


OCLC 4850043 


79-10663 
A 1.68:1198/2 
United States. Food and Nutrition Service 
How WIC helps : eating for you & your baby. — [Slightly 
rev. Dec. 1978.] —[Washington] : Dept. of Agriculture, 
Food and Nutrition Service, [1978] 
20250 
[8] p. : ill. ; 26cm. — (Program aid ; no. 1198) 
Special supplemental food program for women, infants, 
and children. 
@ltem 14-A 
pbk. 
1. Infants — Nutrition. 2. Pregnancy — Nutritional 
aspects. I. Title. II. Series: United States. Dept. of Agricul- 
ture. Program aid ; no. 1198. 


OCLC 4850092 


79-10664 
A 1.75:424 
Rasmussen, Wayne David, 1915- . 

Price-support and adjustment programs from 1933 through 
1978 : a short history / Wayne D. Rasmussen and Gladys L. 
Baker. — [Washington] : Dept. of Agriculture, Economics, 
Statistics, and Cooperatives Service, [1979] 

20250 

32 p. ; 26 cm.— (Agriculture information bulletin ; no. 
424) 

Issued Feb. 1979. 
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Agriculture Department 


1. Agricultural price supports — United States. I. Baker, 
Gladys L., 1910- , joint author. II. United States. Dept. of 
Agriculture. Economics, Statistics, and Cooperatives Service. 
Ill. Title. IV. Series: United States. Dept. of Agriculture. 
Agriculture information bulletin ; no. 424. 


OCLC 4796530 


79-10665 


A 1.76:338/979 


United States. Science and Education Administration. 


Barley : origin, botany, culture, winter hardiness, genetics, 
utilization, pests / prepared by Science and Education Ad- 
ministration. — Rev. Feb. 1979. — Washington Dept. of 
Agriculture, Science and Education Administration : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

154 p. : ill., maps ; 26 cm. — (Agriculture handbook ; no. 
338) 

Includes bibliographies. 
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S/N 001-000-03893-1 

pbk. : $3.75 

1. Barley — United States. I. Title. II. Series: United 
States. Dept. of Agriculture. Agriculture handbook ; no. 338. 


OCLC 4848719 


79-10666 


A 1.76:489/2 
Perla, R. I. 

Avalanche handbook / Ronald I. Perla and M. Martinelli, 
jr. — Slightly rev. Nov. 1978. — Fort Collins, Colo. : Dept. of 
Agriculture, Forest Service, Rocky Mountain Forest and 
Range Experiment Station, Alpine Snow and Avalanche 
Research Project ; Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

80521 

v, 254 p.: ill. ; 26 cm.— (Agriculture handbook ; no. 
489) 

Includes bibliographies, appendices, and index. 
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S/N 001-000-03876-1 

pbk. : $5.25 

1. Avalanches — United States — Handbooks, manuals, etc. 
I. Martinelli, M., joint author. II. United States. Rocky 
Mountain Forest and Range Experiment Station, Fort Collins, 
Colo. Ill. United States. Forest Service. IV. Title. V. Se- 
ries: United States. Dept. of Agriculture. Agriculture hand- 
book ; no. 489. 


OCLC 4850168 


1. Gipsy-moth — Biological control — United States. I. 
United States. Dept. of Agriculture. II. Title. III. Title: 
Diseases of the gypsy moth. IV. Series: United States. Dept. 
of Agriculture. Agriculture handbook ; no. 539. 


OCLC 4849685 


79-10668 


A 1.77:44/9 


Cuthbert, Frank P., 1922-. 


Cabbage insects : how to control them in the home garden 
/ prepared by Frank P. Cuthbert, jr., and W. J. Reid, jr. ; 
prepared by Science and Education Administration. — 
[Washington] : Dept. of Agriculture, Science and Education 
Administration : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., [1978] 

20402 

[8] p. : ill. ; 23 x 10 cm.— (Home and garden bulletin ; 
no. 44) 

Issued July 1978. 
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S/N 001-000-03814-1 

pbk. : $0.60 

1. Cabbage — Diseases and _ pests — Control — United 
States. I. Reid, William John, 1902- , joint author. IL. 
United States. Science and Education Administration. _ III. 
Title. IV. Series: United States. Dept. of Agriculture. Home 
and garden bulletin ; no. 44. 


OCLC 4827850 


79-10669 


A 1.77:53/7 


Vance, Arlo McCrillis, 1899- . 


Lawn insects : how to control them / prepared by A. M. 
Vance and B. A. App. — [Rev. Jan. 1979.] — [Washington] : 
Dept. of Agriculture, Science and Education Administration ; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., [1979] 

20402 

20 p.: ill. ; 24 cm. — (Home and garden bulletin ; no. 53) 
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S/N 001-000-03916-4 

pbk. : $1.00 

1. Grasses — Diseases and pests— United States. 2. 
Lawns — Diseases and pests— United States. I. App, 
Bernard Auman, 1906- , joint author. II. United States. 
Science and Education Administration. III. Title. IV. Se- 
ries: United States. Dept. of Agriculture. Home and garden 
bulletin ; no. 53. 


OCLC 4762215 


79-10667 


A 1.76:539 79-10670 


A 1.77:87/5 
United States. Science and Education Administration. 


Podgwaite, J. D. 


Gypsy moth handbook : diseases of the gypsy moth : how 
they help to regulate populations / by J. D. Podgwaite. — 
[Washington] : Dept. of Agriculture : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., [1979] 

20402 

14 p. : ill. (part. col.) ; 24 cm. — (Agriculture handbook ; 
no. 539) 

Combined forest pest research and development program. 

Issued Jan. 1979. 
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S/N 001-000-03889-3 

pbk. : $1.00 
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Growing figs in the South for home use / prepared by 
Science and Education Administration. — [Slightly rev. Feb. 
1979.] — [Washington] : Dept. of Agriculture, Science and 
Education Administration : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., [1979] 

20402 

12 p. : ill, map ; 24 cm.— (Home and garden bulletin ; 
no. 87) 
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S/N 001-000-03839-7 

pbk. : $0.80 
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1. Fig— Southern States. I. Title. [I. Series: United 1. Packaging. 2. Parsley. 3. Water-cress. I. Wang, 
States. Dept. of Agriculture. Home and garden bulletin ; no. Chien Yi, joint author. II. United States. Science and Edu- 
87. cation Administration. III. Title. IV. Series: United States. 

Dept. of Agriculture. Marketing research report ; no. 1102. 
OCLC 4829157 


79-10671 OCLC 4823828 


A 1.77:186/4 79-10674 


United States. Science and Education Administration. 
Breads, cakes, and pies in family meals : a guide for con- 


A 1.84:176 
United States. Science and Education Administration. 


sumers / prepared by Science and Education Administration ; 
prepared by Consumer and Food Economics Institute. — 
Rev. Jan. 1979. — [Washington] Dept. of Agriculture, 
Science and Education Administration, Consumer and Food 
Economics Institute : for sale by the Supt. of Docs., U.S. 


Effects of fiber length uniformity on processing Pima cot- 
ton / by Carl V. Feaster ... [et al.] ; prepared by Science and 
Education Admininstration.— [Washington] : Dept. of 
Agriculture, Science and Education Administration : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off, [1979] 


Govt. Print. Off., [1979] 20402 

20402 

38 p. : ill. ; 24 cm.— (Home and garden bulletin ; no. 
186) 

Cover title. 

Includes index. 

@ltem 11 

S/N 001-000-03915-6 

pbk. : $1.50 

1. Bread. 2. Cake. 3. Cookery. 4. Pastry. I. Con- 
sumer and Food Economics Institute. II. Title. III. Series: 
United States. Dept. of Agriculture. Home and garden bul- 
letin ; no. 186. 


11 p. ; 26 cm. — (Production research report ; no. 176) 

Issued Jan. 1979. 

@ltem 13-C 

S/N 001-000-03918-1 

pbk. : $0.90 

1. Cotton yarn. 2. Spinning. I. Feaster, Carl Vance, 
1921- . Il. Title. III. Series: United States. Dept. of 
Agriculture. Production research report ; no. 176. 


OCLC 4767322 


79-10675 
A 1.84:177 
Howard, Gene S., 1915- . 

Woody plant trials at six mine reclamation sites in Wyom- 
ing and Colorado / by Gene S. Howard, Frank Rauzi, and 
Gerald E. Schuman ; prepared by Science and Education Ad- 
ministration. — [Washington] : Dept. of Agriculture, Science 
and Education Administration : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., [1979] 


OCLC 4829221 


79-10672 
A 1.82:1098 
Hinsch, R. Tom. 

Transit temperatures of iceberg lettuce shipped in pallet 
bins / by R. Tom Hinsch and C. Max Harris ; prepared by 
Science and Education Administration. — [Washington] 20402 
Dept. of Agriculture, Science and Education Administration : fava pestiatil h ; 177 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., [1979] oS G5 BEAD. — CORECEEER CORNREED CNPEN | HD. ) 

20402 Issued Jan. 1979. 


7 p. : ill. ; 26 cm.— (Marketing research report ; no. @ltem 13-C 
1098) S/N 001-000-03919-9 


Issued Jan. 1979. pbk. : $0.90 
@ltem 13-B 1. Plant propogation. 2. Reforestation— Colorado. 3. 
S/N 001-000-03921-1 Reforestation — Wyoming. 4. Strip mining — Environmental 
pbk. : $0.80 aspects — Colorado. 5. Strip mining — Environmental 
1. Lettuce — Transportation. I. Harris, C. Max, joint aspects — Wyoming. I. Rauzi, Frank, joint author. II. 
author. II. United States. Science and Education Adminis- Schuman, Gerald E., joint author. Ill. United States. 
tration. III. Title. IV. Series: United States. Dept. of Science and Education Administration. IV. Title. V. Se- 
Agriculture. Marketing research report ; no. 1098. ries: United States. Dept. of Agriculture. Production research 
report ; no. 177. 
OCLC 4827744 


79-10673 


OCLC 4767116 


A 1.82:1102 79-10676 
A 1.88:5 


United States. Science and Education Administration. 


Hruschka, Howard W. 


Storage and shelf life of packaged watercress, parsley, and 
mint / by Howard W. Hruschka and Chien Yi Wang ; 
prepared by Science and Education Administration. — 
[Washington] : Dept. of Agriculture, Science and Education 
Administration : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., [1979] 

20402 

19 p. ; 26 cm. — (Marketing research report ; no. 1102) 

Issued Jan. 1979. 

Bibliography: p. 18-19. 

@ltem 13-B 

S/N 001-000-03922-9 

pbk. : $1.10 


Soybeans as human food unprocessed and simply 
processed / H. L. Wang ... [et al.] ; prepared by Science and 
Education Administration.— [Washington] : Dept. of 
Agriculture, Science and Education Administration, 1979. 

20250 

iv, 54 p.: ill. ; 26 cm. — (Utilization research report ; no. 
5) 

Compiled for Agency for International Development, U.S. 
Dept. of State. 

Contract AID AG/TAB-225-12-76. 

Issued Jan. 1979. 

Includes bibliographies. 





Agriculture Department 


@item 16-A 

pbk. 

1. Soybean as food. I. Wang, Hwa Lih, 1921- . Il. 
United States. Agency for International Development. III. 
Title. IV. Series: United States. Dept. of Agriculture. 
Utilization research report ; no. 5. 


OCLC 4815620 


79-10677 
A 1.95:65 
Paterson, W. D. 

How onions are marketed / by W. D. Paterson. — 
[Washington] : Dept. of Agriculture, Agricultural Marketing 
Service : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., [1979] 

20402 

22 p.: ill. ; 24 cm. — (Marketing bulletin ; no. 65) 

Issued Jan. 1979. 

Bibliography: p. 20-22. 

@ltem 13-G 

S/N 001-000-0391 1-3 

pbk. : $1.10 

i. Onions — United States — Marketing. I. United States. 
Agricultural Marketing Service. II. Title. III. Series: United 
States. Dept. of Agriculture. Marketing bulletin ; no. 65. 


OCLC 4849928 


79-10678 
A 1.95:66 
United States. Agricultural Marketing Service. 

Cotton quality : what it is, how it’s measured. — 
[Washington] : Dept. of Agriculture, Agricultural Marketing 
Service : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., [1979] 

20402 

[6] p.: ill. ; 23 x 10 cm.— (Marketing bulletin ; no. 66) 

Issued Feb. 1979. 

@ltem 13-G 

S/N 001-000-03929-6 

pbk. : $0.60 

1. Cotton — United States — Grading. I. Title. II. Series: 
United States. Dept. of Agriculture. Marketing bulletin ; no. 
66. 


OCLC 4827520 


79-10679 
A 1.107:410 
Nelson, Paul Edwin, 1921- 

Food stamp redemptions : their impact on food sales by re- 
gion, size, and kind of participating food stores, fiscal 1976 / 
Paul E. Nelson. — [Washington] Dept. of Agriculture, 
Economics, Statistics, and Cooperatives Service, [1978] 

20250 

iv, 43 p. ; 26 cm.— (Agricultural economic report ; no. 
410) 

Issued Aug. 1978. 

@ltem 42-C 

pbk. 
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1. Grocery trade — United States — Statistics. 2. Food 
stamp program— United States — Statistics. I. United 
States. Dept. of Agriculture. Economics, Statistics, and 
Cooperatives Service. II. Title. III. Series: United States. 
Dept. of Agriculture. Agricultural economic report ; no. 410. 
HD1751.A91854 no. 410 
[HD9321.4] 

338.1/08 s 
[38 1/.45/66400973] 
OCLC 4615291 


79-10680 
A 1.107:420 
Dunham, Denis. 

Developments in marketing spreads for food products in 
1977 / [prepared by Denis Dunham]. — [Washington] 
Dept. of Agriculture, Economics, Statistics, and Cooperatives 
Service, [1979] 

20250 

vi, 49 p.: ill. ; 26 cm.— (Agricultural economic report ; 
no. 420) 

Issued Mar. 1979. 
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pbk. 

1. Food prices — United States. I. United States. Dept. of 
Agriculture. Economics, Statistics, and Cooperatives Service. 
II. Title. III. Series: United States. Dept. of Agriculture. 
Agricultural economic report ; no. 420. 


OCLC 4827460 


79-10681 
A 1.119:977 
United States. Dept. of Agriculture. 
Food for peace. Annual report on Public Law 480. 
Washington, Dept. of Agriculture. 
20250 
26 cm. 
Cover title: Annual report on Public Law 480 
Other title: Annual report on activities carried out under 
Public Law 480 
Report covers fiscal year 1977. 
@ltem 24-T 
1. Food relief, American — Periodicals. 
—Law and 
Title. 


2. Produce trade 
legislation — United States — Periodicals. I. 


OCLC 4771809 


FOREST SERVICE 
Agriculture Dept. 
Washington, DC 20250 


79-10682 
A 13.2:Y 8/2/977 
United States. Youth Conservation Corps. 

YCC at work. Washington, Dept. of Agriculture, Forest 
Service. 

20250 

ill. 21 cm. 

Vol. for 1977 prepared jointly by Dept. of Agriculture, 
Forest Service and Dept. of the Interior, Office of Youth 
Programs. 

1977. 

@item 84 

ISSN 0147-7838 





1. United States. Youth Conservation Corps — Yearbooks. 
2. Youth — Employment — United States — Periodicals. 3. 
Nature  conservation— United States — Periodicals. 4. 
United States — Public lands — Periodicals. I. United States. 
Forest Service. II. United States. Dept. of the Interior. Of- 
fice of Youth Programs. III. Title. 

HD6273.U56a 
333.7/2/06173 
OCLC 3227838 


79-10683 
A 13.32/3:977 
United States. Forest Service. 
National forests fire report. Washington, Dept. of Agricul- 
ture, Forest Service. 
20250 
ill. 27 cm. 
1969- 
Cover title: National forest fire report 
1977. 
Annual. 
@ltem 82-D-6 
Continues: Annual fire report for the National forests 
1960-68 
1. Forest fires — United States — Statistics — Periodicals. 
I. Title. 


OCLC 2580664 


79-10684 
A 13.40/8-3:978 
United States. Southern Forest Experiment Station, New Orle- 
ans, La. 

Publications of the Southern Forest Experiment Station. 
New Orleans, La., Dept. of Agriculture, Forest Service, 
Southern Forest Experiment Station. 

T-10210 Federal Bldg., 701 Loyola Ave., LA 70113 

v. 27 cm. 

1978. 

Annual. 

@ltem 82-D-4 

1. Forestry research — Southern States — Bibliography. 2. 
Forests and forestry — Southern States — Bibliography. I. 
Title. 


OCLC 3107692 


79-10685 
A 13.52/6:977 
Forest pest conditions in the Pacific Northwest. [ Portland, 
Ore.], Dept. of Agriculture, Forest Service, [Pacific 
Northwest Region] 

P.O. Box 3141, 97208 

ill. 27 cm. 

1968- 

19 -1973 issued by the Division of Timber Management, 
Insect Disease Control Branch; 1974-76 issued by USDA 
Forest Service, Pacific Northwest Region, State and Private 
Forestry, Insect and Disease Management; 1977- issued 
jointly by USDA Forest Service, Pacific Northwest Region, 
Oregon State Dept. of Forestry and Washington State Dept. 
of Natural Resources. 

Continues: Forest 
Northwest 1947-67 


insect conditions in the Pacific 
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1. Forest insects — Oregon — Periodicals. 2. Forest in- 
sects — Washington (State) — Periodicals. 3. Trees — Dis- 
eases and pests — Periodicals. I. United States. Forest Ser- 
vice. Pacific Northwest Region. II. Oregon. Dept. of 
Forestry. III]. Washington (State). Dept. of Natural 
Resources. 


OCLC 3013057 


79-10686 
A 13.62/11:977 
United States. Pacific Southwest Forest and Range Experiment 
Station, Berkeley, Calif. 

Publications - Pacific Southwest Forest and Range Experi- 
ment Station. Berkeley, Calif., Dept. of Agriculture, Forest 
Service, Pacific Southwest Forest and Range Experiment Sta- 
tion. 

94701 

27 cm. 

1977. 

Includes indexes. 

Annual. 

@ltem 82-G 

ISSN 0565-9515 

Continues: Staff publications - Pacific Southwest Forest 
and Range Experiment Station 1958-59 

1. Forests and forestry — Pacific States — Bibliography — 
Periodicals. 2. Forestry research — Pacific States — Bibliog- 
raphy — Periodicals. I. Title. 


OCLC 3803188 


79-10687 
A 13.78:NC-162 
Harris, Alfred Ray. 

Evaluation of several methods of applying sewage effluent 
to forested soils in the winter / Alfred Ray Harris. — St. Paul, 
Minn. : Dept. of Agriculture, Forest Service, North Central 
Forest Experiment Station, 1978. 

55108 

8 p. : ill. ; 27 cm. — (USDA Forest Service research paper 
NC ; 162) 

Bibliography: p. 8. 

@ltem 83-B 

pbk. 

1. Forest soils. 2. Sewage — Environmental aspects. 3. 
Soil temperature — Wisconsin. I. United States. North Cen- 
tral Forest Experiment Station, St. Paul. II. United States. 
Forest Service. Ill. Title. IV. Series: United States. North 
Central Forest Experiment Station, St. Paul. USDA Forest 
Service research paper NC ; 162. 


OCLC 4815057 


79-10688 


A 13.78:NE-419 


Sonderman, David L. 


A quality classification system for young hardwood trees : 
the first step in predicting future products / by David L. Son- 
derman and Robert L. Brisbin. — Broomall, Pa. : Dept. of 
Agriculture, Forest Service, Northeastern Forest Experiment 
Station, 1978. 

19008 

7 p. ; 27 cm.— (USDA Forest Service research paper NE 
; 419) 

Bibliography: p. 7. 

@ltem 83-B 

pbk. 





Forest Service — Agriculture Dept. 


1. Hardwoods — Ohio — Classification. I. Brisbin, Robert 
L., joint author. II. United States. Northeastern Forest Ex- 
periment Station, Upper Darby, Pa. III. United States. 
Forest Service. IV. Title. V. Series: United States. 
Northeastern Forest Experiment Station, Upper Darby, Pa. 
USDA Forest Service research paper NE ; 419. 


OCLC 4814935 


79-10689 
A 13.78:NE-420 
Rast, Everette D. 

Volume relationships in slicing northern red oak and black 
cherry logs / by Everette D. Rast. — Broomall, Pa. : Dept. of 
Agriculture, Forest Service, Northeastern Forest Experiment 
Station, 1978. 

19008 

11 p. : ill. ; 27 cm.— (USDA Forest Service research 
paper NE ; 420) 

Bibliography: p. 8. 

@ltem 83-B 

pbk. 

1. Cherry — Pennsylvania. 2. Red oak. 3. Volume 
(Cubic content) I. United States. Northeastern Forest Ex- 
periment Station, Upper Darby, Pa. II. United States. Forest 
Service. Ill. Title. IV. Series: United States. Northeastern 
Forest Experiment Station, Upper Darby, Pa. USDA Forest 
Service research paper NE ; 420. 


OCLC 4758142 


79-10690 
A 13.78:NE-421 
Baumgras, John E. 

The causes of logging truck delays on two West Virginia 
logging operations / by John E. Baumgras. — Broomall, Pa. : 
Dept. of Agriculture, Forest Service, Northeastern Forest Ex- 
periment Station, 1978. 

19008 

4 p. ; 27 cm.— (USDA Forest Service research paper NE 
; 421) 

@ltem 83-B 

pbk. 

1. Logging — West Virginia. I. United States. Northeast- 
ern Forest Experiment Station, Upper Darby, Pa. II. United 
States. Forest Service. III. Title. IV. Series: United States. 
Northeastern Forest Experiment Station, Upper Darby, Pa. 
USDA Forest Service research paper NE ; 421. 


OCLC 4814835 


79-10691 
A 13.78:NE-422 
Craft, E. Paul. 

Products derived from thinning two hardwood timber 
stands in the Appalachians / by E. Paul Craft and John E. 
Baumgras. — Broomall, Pa. : Dept. of Agriculture, Forest 
Service, Northeastern Forest Experiment Station, 1978. 

19008 

8 p. ; 27 cm. — (USDA Forest Service research paper NE 
; 422) 

Bibliography: p. 8. 

@ltem 83-B 

pbk. 
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1. Forest thinning. 2. Hardwoods — Appalachian region. 
I. Baumgras, John E., joint author. II. United States. 
Northeastern Forest Experiment Station, Upper Darby, Pa. 
III. United States. Forest Service. IV. Title. V. Series: 
United States. Northeastern Forest Experiment Station, 
Upper Darby, Pa. USDA Forest Service research paper NE ; 
422. 


OCLC 4814895 


79-10692 


A 13.78:NE-423 


Hanks, Leland F. 


Lumber grade yields for graded aspen logs and trees / by 
Leland F. Hanks and Robert L. Brisbin. — Broomall, Pa. : 
Dept. of Agriculture, Forest Service, Northeastern Forest Ex- 
periment Station, 1978. 

19008 

13 p. : ill. ; 27 cm.— (USDA Forest Service research 
paper NE ; 423) 

Bibliography: p. 13. 

@ltem 83-B 

pbk. 

1. Aspen— United States. 2. Lumber— Grading. I. 
Brisbin, Robert L., joint author. II. United States. 
Northeastern Forest Experiment Station, Upper Darby, Pa. 
Ill. United States. Forest Service. IV. Title. V. Series: 
United States. Northeastern Forest Experiment Station, 
Upper Darby, Pa. USDA Forest Service research paper NE ; 
423. 


OCLC 4758095 


79-10693 


A 13.78:NE-426 


McCay, Roger E. 


Measuring the attitudes and awareness of environmental 
education camp users / by Roger E. McCay, David A. 
Gansner, and John J. Padalino. — Broomall, Pa. : Dept. of 
Agriculture, Forest Service, Northeastern Forest Experiment 
Station, 1978. 

19008 

13 p. : ill. ; 27 cm.— (USDA Forest Service research 
paper NE ; 426) 

@ltem 83-B 

pbk. 

1. Conservation of natural resources — Study and teaching 
— Pennsylvania. I. Gansner, David A., joint author. II. 
Padalino, John J., joint author. Ill. United States. 
Northeastern Forest Experiment Station, Upper Darby, Pa. 
IV. United States. Forest Service. V. Title. VI. Series: 
United States. Northeastern Forest Experiment Station, 
Upper Darby, Pa. USDA Forest Service research paper NE ; 
426. 


OCLC 4758238 


79-10694 


A 13.78:NE-428 


Leonard, Raymond E. 


Use characteristics of the Great Gulf Wilderness / by R. E. 
Leonard, H. E. Echelberger, and Michael Schnitzer. — 
Broomall, Pa. : Dept. of Agriculture, Forest Service, 
Northeastern Forest Experiment Station, 1978. 

19008 

9 p. : maps ; 27 cm.— (USDA Forest Service research 
paper NE ; 428) 

Bibliography: p. 9. 





@ltem 83-B 

pbk. 

1. Recreation areas— New Hampshire. I. Echelberger, 
Herbert E., joint author. II. Schnitzer, Michael, 1954- , joint 
author. III. United States. Northeastern Forest Experiment 
Station, Upper Darby, Pa. IV. United States. Forest Service. 
V. Title. VI. Series: United States. Northeastern Forest Ex- 
periment Station, Upper Darby, Pa. USDA Forest Service 
research paper NE ; 428. 


OCLC 4796502 


79-10695 
A 13.78:NE-430 
Huyler, Neil K. 

A cost analysis : processing maple syrup products / by Neil 
K. Huyler and Lawrence D. Garrett. — Broomall, Pa. : Dept. 
of Agriculture, Forest Service, Northeastern Forest Experi- 
ment Station, 1979. 

19008 

6 p. ; 27 cm. — (USDA Forest Service research paper NE 
; 430) 

@ltem 83-B 

pbk. 

1. Maple syrup. I. Garrett, Lawrence D., joint author. II. 
United States. Northeastern Forest Experiment Station, 
Upper Darby, Pa. III. United States. Forest Service. IV. 
Title. V. Series: United States. Northeastern Forest Experi- 
ment Station, Upper Darby, Pa. USDA Forest Service 
research paper NE ; 430. 


OCLC 4758285 


79-10696 
A 13.78:PNW-246 
Radwan, M. A., 1926- . 

Chemical composition and deer browsing of red alder 
foliage / M. A. Radwan, W. D. Ellis, G. L. Crouch. — Port- 
land, Or. : Dept. of Agriculture, Forest Service, Pacific 
Northwest Forest and Range Experiment Station, 1978. 

97208 

6 p. ; 27 cm.— (USDA Forest Service research paper 
PNW ; 246) 

Issued Dec. 1978. 

Bibliography: p. 5-6. 

@ltem 83-B 

pbk. 

1. Browse. 2. Red alder — Composition. I. Ellis, Walter 
Dale, joint author. II. Crouch, Glenn L., joint author. III. 
United States. Pacific Northwest Forest and Range Experi- 
ment Station, Portland, Or. IV. United States. Forest Ser- 
vice. V. Title. VI. Series: United States. Pacific Northwest 
Forest and Range Experiment Station, Portland, Or. USDA 
Forest Service research paper PNW ; 246. 


OCLC 4814980 


79-10697 
A 13.78:WO-35 
Silen, Roy R. 
Genetics of Douglas-fir / Roy R. Silen. — [Washington] : 
Dept. of Agriculture, Forest Service, [1978] 
iv, 34 p. : ill, map ; 27 cm.— (USDA Forest Service 
research paper WO ; 35) 
Bibliography: p. 28-34. 
@ltem 83-B 
pbk. 


Government Publications — June 1979 


1. Douglas fir. 2. Genetics. I. United States. Forest Ser- 
vice. Il. Title. II. Series: United States. Forest Service. 
USDA Forest Service research paper WO ; no. 35. 


OCLC 4766998 


79-10698 
A 13.79:NC-239 
Crow, Thomas R. 

Distribution of biomass and production for several 
northern woody species / Thomas R. Crow and Richard W. 
Blank. — St. Paul, Minn. : Dept. of Agriculture, Forest Ser- 
vice, North Central Forest Experiment Station, 1978. 

55108 

3 p. ; 27 cm. — (USDA Forest Service research note NC ; 
239) 

Bibliography: p. 3. 

@ltem 83-B 

pbk. 

1. Trees — Wisconsin. I. Blank, Richard W.., joint author. 
II. United States. North Central Forest Experiment Station, 
St. Paul. III. United States. Forest Service. IV. Title. V. 
Series: United States. North Central Forest Experiment Sta- 
tion, St. Paul. USDA Forest Service research note NC ; 239. 


OCLC 4766829 


79-10699 
A 13.79:NC-243 
Erickson, Glen. 

Spruce budworm defoliation in Minnesota, 1954-1977 / 
Glen Erickson and Arthur Hastings. — St. Paul, Minn. : Dept. 
of Agriculture, Forest Service, North Central Forest Experi- 
ment Station, 1978. 

55108 

4 p. : maps ; 27 cm.— (USDA Forest Service research 
note NC ; 243) 

Bibliography: p. 4. 

@ltem 83-B 

pbk. 

1. Defoliation. 2. Spruce bud-worm — Minnesota. I. 
Hastings, Arthur R, joint author. II. United States. North 
Central Forest Experiment Station, St. Paul. III. United 
States. Forest Service. IV. Title. V. Series: United States. 
North Central Forest Experiment Station, St. Paul. USDA 
Forest Service research note NC ; 243. 


OCLC 4758341 


79-10700 
A 13.79:NE-266 
Echelberger, Herbert E. 

The trail guide system as a backcountry management tool / 
Herbert E. Echelberger, Raymond E. Leonard, and 
Marysewall Lindsey Hamblin. — Broomall, Pa. : Dept. of 
Agriculture, Forest Service, Northeastern Forest Experiment 
Station, 1978. 

19008 

5 p. : ill., map ; 27 cm. — (USDA Forest Service research 
note NE ; 266) 

Bibliography: p. 5. 

@ltem 83-B 

pbk. 





Forest Service — Agriculture Dept. 


1. Nature trails — New Hampshire. 2. Outdoor recreation 
— New Hampshire. I. Leonard, Raymond E., joint author. 
II. Hamblin, Marysewall Lindsey, joint author. III. United 
States. Northeastern Forest Experiment Station, Upper 
Darby, Pa. IV. United States. Forest Service. V. Title. 
VI. Series: United States. Northeastern Forest Experiment 
Station, Upper Darby, Pa. USDA Forest Service research 
note NE ; 266. 


OCLC 4758728 


79-10701 


A 13.79:PNW-323 
Wright, L. C. 

Effect of defoliation by the Douglas-fir tussock moth on 
moisture stress in grand fir and subsequent attack by the fir 
engraver beetle (Coleoptera: scolytidai) / by L. C. Wright 
and A. A. Berryman. — Portland, Or. : Dept. of Agriculture, 
Forest Service, Pacific Northwest Forest and Range Experi- 
ment Station, 1978. 

97208 

14 p.: ill. ; 27 cm. — (USDA Forest Service research note 
PNW ; 323) 

Issued Nov. 1978. 

Bibliography: p. 13-14. 

@ltem 83-B 

pbk. 

1. Bark-beetles— Idaho. 2. Bark-beetles — Washington 
(State) 3. Defoliation. 4. Douglas-fir tussock moth. 5. Fir 
— Diseases and pests — Idaho. 6. Fir — Diseases and pests 
— Washington (State) I. Berryman, Alan Andrew, 1937- , 
joint author. II. United States. Pacific Northwest Forest and 
Range Experiment Station, Portland, Or. III. United States. 
Forest Service. IV. Title. V. Series: United States. Pacific 
Northwest Forest and Range Experiment Station, Portland, 
Or. USDA Forest Service research note PNW ; 323. 


OCLC 4767247 


79-10702 


A 13.79:PNW-327 
Hogans, Mack L. 

Using photography for recreation research / by Mack L. 
Hogans. — Portland, Or. : Dept. of Agriculture, Forest Ser- 
vice, Pacific Northwest Forest and Range Experiment Sta- 
tion, 1978. 

97208 

11 p.: ill. ; 27 cm. — (USDA Forest Service research note 
PNW ; 327) 

Issued Dec. 1978. 

Bibliography: p. 11. 

@ltem 83-B 

pbk. 

1. Recreation research. 2. Recreation areas — United 
States. I. United States. Pacific Northwest Forest and Range 
Experiment Station, Portland, Or. II. United States. Forest 
Service. Ill. Title. IV. Series: United States. Pacific 
Northwest Forest and Range Experiment Station, Portland, 
Or. USDA Forest Service research note PNW ; 327. 


OCLC 4762499 


Page 10 


79-10703 
A 13.92:R 6-78-07 
United States. Forest Service. Pacific Northwest Region. 

Final environmental statement : Ochoco-Crooked River 
Planning Unit : land management plan. — [Portland, Or.] : 
Dept. of Agriculture, Forest Service, Pacific Northwest Re- 
gion, [1978] 

97208 

ix, 429 p. : ill, maps ; 28 cm.— (USDA-FS-R6- 
FES( Adm. )-78-07) 

Bibliography: p. 279-281. 

@ltem 80-F 

pbk. 

1. Environmental impact statements. 2. Ochoco National 
Forest, Or. I. Title. II. Title: Ochoco-Crooked River 
Planning Unit. 


OCLC 4837571 


79-10704 
A 13.92:R 6-78-9 
United States. Forest Service. Pacific Northwest Region. 

Final environmental statement : Olympic National Forest : 
Canal Front Planning Unit. —[Portland, Or.] : Dept. of 
Agriculture, Forest Service, Pacific Northwest Region, 
[1978] 

97208 

380 p. : ill., maps ; 28 cm. — (USDA-FS-R6-FES(Adm.)- 
78-9) 

Bibliography: p. 376-377. 

@item 80-F 

pbk. 

i. Environmental impact statements. 2. Olympic National 
Forest, Wash. I. Title. II. Title: Olympic National Forest. 
Ill. Title: Canal Front Planning Unit. 


OCLC 4837525 


79-10705 
A 13.92:R 6-78-11 
United States. Forest Service. Pacific Northwest Region. 

Final environmental statement : ten-year timber resource 
plan. — [Portland, Or.] : Dept. of Agriculture, Forest Ser- 
vice, Pacific Northwest Region, [1978] 

97208 

ix, 267 p. : ill, maps ; 28 cm.— (USDA-FS-R6- 
FES(Adm.)-78-11) 

Includes index. 

Bibliography: p. 135-140. 

@ltem 80-F 

pbk. 

1. Environmental impact statements. 2. Timber — 
Oregon. 3. Siuslaw National Forest, Or. I. Title. II. Title: 
Ten-year timber resource plan. 


OCLC 4837623 


79-10706 
A 13.92:R 53/2 
United States. Forest Service. 

RAPE II : final environmental statement : roadless area 
review and evaluation. — [Washington] : Dept. of Agricul- 
ture, Forest Service, 1979. 

20250 

[487] p. : maps ; 28 cm. — (FS-325) 

Issued Jan. 1979. 

Includes bibliography. 

@ltem 80-F 

pbk. 





Government Publications — June 1979 


1. Wilderness areas — United States. I. Title. II. Title: 
Roadless area review and evaluation. 


79-10710 
A 57.38:El 1 
Frost, Louie W. 
Soil survey of Elbert, Franklin, and Madison Counties, 
Georgia / by Louie W. Frost. — [Washington] : Dept. of 
Agriculture, Soil Conservation Service, [1979] 


OCLC 4837232 


SOIL CONSERVATION SERVICE 


Agriculture Dept. 20250 
Washington, DC 20250 


viii, 92 p., [88] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with University of Georgia, Col- 
lege of Agriculture, Agricultural Experiment Stations. 

Issued Feb. 1979. 


79-10707 
A 57.6/2:C 76/2/978 
United States. Soil Conservation Service. 
National handbook of conservation practices. — Bibliography: p. 49. 
[Washington] : Dept. of Agriculture, Soil Conservation Ser- @ltem 102 (Rev. 1957) 
vice : for sale by the Supt. of Docs., U.S. Govt. Print. Off., pbk. 
1978. 
20402 
[537] p. : ill., maps ; 28 cm. 
Cancels National handbook of conservation practices 


1. Soils — Georgia — Elbert County — Maps. 2. Soils — 
Georgia — Franklin County — Maps. 3. Soils — Georgia — 
Madison County — Maps. I. United States. Soil Conserva- 


notices, and National engineering handbook, section 2, and 
notices. 

@ltem 120-A 

S/N 001-007-00903-1 


tion Service. II. Georgia. Agricultural Experiment Stations. 
Ill. Title. 


OCLC 4795909 


pbk. : $6.00 

1. Conservation of natural resources — United States. 2. 
Environmental policy — United States. 3. Natural resources 
— United States. I. Title. 


79-10711 
A 57.38:F 98 
United States. Soil Conservation Service. 

Soil survey of Furnas County, Nebraska / by Duane L. 
Rieke ... [et al.]. — [Washington] : Dept. of Agriculture, Soil 
OCLC 4574873 Conservation Service, [1979] 

79-10708 20250 
A 57.38:B 69 vii, 108 p., [62] fold. p. of plates : ill., maps ; 29 cm. 
Indra, Orville. 

Soil survey of Boyd County, Nebraska / by Orville Indra. 
— [Washington] : Dept. of Agriculture, Soil Conservation 
Service, [1979] 

20250 

viii, 173 p., [54] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with University of Nebraska Con- 
servation and Survey Division. 

Issued Mar. 1979. 

Bibliography: p. 92. 


@ltem 102 (Rev. 1957) 
pbk. OCLC 4787271 


Prepared in cooperation with University of Nebraska Con- 
servation and Survey Division. 

Issued Mar. 1979. 

Bibliography: p. 57. 

@ltem 102 (Rev. 1957) 

pbk. 

1. Soils — Nebraska — Furnas County — Maps. I. Rieke, 
Duane L. II. Nebraska. University. Conservation and Survey 
Division. III. Title. 


1. Soils — Nebraska — Boyd County — Maps. I. United 
States. Soil Conservation Service. II. Nebraska. University. 
Conservation and Survey Division. III. Title. 


79-10712 
A 57.38:H 21/3 
United States. Soil Conservation Service. 

Soil survey of Hardin and Larue Counties, Kentucky / by 
Fred S. Arms ... [et al.]. — [Washington] : Dept. of Agricul- 
ture, Soil Conservation Service, [1979] 

A 57.38:C 42/6/erratum 20250 
vii, 158 p., [80] fold. p. of plates : ill., maps ; 29 cm. 


OCLC 4836741 
79-10709 


Hodges, R. L. 

Soil survey of Chesterfield County, Virginia / by R. L. 
Hodges. — [Washington] : Dept. of Agriculture, Soil Conser- 
vation Service, [1978] 

20250 

[1] p. ; 29 cm. 

Erratum. 


Contains correction of inside front cover. pbk. 
@ltem 102 (Rev. 1957) 1. Soils — Kentucky — Hardin County — Maps. 2. Soils — 


pbk. Kentucky — Larue County — Maps. I. Arms, Fred Sevier, 
1. Soils — Virginia — Chesterfield County — Maps. I. 1918-. Il. Kentucky. Agricultural Experiment Station, Lex- 
United States. Soil Conservation Service. II. Title. ington. III. Title. 


Prepared in cooperation with Kentucky Agricultural Ex- 
periment Station. 

Issued Jan. 1979. 

Bibliography: p. 89. 

@litem 102 (Rev. 1957) 


OCLC 4841602 OCLC 4786952 





Soil Conservation Service — Agriculture Dept. 


79-10713 
A 57.38:H 37/2 
Hoelscher, James E. 
Soil survey of Hempstead County, Arkansas / by James E. 


Hoelscher and Glen D. Laurent. — [Washington] : Dept. of 


Agriculture, Soil Conservation Service, [1979] 

20250 

viii, 127 p., [66] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Arkansas Agricultural Ex- 
periment Station. 

Issued Jan. 1979. 

Bibliography: p. 62. 

@ltem 102 (Rev. 1957) 

pbk. 

1. Soils — Arkansas— Hempstead County — Maps. I. 
Laurent, Glen D., joint author. II. United States. Soil Con- 
servation Service. III]. Arkansas. Agricultural Experiment 
Station, Fayetteville. IV. Title. 


OCLC 4783240 


79-10714 
A 57.38:H 76 
Coburn, Winfred C. 

Soil survey of Hood and Somervell Counties, Texas / by 
Winfred C. Coburn. — [Washington] : Dept. of Agriculture, 
Soil Conservation Service, 1977. 

20250 

viii, 120 p., [57] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Texas Agricultural Experi- 
ment Station. 

Issued Dec. 1978. 

Bibliography: p. 58. 

@ltem 102 (Rev. 1957) 

pbk. 

1. Soils — Texas— Hood County— Maps. 2. Soils — 
Texas — Somervell County — Maps. I. United States. Soil 
Conservation Service. II. Texas. Agricultural Experiment 
Station, College Station. III. Title. 


OCLC 4783047 


79-10715 
A 57.38:J 63/3 
United States. Soil Conservation Service. 

Soil survey of Johnson County, Kansas / by Robert O. Plin- 
sky ... [et al.].— [Washington] : Dept. of Agriculture, Soil 
Conservation Service, [1979] 

20250 

viii, 93 p., [44] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Kansas Agricultural Experi- 
ment Station. 

Issued Jan. 1979. 

Bibliography: p. 43. 

@ltem 102 (Rev. 1957) 

pbk. 

1. Soils — Kansas — Johnson County — Maps. I. Plinsky, 
Robert O. II. Kansas. Agricultural Experiment Station, 
Manhattan. III. Title. 


OCLC 4836689 
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79-10716 


A 57.38:K 62/2 


Lamar, Otho Wallace, 1935- . 


Soil survey of Kiowa County, Oklahoma / by Otho W. 
Lamar. — [Washington] : Dept. of Agriculture, Soil Conser- 
vation Service, [1979] 

20250 

iv, 73 p., [40] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Oklahoma Agricultural Ex- 
periment Station. 

Issued in envelope. 

Issued Jan. 1979. 

Bibliography: p. 70. 

@ltem 102 (Rev. 1957) 

pbk. 

1. Soils — Oklahoma — Kiowa County — Maps. I. United 
States. Soil Conservation Service. II. Oklahoma. Agricul- 
tural Experiment Station, Stillwater. III. Title. 


OCLC 4771750 


79-10717 


A §7.38:K 77 


Rogers, Colletus A. 


Soil survey of Knox County, Texas / by Colletus A. Rogers 
and William M. Risinger. — [Washington] : Dept. of Agricul- 
ture, Soil Conservation Service, [1979] 

20250 

viii, 97 p., [52] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Texas Agricultural Experi- 
ment Station. 

Issued Jan. 1979. 

Bibliography: p. 42. 

@ltem 102 (Rev. 1957) 

pbk. 

1. Soils — Texas — Knox County — Maps. I. Risinger, 
William M., joint author. II. United States. Soil Conserva- 
tion Service. III. Texas. Agricultural Experiment Station, 
College Station. IV. Title. 


OCLC 4786994 


79-10718 


A 57.38:L 99/3 


Hokanson, Hilding L. 


Soil survey of Lyon County, Minnesota / by Hilding L. 
Hokanson. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1978] 

20250 

viii, 149 p., [60] fold. leaves of plates : ill., maps ; 29 cm. 

Prepared in cooperation with University of Minnesota, 
Agricultural Experiment Station. 

Issued Dec. 1976. 

Bibliography: p. 78. 

@ltem 102 (Rev. 1957) 

pbk. 

1. Soils — Minnesota — Lyon County — Maps. I. United 
States. Soil Conservation Service. II. Minnesota. Agricul- 
tural Experiment Station, St. Paul. III. Title. 


OCLC 4782761 





79-10719 


A 57.38:P 61/5 


Zulauf, Allen S. 


Soil survey of Pierce County area, Washington / by Allen 
S. Zulauf. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1979] 

20250 

viii, 131 p., [58] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Washington Agricultural Ex- 
periment Station. 

Issued Feb. 1979. 

Bibliography: p. 64. 

@ltem 102 (Rev. 1957) 

pbk. 

1. Soiis — Washington (State) — Pierce County — Maps. 

. United States. Soil Conservation Service. II. Washington 
(State) Agricultural Experiment Station, Pullman. _ III. Title. 


Government Publications — June 1979 


79-10722 


A 57.38:W 25/4 


Shively, Jerold L., 1935- . 


Soil survey of Warrick County, Indiana / by Jerold L. 
Shively. — [Washington] : Dept. of Agriculture, Soil Conser- 
vation Service, [1979] 

20250 

viii, 135 p., [68] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Purdue University Agricul- 
tural Experiment Station. 

Issued Feb. 1979. 

Bibliography: p. 81. 

@ltem 102 (Rev. 1957) 

pbk. 

1. Soils — Indiana — Warrick County — Maps. I. United 
States. Soil Conservation Service. II. Indiana. Agricultural 
Experiment Station, Lafayette. III. Title. 


OCLC 4787162 


OCLC 4787218 79-10723 


A 57.38:W 67 
United States. Soil Conservation Service. 
Soil survey of Williams County, Ohio / by Kenneth L. 
Stone ... [et al.]. — [Washington] : Dept. of Agriculture, Soil 


79-10720 
A 57.38:Sa 1/2 
Koppen, Maynard P. 


Soil survey of Sac County, Iowa / by Maynard P. Koppen 
and John R. Worster. — [Washington] : Dept. of Agriculture, 
Soil Conservation Service, [1979] 

20250 

iv, 130 p., [90] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with lowa State University, 
Agriculture and Home Economics Experiment Station, 
Cooperative Extension Service, and lowa Dept. of Soil Con- 
servation. 

Issued Jan. 1979. 

Bibliography: p. 128. 

@ltem 102 (Rev. 1957) 

pbk. 

1. Soils — lowa — Sac County — Maps. I. Worster, John 
R., joint author. II. United States. Soil Conservation Ser- 
vice. Ill. lowa. Agricultural and Home Economics Experi- 
ment Station, Ames. IV. Iowa. Cooperative Extension Ser- 
vice. V. lowa. Dept. of Soil Conservation. VI. Title. 


OCLC 4782831 


79-10721 


A 57.38:Un 3/4 
Miles, C. C. 

Soil survey of Union County, Illinois / by C. C. Miles. — 
[Washington] : Dept. of Agriculture, Soil Conservation Ser- 
vice, [1979] 

20250 

viii, 143 p., [68] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with USDA Forest Service and II- 
linois Agricultural Experiment Station. 

Issued Jan. 1979. 

Bibliography: p. 69. 

@ltem 102 (Rev. 1957) 

pbk. 

1. Soils — Illinois— Union County — Maps. I. United 
States. Soil Conservation Service. II. United States. Forest 
Service. III. Illinois. Agricultural Experiment Station, Ur- 
bana. IV. Title. 


OCLC 4841538 


Conservation Service, [1978] 

20250 

iv, 139 p., [70] fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Ohio Dept. of Natural 
Resources, Division of Lands and Soil, and Ohio Agricultural 
Research and Development Center. 

Issued Dec. 1978. 

Bibliography: p. 135. 

@item 102 (Rev. 1957) 

pbk. 

1. Soils — Ohio — Williams County — Maps. I. Stone, 
Kenneth L. II. Ohio. Agricultural Research and Develop- 
ment Center. III. Ohio. Division of Lands and Soil. IV. 
Title. 


OCLC 4782923 


RURAL ELECTRIFICATION 
ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 


79-10724 


A 68.13/2:324 


United States. Rural Electrification Administration. 


Fiscal year statistical summary. Rural electrification pro- 
gram. Washington, Dept. of Agriculture, Rural Electrification 
Administration, Management Services Division, Statistics and 
Data Processing Branch, Statistical Services Section. 

20250 

28 cm. 

no. 324- 1976/77- 

ORural electrification program 

Other title: Fiscal year statistical bulletin, electric program 

“Excludes short term and pollution control municipal bond 
financing.” 

no. 324, Sept. 1977. 

Continues: Semi-annual statistical summary. Rural electrifi- 
cation program no. 313-323, Mar. 1972-June 1977 

1. Rural electrification— United States — Statistics — 
Periodicals. I. Title. 


OCLC 4814263 





Agricultural Stabilization and Conservation Service — Agriculture Dept. 


AGRICULTURAL STABILIZATION AND 
CONSERVATION SERVICE 
Agriculture Dept. 

Washington, DC 20250 


79-10725 
A 82.2:T 55/10/977 
Tobacco allotted, by counties and kinds. Washington, Dept. of 
Agriculture, Agricultural Stabilization and Conservation Ser- 
vice, Tobacco & Peanut Division. 

20250 

26 cm. 

1977. 

Annual. 

1. Tobacco manufacture and trade — United States — 
Statistics — Periodicals. I. United States. Agricultural Sta- 
bilization and Conservation Service. Tobacco & Peanut Divi- 
sion. 


OCLC 3803169 


COMMODITY CREDIT CORPORATION 
Agriculture Dept. 
Washington, DC 20250 


79-10726 
A 82.301:978 
Commodity Credit Corporation. 

Report of the president of the Commodity Credit Corpora- 
tion. Washington, Dept. of Agriculture, Commodity Credit 
Corporation. 

P.O. Box 2415, Washington, 20013 

27 cm. 

1939/40- 

Report covers fiscal year 1978. 

@ltem 34 

1. Agricultural credit — United States — Periodicals. 2. 
Commodity Credit Corporation. I. Title. 


OCLC 1240476 


STATISTICAL REPORTING SERVICE 
Agriculture Dept. 
Washington, DC 20250 


79-10727 
A 92.35:C 88/976 
United States. Crop Reporting Board. 

Crop reporting Board catalog, releases. Washington, Dept. 
of Agriculture, Statistical Reporting Service, Crop Reporting 
Board. 

20250 

26 cm. 

Annual. 


United 
I. Title. 


1. Agriculture — Bibliography — Catalogs. 2. 
States. Crop Reporting Board — Bibliography. 


OCLC 4790270 
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ANIMAL AND PLANT INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


79-10728 
A 101.2:D 63/3 
Pilchard, Edwin Ivan. 

Animal disease : thesaurus / by Edwin Pilchard, Eugene 
Gill, Gerald Diamant. — (Hyattsville, Md.] Dept. of 
Agriculture, Animal and Plant Health Inspection Service, 
Veterinary Services, [Emergency Programs, Technical Sup- 
port] ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

[317] p. ; 23 x 29 cm. 

Indexes and codes veterinary literature for rapid retrieval 
of specific information. 

Includes index. 

@ltem 30-A-5 

S/N 001-000-03923-7 

pbk. : $6.50 

1. Information storage and retrieval systems — Veterinary 
medicine. 2. Subject headings — Veterinary medicine. 3. 
Veterinary medicine — Terminology. I. Gill, Eugene, joint 
author. II. Diamant, Gerald, 1914- , joint author. III. 
United States. Animal and Plant Health Inspection Service. 
Veterinary Services. Emergency Programs. Technical Sup- 
port. IV. Title. 


OCLC 4824105 


79-10729 
A 101.6/4:978 
United States. Meat and Poultry Inspection Program. 

Meat and poulty inspection regulations. Washington, Dept. 
of Agriculture, Food Safety and Quality Service, Meat and 
Poultry Inspection Program; [for sale by the Supt. of Docs., 
U.S. Govt. Print. Off.] 

20402 

27 cm. 

$30.06 (U.S., including basic manual and monthly changes 
for an indefinite period ) $37.50 (foreign) 

Updated by continuing supplements and cumulated irregu- 
larly. 

@ltem 21-T 

S/N 001-027-8 1003-6 

Continues: United States. Animal and Plant Health Inspec- 
tion Service. Meat and poultry inspection regulations 

1. Meat inspection — United States. 2. Poultry inspection 
— United States. 3. Rabbits — Inspection — United States. 

I. Title. 


OCLC 4506608 


79-10730 


A 101.19:N 43 
United States. Animal and Plant Health Inspection Service. 
Veterinary Services. Emergency Programs. Technical Sup- 
port. 

Newcastle disease : bibliography. — [Hyattsville, Md.] : 
Dept. of Agriculture, Animal and Plant Health Inspection 
Service, Veterinary Services, [Emergency Programs, Techni- 
cal Support] ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

233 p. ; 23 x 29 cm. 

Cover title. 

Part of the Emergency Programs Foreign Animal Disease 
Data Bank; articles are English or English translations. 





Issued Dec. 1978. 

@ltem 32-A-4 

S/N 001-000-03906-7 

pbk. : $4.25 

1. Newcastle disease — Bibliography. 
eases — Bibliography. I. Title. 


2. Poultry — Dis- 


OCLC 4719921 


FOOD SAFETY AND QUALITY SERVICE 
Agriculture Dept. 
Washington, DC 20250 


79-10731 
A 103.8:M 46/978 
United States. Meat and Poultry Inspection Program. 

Meat and poultry inspection manual. Washington, Dept. of 
Agriculture, Food Safety and Quality Service, Meat and 
Poultry Inspection Program; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

27 cm. 

$16.50 (U.S., includes basic manual and monthly changes 
for an indefinite period) $20.75 (foreign) 

1978 revisions. 

Vols. prior to 1978 were classed: A 101.8:M 46/21. 

Updated by continuing supplements and cumulated irregu- 
larly. 

@ltem 32-A-3 

S/N 001-027-8 1002-8 

Continues: United States. Animal and Plant Health Inspec- 
tion Service. Meat and poultry inspection manual 

1. Meat inspection — United States. 
— United States. IL. Title. 


2. Poultry inspection 


OCLC 4512081 


ECONOMICS, STATISTICS, AND 
COOPERATIVES SERVICE 
Agriculture Dept. 
Washington, DC 20250 


79-10732 
A 105.22/2:14 
Vellianitis-Fidas, Amalia. 

World economic conditions in relation to agricultural trade 
: the developed countries ; economic situation and outlook / 
by Amalia Vellianitis-Fidas. — [Washington] Dept. of 
Agriculture, Economics, Statistics, and Cooperatives Service, 
[1978] 

20250 

37 p.: ill. ; 26 cm. — (WEC ; 14) 

@ltem 42-J 

pbk. 

1. Agriculture — Economic aspects — United States. 2. 
Economic history — 1945- I. United States. Dept. of 
Agriculture. Economics, Statistics, and Cooperatives Service. 
Il. Title. Ill. Series: United States. Dept. of Agriculture. 
Economics Statistics and Cooperatives Service. WEC ; 14. 


OCLC 4850328 


Government Publications — June 1979 


79-10733 
A 105.23:979 
United States. Crop Reporting Board. 
Cattle. Washington, Dept. of Agriculture, Economics, 
Statistics and Cooperatives Service, Crop Reporting Board. 
20250 
26 cm. (LvGn 1) 
Feb. 1973- 
Jan. 1979. 
Annual. 
@ltem 21-N 
ISSN 0094-3819 
Main series: United States. Crop reporting board. LvGn 
Supersedes in part: Cattle, sheep and goat inventory ISSN 
0094-3827 
1. Cattle — United States — Statistics — Periodicals. 
Key Title: Cattle (Washington) I. Title. 


OCLC 4046003 


79-10734 
A 105.23/4-2:978 
Livestock slaughter, annual summary. Washington, Dept. of 
Agriculture, Economics, Statistics, and Cooperatives Service, 
Crop Reporting Board. 
20250 
26 cm. (MtAn 1-2-1) 
Cover title. 
Vols. prior to 1977 were issued by the Board subordinate 
to the Statistical Reporting Service and were classed: A 
92.18: 
1978. 
@ltem 24-J 
1. Marketing of livestock — United States — Statistics — 
Periodicals. I. United States. Crop Reporting Board. 


OCLC 4008720 


79-10735 
A 105.23/6:977-78 
United States. Crop Reporting Board. 

Meat animals; production, disposition, income. Washing- 
ton, Dept. of Agriculture, Economics, Statistics, and 
Cooperatives Service, Crop Reporting Board. 

20250 

26 cm. (MtAn 1-1) 

1977-78. 

Vols. prior to 1975-77 were classed: A 92.17: 

Continues: Meat animals, farm production, disposition, and 
income by States; revised estimates. 

@ltem 24-H 

ISSN 0094-7385 

Main series: United States. Crop Reporting Board. MtAn 

1. Animal industry — United States — Statistics — Periodi- 
cals. 

Key Title: Meat animals 
HD1751.A5 subser 
[HD9414] 

338.1/0973 s 
[338.1/7/608830973] 
OCLC 1794264 


I. Title. 





Economics, Statistics, and Cooperatives Service — Agriculture Dept. 


79-10736 79-10739 


A 105.25:35 A 105.25:43 
Houseman, Earl E. Biggs, Gilbert W. 

Comparison of sample designs for a population of farms / Monticello Pink Tomato Growers, Inc. marketing expan- 
Earl E. Houseman. — [Washington] : Dept. of Agriculture, sion in southeastern Arkansas / Gilbert W. Biggs. — 
Economics, Statistics, and Cooperatives Service ; Springfield, [Washington] : Dept. of Agriculture, Economics, Statistics, 
Va. : for sale by the National Technical Information Service, and Cooperatives Service, [1979] 


igi 20250 


22161 ‘ 
iv, 31 p. ; 26cm. — (ESCS ; 35) v, 24 p.: ill., map ; 26 cm. — (ESCS ; 43) 
Issued Feb. 1979. 


Supplementary training in sampling for statisticians. 

Issued Mar. 1979. @ltem 21-N-2 

@ltem 21-N-2 pbk. 

pbk. 1. Monticello Pink Tomato Growers, inc. 2. Tomatoes — 

1. Rural population — Statistics. 2. Sampling (Statistics) Arkansas — Marketing. I. United States. Dept. of Agricul- 
. United States. Dept. of Agriculture. Economics, Statistics, ture. Economics, Statistics, and Cooperatives Service. II. 
and Cooperatives Service. II. Title. III. Series: United Title. III. Series: United States. Dept. of Agriculture. 


States. Dept. of Agriculture. Economics, Statistics, and Economics, Statistics, and Cooperatives Service. ESCS ; 43. 
Cooperatives Service. ESCS ; 35. 


OCLC 4845762 OCLC 4848582 


79-10737 79-10740 


A 105.25:39 A 105.25:47 
Grant, Warren R. 


Factors affecting supply, demand, and prices of U.S. rice / 


Niehaus, Robert D. 
Normalized prices for resource planning : a comparison of 


alternatives / Robert D. Niehaus. — [Washington] : Dept. of 
Agriculture, Economics, Statistics, and Cooperatives Service ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, [1978] 

22161 

iv, 21 p.: ill. ; 26 cm. — (ESCS ; 39) 

Examines characteristics of normalized prices issued by 
U.S. Water Resources Council. 

Issued Nov. 1978. 

@ltem 21-N-2 

pbk. 

1. Farm produce — United States — Marketing. 2. Mar- 
keting — United States. 3. Prices— United States. I. 
United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. II. Title. Ill. Series: United 
States. Dept. of Agriculture. Economics, Statistics, and 
Cooperatives Service. ESCS ; 39. 


Warren R. Grant, Mack N. Leath. — [ Washington] : Dept. of 
Agriculture, Economics, Statistics, and Cooperatives Service ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, [1979] 

22161 

iv, 57 p.: ill. ; 26 cm. — (ESCS ; 47) 

Issued Mar. 1979. 

@ltem 21-N-2 

pbk. 

1. Rice — United States. I. Leath, Mack N., joint author. 
II. United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. III. Title. IV. Series: United 
States. Dept. of Agriculture. Economics, Statistics, and 
Cooperatives Service. ESCS ; 47. 


OCLC 4845969 


OCLC 4845879 79-10741 
A 105.25:48 
United States. Dept. of Agriculture. Economics, Statistics, and 


Cooperatives Service. 


79-10738 
A 105.25:42 
United States. Dept. of Agriculture. Economics, Statistics, and 


Cooperatives Service. 

Economics, Statistics, Cooperatives : program results and 
plans. — [Washington] : Dept. of Agriculture, Economics, 
Statistics, and Cooperatives Service, 1978. 

20250 

iii, 58 p. : ill. ; 26 cm. — (ESCS ; 42) 

Issued Dec. 1978. 

@ltem 21-N-2 

pbk. 

1. United States. Dept. of Agriculture. Economics, 
Statistics, and Cooperatives Service. I. Title. II. Series: 
United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. ESCS ; 42. 


OCLC 4845926 
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An analysis of a ban on nitrite use in curing bacon. — 
[Washington] : Dept. of Agriculture, Economics, Statistics, 
and Cooperatives Service ; Springfield, Va. : for sale by the 
National Technical Information Service, [1979] 

22161 

iv, 23 p. ; 26 cm.— (ESCS ; 48) 

Issued Mar. 1979. 

@ltem 21-N-2 

pbk. 

1. Bacon. 2. Curing. 3. Nitrates. I. Title. Il. Series: 
United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. ESCS ; 48. 


OCLC 4846041 





79-10742 


A 105.25:49 


Russell, Jesse Rhodes. 


Economic analysis of solid waste systems for rural cities in 
the southeast / J. R. Russell. — [Washington] : Dept. of 
Agriculture, Economics, Statistics, and Cooperatives Service ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, [1979] 

22161 

iv, 18 p. ; 26 cm. — (ESCS ; 49) 

Issued Mar. 1979. 

@ltem 21-N-2 

pbk. 

1. Refuse and refuse disposal — Southern States — Cosis. 

. United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. Il. Title. Ill. Series: United 
States. Dept. of Agriculture. Economics, Statistics, and 
Cooperatives Service. ESCS ; 49. 


OCLC 4845684 


Government Publications — June 1979 


79-10745 


A 105.38/2:5 


United States. Dept. of Agriculture. Economics, Statistics, and 


Cooperatives Service. 

Cooperatives in agribusiness.—[Rev. Dec. 1978.] — 
[Washington] : Dept. of Agriculture, Economics, Statistics, 
and Cooperatives Service, [1978] 

20250 

ii, 57 p. : ill. ; 26 cm. — (Cooperative information report ; 
no. 5) 

@ltem 65-B 

pbk. 

1. Agricultural industries — United States. 2. Agriculture, 
Cooperative — United States. 3. Cooperative societies — 
United States. I. Title. Il. Series: United States. Dept. of 
Agriculture. Economics, Statistics, and Cooperatives Service. 
Cooperative information report ; no. 5. 


OCLC 4850223 


79-10746 
A 105.40:2 
Stinson, Thomas F., 1942- . 
State taxation of mineral deposits and production / by 


79-10743 
A 105.30:979 
Floriculture crops; production area and sales, intentions. 
Washington, Dept. of Agriculture, Economics, Statistics. and Thomas F. Stinson. — [Washington] : Dept. of Agriculture, 
Coperatives Service, Crop Reporting Board. Economics, Statistics, and Cooperatives Service, [1978] 
20250 20250 
26 cm. (SpCr 6-1) iv, 53 p. ; 26 cm. — (Rural development research report ; 
1976/77- no. 2) 
@ltem 24-L Issued Sept. 1978. 


Main series: United States. Crop Reporting Board. SpCr @ltem 24-G-2 

Continues: Flowers and foliage plants; production and pbk. 
sales, intentions 1965/67-75/76 1. Mines and mineral resources — Taxation — United 
States. 2. Taxation, State. I. United States. Dept. of 
Agriculture. Economics, Statistics, and Cooperatives Service. 
II. Title. Il. Series: United States. Dept. of Agriculture. 
Economics, Statistics, and Cooperatives Service. Rural 
development research report ; no. 2. 


:. Floriculture — United States — Statistics — Periodicals. 
I. United States. Crop Reporting Board. 


OCLC 4168529 


79-10744 
A 105.33/2:978 OCLC 4659780 


United States. Crop Reporting Board. 79-10747 


Regional cold storage holdings; annual summary. Washing- 
ton, Dept. of Agriculture, Crop Reporting Board, Economic, 
Statistics, and Cooperatives Service. 

14th St. and Independence Ave. S.W. 20250 

26 cm. (CoSt 3) 

1973- 

Running title: Cold storage summary 

Vols. for 1972-77 were issued by the Board under the 
Statistical Reporting Service and were classed: A 92.21/2: 

1978. 

@ltem 24-G 

ISSN 0145-4846 

Main series: United States. Crop Reporting Board. CoSt 

Continues: Summary of regional cold storage holdings 

1. Produce trade — United States — Statistics — Periodi- 
cals. 2. Cold storage — United States — Statistics. 3. Farm 
produce — Storage — Statistics. I. Title. 

HD1751.A5525 subser 
338.1/0973 
OCLC 2693102 


A 105.40:4 


Banks, Vera J. 


Farm population estimates for 1977 / Vera J. Banks. — 
[Washington] : Dept. of Agriculture, Economics, Statistics, 
and Cooperatives Service, [1978] 

20250 

8 p. : ill. ; 26 cm. — (Rural development research report ; 
no. 4) 

Cover title. 

Issued Sept. 1978. 

@ltem 24-G-2 

pbk. 

1. Rural population. 2. United States — Population, 
Rural. I. United States. Dept. of Agriculture. Economics, 
Statistics, and Cooperatives Service. II. Title. Ill. Series: 
United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. Rural development research report 
; no. 4. 


OCLC 4659816 





Economics, Statistics, and Cooperatives Service — Agriculture Dept. 


79-10748 
A 105.40:8 
Fratoe, Frank A. 

The educational level of farm residents and workers / 
Frank A. Fratoe.— [Washington] : Dept. of Agriculture, 
Economics, Statistics, and Cooperatives Service, [1979] 

20250 

v, 24 p. ; 26 cm. — (Rural development research report ; 
no. 8) 

Related to Rural education and rural labor force in the 
seventies, Rural development research report no. 5, issued 
Oct. 1978. 

Issued Mar. 1979. 

Bibliography: p. 20-21. 

@ltem 24-G-2 

pbk. 

1. Agricultural laborers — United States — Education. 2. 
Farmers — Education — United States. I. United States. 
Dept. of Agriculture. Economics, Statistics, and Cooperatives 
Service. II. Title. Ill. Series: United States. Dept. of 
Agriculture. Economics, Statistics, and Cooperatives Service. 
Rural development research report ; no. 8. 


OCLC 4845615 


79-10749 
A 105.40/2:978/1 
United States. Dept. of Agriculture. Economics, Statistics, and 
Cooperatives Service. Economic Development Division. 
Rural development perspectives. Washington, Dept. of 
Agriculture, Economics, Statistics, and Cooperatives Service, 
Economic Development Division. 
20250 
ill. 26 cm. 
RDP 1- Nov. 1978- 
RDP 1, Nov. 1978. 
Includes bibliographical references. 
@ltem 21-N-6 
1. Rural development — United States — Periodicals. 2. 
Rural conditions — Periodicals. I. Title. 


OCLC 4820359 


79-10750 
A 105.48:978 
Mink. Washington, Dept. of Agriculture, Economics, Statistics, 
and Cooperatives Service, Crop Reporting Board. 
20250 
27 cm. (MtAn 6) 
Vols. prior to 1978 were issued by the Board subordinate 


to the Statistical Reporting Service and were classed: A 
92.18/11: 


1978. 

Annual. 

Main series: United States. Crop Reporting Board. MtAn 
Continues: Mink production 1970-75 


1. Mink farming — Statistics — Periodicals. I. 
States. Crop Reporting Board. 


United 


OCLC 4066762 
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SCIENCE AND EDUCATION 
ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 


79-10751 
A 106.2:F 76/961-78 
United States. Science and Education Administration. Interna- 
tional Programs Staff. 

Completed foreign agricultural research grants : March 31, 
1962 through September 30, 1978 / prepared by Interna- 
tional Programs Staff. — [Washington] : Dept. of Agriculture, 
Science and Education Administration, International Pro- 
grams Staff, [1978] 

20250 

iv, 143 p. ; 26cm. — (IPS-OD ; 1029) 

Special foreign currency research program, PL 480; U.S.- 
Poland Joint Board, U.S.-Yugoslavia Joint Board. 

Includes index. 

@ltem 22-A-3 

pbk. 

1. Agricultural research — Research grants. I. Title. 


OCLC 4850005 


79-10752 
A 106.2:F 82 
United States. Science and Education Administration. 

4-H and Red Cross working together. — [Washington] : 
Dept. of Agriculture, Science and Education Administration, 
[1978] 

20250 

11 p. ; 26 cm. 

Issued Apr. 1978. 

pbk. 

1. Red Cross. United States. American National Red Cross. 
2. 4-H clubs — United States. I. Title. 


OCLC 4849724 


79-10753 
A 106.2:Sh 3 
United States. Science and Education Administration. Federal 
Research. 

Sheep production research at the U.S. Sheep Experiment 
Station, Dubois, Idaho.—[Rev. Aug. 1978.] — [Berkeley, 
Calif.] : Dept. of Agriculture, Science and Education Ad- 
ministration, Federal Research, [1978] 

94701 

20 p. : ill., map ; 26 cm. 

@ltem 22-A-3 

pbk. 

1. U.S. Sheep Experiment Station. 
Title. 


2. Sheep — Idaho. I. 


OCLC 4823756 


79-10754 
A 106.12:H-4/v.1 
United States. Technical Information Systems. 

Inventory of agricultural research. Beltsville, Md., Dept. of 
Agriculture, Science and Education Administration, Techni- 
cal Information Systems. 

20705 

28 cm. (Agricultural reviews and manuals headquarters se- 
ries ; no. 4) 

Report covers fiscal year 1977. 

Issues for 1977 published in more than one volume. 

v.1, Table 1. 





Continues: Inventory of agricultural research, ISSN 0360- 
5841, issued by United States. Cooperative States Research 
Service. 

@ltem 22-A-5 

CODEN: 0360-5841 

Main series: United States. Science and Education Ad- 
ministration. Agricultural reviews and manuals headquarters 
series 

1. Agricultural research — United States — Statistics — 
Periodicals. I. Series. . 


OCLC 4791832 


79-10755 
A 106.12:H-5 
United States. Technical Information Systems. 

Inventory of agricultural research. Beltsville, Md., Dept. of 
Agriculture, Science and Education Administration, Techni- 
cal Information Systems. 

20705 

28 cm. (Agricultural reviews and manuals headquarters se- 
ries ; no. 5) 

Report covers fiscal year 1977. 

V. 2, Table II, Ill and IV. 

Issues for 1977 published in more than one volume. 

Continues: Inventory of agricultural research, ISSN 0360- 
5841, issued by: United States. Cooperative States Research 
Service. 

@ltem 22-A-5 

ISSN 0360-5841 

Main series: United States. Science and Education Ad- 
ministration. Agricultural reviews and manuals headquarters 
series 

1. Agricultural 
Periodicals. 


research — United States — Statistics — 
I. Title. II. Series. 


OCLC 4791832 


79-10756 
A 106.15/2:22/pt.1 
Index-catalogue of medical and veterinary zoology. Supple- 
ment. Washington, Dept. of Agriculture, Science and Educa- 
tion Administration, for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

26 cm. 

$9.50 

1- 1953- 

Issued 1953-54 by the Zoological Division of the Bureau of 
Animal Industry; 1955-57 by the Animal Disease and 
Parasite Research Branch; 1958-66 by the Animal Disease 
and Parasite Research Division; 1966-70 by the Beltsville 
Parasitological Laboratory; 1971-72 by the National Animal 
Parasite Laboratory; 1972-77 by the Animal Parasitology In- 
stitute; 1978- by the Science and Education Administration. 

Supplements 1-14 have Authors sections only; supplements 
15- include an additional section: Parasite-subject catalogue. 

Supplement 22, pt. 1 Author: A-Z 

Previously classed: A 77.219/2: 

@ltem 31 

S/N 001-011-00168-1 

ISSN 0094-4556 

1. Parasites — bibliography. 2. Parasitic Diseases — 
bibliography. 3. Parasites — Bibliography. 4. Parasitic dis- 
eases — Bibliography. I. United States. Science and Educa- 
tion Administration. II. Animal Parasitology Institute. 
{[DNLM 1. Parasites — bibliography. 2. Parasitic Diseases — 
bibliography. } 


OCLC 1525723 


Government Publications — June 1979 


79-10757 
A 106.16:F 22 
United States. Science and Education Administration. 

A bibliography : on-farm grain storage and handling. — 
[Washington] : Dept. of Agriculture, Science and Education 
Administration, [1978] 

20250 

36 p. ; 27 cm. 

Annotated bibliography of economic and technological 
aspects of grain storage. 

Issued Aug. 1978. 

@ltem 22-A-4 

pbk. 

1. Grain— United States — Storage — Bibliography. 2. 
Grain handling — Bibliography. I. Title. II. Title: On-farm 
grain storage and handling. 


OCLC 4563489 


79-10758 
A 106.110/3:1 
Bibliography of agricultural bibliographies. Beltsville, Md., 

Dept. of Agriculture, Science and Education Administration, 
Technical Information Systems. 

20705 

28 cm. (Bibliographies and literature of agriculture ; BLA- 
1/1977) 

1977- 

“A categorized 
Agricola.” 

1977. 

Annual. 

@ltem 32-B-1 

ISSN 0190-7077 

Main series: United States. Technical Information Systems. 
Bibliographies and literature of agriculture ISSN 0163-0873 

1. Agriculture — Bibliography — Catalogs. 2. Bibliog- 
raphy — Bibliography — Agriculture. I. United States. 
Technical Information Systems. II. Series. 


listing of bibliographies indexed in 


OCLC 4655722 


GOVERNMENTAL AND PUBLIC AFFAIRS 
OFFICE 
Agriculture Dept. 
Washington, DC 20250 


79-10759 
A 107.14:2-3-9 
United States. Dept. of Agriculture. Office of Governmental 
and Public Affairs. 

Home management tips to cut heating and cooling costs. — 
Washington : Dept. of Agriculture, Office of Governmental 
and Public Affairs, 1978. 

20250 

(2] p. ; 28 cm. — (Agricultural fact sheet ; 2-3-9) 

Caption title. 

At head of title: Energy conservation in the rural home. 

Issued Nov. 1978. 

@ltem 90-B 

pbk. 

1. Energy conservation. I. Title. II. Title: Energy conser- 
vation in the rural home. III. Series: United States. Dept. of 
Agriculture. Office of Governmental and Public Affairs. 
Agricultural fact sheet ; 2-3-9. 


OCLC 4815731 


f\ 





Governmental and Public Affairs Office — Agriculture Dept. 


79-10760 
A 107.14:4-5-4 
Schwartz, J. W. 

Liming acid soils / by J. W. Schwartz and R. F. Follett. — 
Washington : Dept. of Agriculture, Office of Governmental 
and Public Affairs, 1979. 

20250 

[4] p. : ill. ; 28 cm. — (Agricultural fact sheet ; 4-5-4) 

Caption title. 

At head of title: Fact sheet for part-time farmers and 
gardeners. 

Issued Feb. 1979. 

@ltem 90-B 

pbk. 

1. Acid soils — United States. 2. Liming of soils — United 
States. I. Title. II. Title: Fact sheet for part-time farmers 
and gardeners. III. Series: United States. Dept. of Agricul- 
ture. Office of Governmental and Public Affairs. Agricultural 
fact sheet ; 4-5-4. 


OCLC 4815790 


PEACE CORPS 
ACTION 
Washington, DC 20525 


79-10761 
AA 4.10:26 
Resources for Tesol teaching / compiled by Eleanor C. Boone, 
Rick, Gildea, Pat Moran.— [Washington] : ACTION 
(Service Corps), Peace Corps, 1978. 

20525 

ii, 211 p. : ill. ; 27 cm.— (Program & training journal 
reprint series ; no. 26) 

At head of title: Appropriate technologies for develop- 
ment. 

Sent to depository libraries under class AA 1.11:4200.28. 

Bibliography: p. 195-199. 

@ltem 30-A-2 

pbk. 

1. English language — Study and teaching. 2. English lan- 
guage — Teacher training. I. Boone, Eleanor C. II. Gildea, 
Rick. III. Moran, Pat. IV. United States. Peace Corps. V. 
Series. 


OCLC 4783460 


ARMS CONTROL AND DISARMAMENT 
AGENCY 
Washington, DC 20451 


79-10762 
AC 1.12:W 24 
Warnke, Paul C., 1920- 

SALT II : toward a more secure world. — Washington : 
Arms Control and Disarmament Agency, 1978. 

20451 

[4] ; 27 cm. 

Speech before the Overseas Writers Club, Washington, 
D.C. Jan. 6, 1978. 

pbk. 

1. Strategic Arms Limitation Talks — Addresses, essays, 
lectures. 2. United States — Foreign relations — Russia — 
Addresses, essays, lectures. 3. Russia — Foreign relations — 
United States— Addresses, essays, lectures. I. United 
States. Arms Control and Disarmament Agency. II. Title. 


OCLC 4757567 
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COMMERCE DEPARTMENT 
Washington, DC 20230 


79-10763 
C 1.2:R 26/978-2 
United States. Federal Advisory Council on Regional Economic 
Development. 

Meeting - Federal Advisory Council on Regional Economic 
Development. Washington, Dept. of Commerce, Federal Ad- 
visory Council on Regional Economic Development. 

20230 

ill., maps 26 cm. 

Ist- 1968- 

16th, Aug. 18, 1978. 

@ltem 128 

1. Regional planning — United States — Congresses. 2. 
United States — Economic policy — 1961-— Congresses. I. 
Title. 


OCLC 2863815 


79-10764 
C 1.54/2:977/supp. 
United States. Dept. of Commerce. 

The United States Department of Commerce publications 
catalog & index. Washington, Dept. of Commerce, Office of 
Public Affairs; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

23 cm. 

$2.40 

1977 supplement. 

Supplement to United States Department of Commerce 
publications. 

@ltem 126-A 

S/N 003-000-00543-7 

Continues: United States. Dept. of Commerce. Publica- 
tions; a catalog and index ISSN 0091-9039 

1. United States. Dept. of Commerce — Bibliography — 
Catalogs. 2. Commerce — United States — Bibliography — 
Catalogs. I. Title. 


OCLC 4012030 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


79-10765 
C 3.31/5:974/v.4/pt.6 
Census of Agriculture. v. 4. Special reports. Washington, Dept. 
of Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 
20402 
28 cm. 
Quinquennial 
$3.00 
Vols. for 1974 pt.6-7- issued jointly by the Bureau of the 
Census and the Dept. of Agriculture, Economics, Statistics, 
and Cooperatives Service. 
1974. 
CONTENTS: pt. 6. Partnerships in agricultural production. 
@ltem 152 
S/N 003-024-01632-0 





1. Agriculture— Economics aspects— United States — 
1945-— Statistics. 2. Farm partnership — United States. I. 
United States. Bureau of the Census. II. United States. 
Dept. of Agriculture. Economics, Statistics, and Cooperatives 
Service. 


OCLC 4157938 


79-10766 


C 3.31/5:974/v.4/pt.7 
Census of Agriculture. v. 4. Special reports. Washington, Dept. 
of Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

Quinquennial 

$2.75 

Vols. for 1974 pt.6-7- issued jointly by the Bureau of the 
Census and the Dept. of Agriculture, Economics, Statistics, 
and Cooperatives Service. 

1974. 

CONTENTS: pt. 7. Agricultural production and marketing 
contracts. 

@ltem 152 

S/N 003-024-01633-8 

1. Agriculture— Economics aspects— United States — 
1945-— Statistics. 2. Agriculture — United States — States 
— Statistics. I. United States. Bureau of the Census. II. 
United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. 


OCLC 4157938 


Government Publications — June 1979 


Prior to 1960 issued as the Bureau's Facts for industry, 
Ser. MI6A. 

@ltem 142-A 

Main series: Current industrial reports 

Continues: Wheat ground and wheat milling products 

1. Flour and feed trade — United States — Statistics — 
Periodicals. I. United States. Bureau of the Census. II. Se- 
ries. 


OCLC 2564281 


79-10769 


C 3.158:M 22 P/supp.3 


Consumption on the cotton system. Washington, Dept. of Com- 


merce, Bureau of the Census, Industry Division; for sale by 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

28 cm. (Current industrial reports ; ser. M 22 P Supple- 
ment) 

Monthly with annual summary 

Aug. 1977- 

Seasonal adjustment supplement 1973-78. 

@ltem 142-A 

Main series: Current industrial reports 

Continues: Cotton, manmade fiber staple, and linters -July 
1977 ISSN 0364-1899 

1. Cotton trade — United States — Statistics — Periodicals. 
2. Cotton spinning — Statistics — Periodicals. 3. Textile 
fibers, Synthetic — United States — Statistics — Periodicals. 
4. Linters — Statistics — Periodicals. I. United States. Bu- 
reau of the Census. II. Series. 


79-10767 OCLC 3454850 


C 3.145:90 
Environmental quality control. Governmental finances. a Laid 
Washington, Dept. of Commerce, Bureau of the Census,; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
26 cm. (State and local government special studies ; no. 
90) 
$1.60 
1974/75- 
Prepared in the Governments Division. 
Report covers fiscal year 1977. 
@ltem 148-A 
S/N 003-024-01661-3 
Main series: State and local government special studies 
Continues: Environmental quality control. Governmental Main series: Current industrial reports 
finances and employment ISSN 0146-325X 1. Tractor industry — United States — Statistics — Periodi- 
1. Environmental policy — United States — Finance — cals. I. United States. Bureau of the Census. II. Series. 
Statistics. I. United States. Bureau of the Census. II. Se- 


ries: United States. Bureau of the Census. State and local 
government special studies ; no. 90. 


C 3.158:M 35 S/supp. 

Tractors, except garden tractors. Washington, Dept. of Com- 
merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

ill. 28 cm. (Current industrial reports ; ser. M 35 S Supple- 
ment) 

Seasonal adjustment supplement 1974-78. 

Prior to 1960 issued in the Bureau's Facts for industry se- 
ries. 

@ltem 142-A 

ISSN 0145-5249 


OCLC 2545236 


79-10771 
C 3.158:M 37 L/supp. 
Truck trailers. Washington, Dept. of Commerce, Bureau of the 
Census, Industry Division; for sale by the Subscriber Services 
C 3.158:M 20 A/supp.2 Section (Publications), Bureau of the Census. 
Flour milling products. Washington, Dept. of Commerce, Bu- 20233 
reau of the Census, Industry Division; for sale by the Sub- 28 cm. (Current industrial reports ; ser. M 37 L Supple- 


OCLC 4092438 
79-10768 


scriber Services Section (Publications), Bureau of the Cen- 
sus. 

20233 

28 cm. (Current industrial reports ; ser. M 20 A Supple- 
ment) 

Monthly with annual summary 

Seasonal adjustment supplement 1971-78. 


ment (SA)) 
Monthly with annual summary 
Apr. 1946- 
Seasonal adjustment supplement 1970-78. 
Issued 1946-59 as the Bureau's Facts for industry series. 
@ltem 142-A 
ISSN 0145-5001 
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Census Bureau — Commerce Dept. 


Main series: Current industrial reports 
1. Truck trailers — Statistics — Periodicals. I. 
States. Bureau of the Census. II. Series. 


United 


OCLC 2564190 


79-10772 
C 3.158:MA-22 G (77)-1 
Narrow fabrics. Washington, Dept. of Commerce, Bureau of 
the Census, Industry Division; for sale by the Subscriber Ser- 
vices Section (Publications), Bureau of the Census. 
20233 
ill. 27 cm. (Current industrial reports ; ser. MA-22 G (77)- 
1) 
1977. 
Annual. 
@ltem 142-A 
ISSN 0149-032X 
Main series: Current industrial reports 
1. Textile fabrics — Statistics — Periodicals. 2. Textile in- 
dustry — United States — Statistics — Periodicals. I. United 
States. Bureau of the Census. II. Series. 


OCLC 3092544 


79-10773 
C 3.158:MA-25 H (77)-1 
Office furniture. Washington, Dept. of Commerce, Bureau of 
the Census, Industry Division; for sale by the Subscriber Ser- 
vices Section (Publications), Bureau of the Census. 
20233 
28 cm. (Current industrial reports ; ser. MA-25 H (77)-1) 
1976- 
1977 change sheet. 
@ltem 142-A 
Main series: Current industrial reports 
Continues: Manufacturers’ shipments of office furniture 
1. Office furniture — Statistics — Periodicals. I. United 
States. Bureau of the Census. II. Series. 


OCLC 3768597 


79-10774 
C 3.158:MA-29 C (77)-1 
Sales of lubricating and industrial oils and greases. Washington, 
Dept. of Commerce, Bureau of the Census, Industry Division; 
for sale by the Subscriber Services Section (Publications), 
Bureau of the Census. 
20233 
ill. 27 cm. (Current industrial reports ; ser. MA-29 C (77)- 
1) 
1977 change sheet. 
Annual. 
@ltem 142-A 
Main series: Current industrial reports 
1. Lubrication and lubricants — Statistics — Periodicals. 
2. Oil industries — United States — Statistics — Periodicals. 
I. United States. Bureau of the Census. II. Series. 


OCLC 3049745 


79-10775 
C 3.158:MA-33 B (77)-1 
Steel mill products. Washington, Dept. of Commerce, Bureau 
of the Census, Industry Division; for sale by the Subscriber 
Services Section (Publications), Bureau of the Census. 
20233 
27 cm. (Current industrial reports ; ser. MA-33 B (77)-1) 
1977. 
Annual. 
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@ltem 142-A 

Main series: Current industrial reports 

1. Steel industry and trade — United States — Statistics — 
Periodicals. I. United States. Bureau of the Census. II. Se- 
ries. 


OCLC 3048771 


79-10776 
C 3.158:MA-175 (77)-1 
Shipments of defense-oriented industries. Washington, Dept. of 
Commerce, Bureau of the Census, Industry Division; for sale 
by the Subscriber Services Section (Publications), Bureau of 
the Census. 
20233 
2 cm. (Current industrial reports ; ser. MA-175 (77)-1) 
1977. 
Annual. 
@ltem 142-A 
Main series: Current industrial reports 
1. Military supplies — Statistics — Periodicals. 2. Industri- 
al mobilization — United States — Statistics — Periodicals. I. 
United States. Bureau of the Census. II. Series. 


OCLC 3079187 


79-10777 
C 3.158:MA-200 (75)-1/ch. 

Pollution abatement costs and expenditures. Washington, Dept. 
of Commerce, Bureau of the Census, Industry Division; for 
sale by the Subscriber Services Section (Publications), Bu- 
reau of th Census. 

20233 

v. 27 cm. (Current industrial reports ; ser. MA-200 (75)-1) 

1975 change sheet. 

Annual. 

@ltem 142-A 

ISSN 0149-4449 

Main series: Current industrial reports 

1. Pollution control equipment — United States — Costs. 
2. Pollution — Economic aspects — United States. 3. Costs, 
Industrial — United States. I. United States. Bureau of the 
Census. II. Series. 
HC110.P55USa 
338.4/3 
OCLC 3079058 


Current population reports: Series P-20, P-23, P-25, P-26, P-27, 
P-28, P-60. Supt. of Docs. subscription $56.00 a year, $14.00 
additional for foreign mailing; single copy prices vary. 


79-10778 
C 3.186:P-20/314/errata 
United States. Bureau of the Census. 

Population characteristics. Washington, Dent. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-20 ; no. 314) 

$1.35 

Caption title: Educational attainment in the United States: 
March 1977 and 1976 [errata] 

Errata sheet for error in table 1 on page 7 and table 7, 
pages 41 and 42. 

@ltem 142-C 

S/N 003-001-90524-8 

Main series: United States. Bureau of the Census. Current 
population reports 





1. United States — Population — Statistics. 2. Education 
— United States — Statistics. I. Title. II. Series: United 
States. Bureau of the Census. Current population reports : 
Series P-20 ; no. 314. 


OCLC 1768314 


Government Publications — June 1979 


1. United States — Population — Statistics. 2. Students 
socio-economic status — Unied States Statistics. I. Title. II. 
Series: United States. Bureau of the Census. Current popula- 
tion reports : Series P-20 ; no. 333. 


OCLC 1768314 


79-10779 79-10782 
C 3.186:P-20/334 


United States. Bureau of the Census. 


C 3.186:P-20/331 
United States. Bureau of the Census. 


Population characteristics. Washington, Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-20 ; no. 331) 

$3.00 

no. 1- 

@ltem 142-C 

S/N 003-00 1-90539-6 

Main series: United States Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Migration, 
Internal — United States — Statistics. I. Title. II. Series: 
United States. Bureau of the Census. Current population re- 
ports : Series P-20 ; no. 331. 


OCLC 1768314 


79-10780 


C 3.186:P-20/332 


United States. Bureau of the Census. 


Population characteristics. Washington, Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-20 ; no. 332) 

$0.70 

Caption title: Voting and registration in the election of 
November 1978 (advance report) 

@ltem 142-C 

S/N 003-001-90726-7 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Elections — 
United States — Statistics. 3. Voting— United States — 
Statistics. 4. Voters, Registration of— United States — 
Statistics. I. Title. II. Series: United States. Bureau of the 
Census. Current population reports : Series P-20 ; no. 332. 


OCLC 1768314 


Population characteristics. Washington, Dept. of Com- 
merce, Bureau of the Census, for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-20 ; no. 334) 

$3.00 

Distinctive title: Demographic, social, and economic profile 
of states: Spring 1976 

@ltem 142-C 

S/N 003-001-90729-1 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. United 
States — Social conditions— 1960- 3. United States — 
Economic conditions — 1971- I. Title. II. Series: United 
States. Bureau of the Census. Current population reports : 
Series P-20 ; no. 334. 


OCLC 1768314 


79-10783 


C 3.186:P-23/77 


United States. Bureau of the Census. 


Special studies. [Washington, Dept. of Commerce, Bureau 
of the Census, for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

ill. 28 cm. (Current population reports : Series P-23 ; no 
77) 

$2.30 

Distinctive title: Perspectives on American husbands and 
wives 

@ltem 142-C 

S/N 003-001-90839-5 

Main series: United States. Bureau of the Census. Current 
population reports 

1. Family — United States — Statistics. 2. Wives — United 
States — Statistics. 3. Husbands — United States — 
Statistics. I. Title. II. Series: United States. Bureau of the 
Census. Current population reports : Series P-23 ; no. 77. 


OCLC 1774175 


79-10781 
C 3.186:P-20/333 
United States. Bureau of the Census. 
Population characteristics. Washington Dept. of Com- 


79-10784 
C 3.186:P-25/768 
United States. Bureau of the Census. 


merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

ill. 28 cm. (Current population reports : Series P-20 ; no. 
333) 

$2.10 

Caption title: School enrollment, social and economic 
characteristics of students: October 1977 

@ltem 142-C 

S/N 003-00 1-90728-3 

Main series: United States. Bureau of Census. Current 
population reports 


Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 768) 

$0.80 

Caption title: 1976 population estimates and 1975 and 
revised 1974 per capita income estimates for counties, incor- 
porated places, and selected minor civil divisions in New 
Hampshire 

@ltem 142-C 

S/N 003-001-90964-2 





Census Bureau — Commerce Dept. 


Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. New Hampshire 
— Population — Statistics. I. Title. II. Series: United 
States. Bureau of the Census. Current population reports : 
Series P-25 ; no. 768. 


312/.0973 
OCLC 2244269 


79-10785 
C 3.186:P-25/769 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 769) 

$0.90 

Caption title: 1976 population estimates and 1975 and 
revised 1974 per capita income estimates for counties, incor- 
porated places, and selected minor civil divisions in New Jer- 
sey 

@ltem 142-C 

S/N 003-001-90965-1 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. New Jersey — 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current populaiion reports : Series P- 
25 ; no. 769. 


312/.0973 
OCLC 2244269 


79-10786 
C 3.186:P-25/777 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 777) 

$1.60 

Caption title: 1976 population estimates and 1975 and 
revised 1974 per capita income estimates for counties, incor- 
porated places, and selected minor civil divisions in Pennsyl- 
vania 

@ltem 142-C 

S/N 003-001-90973-1 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Pennsylvania — 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 777. 

HA195.A533 
312/.0973 
OCLC 2244269 
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79-10787 


C 3.186:P-25/778 


United States. Bureau of the Census. 


Current population reports and projections. Washington, 
Dept. of Commerce, Bureau of the Census; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 778) 

$0.70 

Caption title: 1976 population estimates and 1975 and 
revised 1974 per capita income estimates for counties, incor- 
porated places, and selected minor civil divisions in Rhode 
Island 

@ltem 142-C 

S/N 003-001-90974-0 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Rhode Island — 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 778. 


312/.0973 
OCLC 2244269 


79-10788 


C 3.186:P-25/781 


United States. Bureau of the Census. 


Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 781) 

$0.90 

Caption title: 1976 population estimates and 1975 and 
revised 1974 per capita estimates for counties and incor- 
porated places in Tennessee 

@ltem 142-C 

S/N 003-001-90977-4 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Tennessee — 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 781. 

HA195.A533 
312/.0973 
OCLC 2244269 


79-10789 


C 3.186:P-25/782 


United States. Bureau of the Census. 


Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 782) 

$1.40 

Caption title: 1976 population estimates and 1975 and 
revised 1974 per capita income estimates for counties and in- 
corporated places in Texas 

@ltem 142-C 

S/N 003-00 1-90978-2 

Main series: United States. Bureau of the Census. Current 
population reports 





1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Texas — Popula- 
tion — Statistics. I. Title. II. Series: United States. Bureau 
of the Census. Current population reports : Series P-25 ; no. 
782. 

HA195.A533 
312/.0973 
OCLC 2244269 


79-10790 


C 3.186:P-25/784 


United States. Bureau of the Census. 


Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 784) 

$0.80 

Caption title: 1976 population estimates and 1975 and 
revised 197 per capita income estimates for counties, incor- 
porated places, and selected minor civil divisions in Vermont 

@ltem 142-C 

S/N 003-001-90980-4 


Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Vermont — 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 784. 
HA195.A533 
312/.0973 
OCLC 2244269 


79-10791 


C 3.186:P-25/785 


United States. Bureau of the Census. 


Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 785) 

$0.90 

Caption title: 1976 population estimates and 1975 and 
revised 1974 per capita income estimates for counties and in- 
corporated places in Virginia. 

@ltem 142-C 

S/N 003-001-9098 1-2 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. 
Population — Statistics I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 785. 

HA195.A533 
312/.0973 
OCLC 2244269 


Virginia — 


Government Publications — June 1979 


79-10792 


C 3.186:P-25/786 


United States. Bureau of the Census. 


Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 786) 

$0.90 

Caption title: 1976 population estimates and 1975 and 
revised 1974 per capita income estimates for counties and in- 
corporated places in Washington. 

@ltem 142-C 

S/N 003-001-90982-1 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Washington 
(State) — Population — Statistics. I. Title. IL. Series: 
United States. Bureau of the Census. Current population re- 
ports : Series P-25 ; no. 786. 

HA195.A533 
312/.0973 
OCLC 2244269 


79-10793 


C 3.186:P-25/789 


United States. Bureau of the Census. 


Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 789) 

$0.80 

Caption title: 1976 population estimates and 1975 and 
revised 1974 per capita income estimates for counties and in- 
corporated places in Wyoming. 

@ltem 142-C 

S/N 003-001-90985-5 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Wyoming — 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 789. 

HA195.A533 
312/.0973 
OCLC 2244269 


79-10794 


C 3.186:P-25/790 


United States. Bureau of the Census. 


Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 790) 

$0.60 

Caption title: Estimates of the population of states: July 1, 
1977 and 1978 (advance report) 

@ltem 142-C 

S/N 003-001-90986-3 

Main series: United States. Bureau of the Census. Current 
population reports 
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Census Bureau — Commerce Dept. 


1. United States — Population — Statistics — Periodicals. 
2. Population forecasting — United States — Statistics — 
Periodicals. I. Title. II. Series: United States. Bureau of 
the Census. Current population reports : Series P-25 ; no. 
790. 


OCLC 2244269 


79-10795 
C 3.186:P-25/791 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 791) 

$0.60 

Caption title: Estimates of the population of the United 
States to November 1, 1978 

@ltem 142-C 

S/N 003-001-90987-1 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. I. Title. II. Series: 
United States. Bureau of the Census. Current population re- 
ports : Series P-25 ; no. 791. 

HA195.A533 
312/.0973 
OCLC 2244269 


79-10796 
C 3.186:P-25/792 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 792) 

$0.60 

Caption title: Estimates of the population of the United 
States to December 1, 1978 

@ltem 142-C 

S/N 003-001-90988-0 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics — Periodicals. 

2. Population forecasting — United States — Statistics — 
Periodicals. I. Title. II. Series: United States. Bureau of 
the Census. Current population reports : Series P-25 ; no. 
792. 


OCLC 2244269 


79-10797 
C 3.186:P-25/794 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, for sale by the Supt. of Docs., U.S. Govt. Print. 
Otf. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 794) 

$0.70 

Caption title: Estimates of the population of states, by age: 
July 1, 1977 and 1978 

@ltem 142-C 

S/N 003-001-90990-1 

Main series: United States. Bureau of the Census. Current 
population reports 
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1. United States — Population — Statistics — Periodicals. 
2. Population forecasting — United States — Statistics — 
Periodicals. I. Title. II. Series: United States. Bureau of 
the Census. Current population reports : Series P-25 ; no. 
794. 


OCLC 2244269 


79-10798 
C 3.186:P-26/76-51 
C 3.186:P-26/76-5 l/errata 
United States. Bureau of the Census. 

Federal-state cooperative program for population esti- 
mates. Washington, Dept. of Commerce, Bureau of the Cen- 
sus; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 26 cm. (Current population reports : Series P-26 ; no. 
76-51) 

$0.80 

Caption title: Estimates of the population of Puerto Rico 
municipios and metropolitan areas: July 1, 1971 through July 
1, 1976 

Caption title: Estimados de poblacion de Puerto Rico areas 
metropolitanas y municipios: lero. de Julio de 1971 a lero, de 
Julio de 1976 

July 1, 1971-July 1, 1976 and errata sheet for July 1, 1971 
through July 1, 1976, pages 4, 5, 7. 

S/N 003-001-91092-6 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Puerto Rico — 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : 
26 ; no. 76-51. 


Series P- 


OCLC 1586274 


79-10799 
C 3.186:P-26/77-7 
United States. Bureau of the Census. 

Federal-state cooperative program for population esti- 
mates. Washington, Dept. of Commerce, Bureau of the Cen- 
sus; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 28 cm. (Current population reports : 
77-7) 

$0.70 

Caption title: Estimates of the population of Connecticut 
counties and metropolitan areas: July 1, 1976 (revised and 
1977 (provisional) 

@ltem 142-C 

S/N 003-001-91047-1 

Main series: United States. Bureau of the Census. Current 
population reports 


Series P-26 ; no. 


1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Connecticut — 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
26 ; no. 77-7. 


OCLC 1586274 





79-10800 
C 3.186:P-28/1561 
United States. Bureau of the Census. 

Special censuses. Washington, Dept. of Commerce, Bureau 
of the Census; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

28 cm. (Current population reports : Series P-28 ; no. 
1561) 

$0.70 

Caption title: Summary of special censuses conducted by 
the Bureau of the Census between January 1, 1978 and June 
30, 1978 

@ltem 142-C 

S/N 003-001-9067 1-6 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. I. Title. II. 
Series: United States. Bureau of the Census. Current popula- 
tion reports : Series P-28 ; no. 1561. 


OCLC 1779115 


79-10801 
C 3.186:P-60/117 
United States. Bureau of the Census. 
Consumer income. Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 
20402 
28 cm. (Current population reports : Series P-60 ; no. 117) 
$2.75 
Distinctive title: Money income in 1977 of households in 
the United States 
@ltem 142-C 
S/N 003-001-90700-3 
Main series: United States. Bureau of the Census. Current 
population reports 
1. Income — United States — Statistics. 2. Consumers — 
United States — Statistics. I. Title. Il. Series: United 
States. Bureau of the Census. Current population reports : 
Series P-60 ; no. 117. 


OCLC 1779114 


79-10802 
C 3.191/2:977/8 
United States. Bureau of the Census. 

County government finances. [Washington] Dept. of Com- 
merce, Bureau of the Census; for sale by the Subscriber Ser- 
vices Section (Publications), Bureau of the Census. 

20233 

26 cm. (Government finances ; GF 77 no. 8) 

1972/73- 

1976-77. 

@ltem 146-E 

ISSN 0098-678X 

Main series: Government finances 

1. Local finance — United States — Statistics — Periodicals. 
I. Title. Il. Series. 

HJ9011.A4c 
336.73 
OCLC 2240336 
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79-10803 


C 3.205/3:WP-77 


World population; recent demographic estimates for the coun- 


tries and regions of the world. [Washington] Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

ill., maps 28 cm. 

$6.25 

1973- 

Vol. for 1975 issued by the International Statistical Pro- 
grams Center. 

1977. 

“ISP-WP-77.” 

Includes bibliographical references. 

Has occasional errata. 

@ltem 146-F 

S/N 003-024-01583-8 

ISSN 0099-1139 

1. Population — Statistics — Periodicals. I. United States. 
Bureau of the Census. II. United States. Bureau of the Cen- 
sus. International Statistical Programs Center. 

Key Title: World population _ III. Title. 
HB848.W67 
301.32/021/2 
OCLC 2239728 


79-10804 


C 3.205/3:WP-77 (A) 


World population. [Washington] Dept. of Commerce, Bureau 


of the Census; for sale by the Subscriber Services Section 
(Publications), Bureau of the Census. 

20233 

28 cm. 

1973- 

“ISP-WP-77(A)” 

“Recent demographic estimates for selected countries of 
the world.” 

1977 advance report. 

ISSN 0099-1139 

1. Population — Statistics — Periodicals. I. United States. 
Bureau of the Census. 
HB848.W67 
301.32/021/2 
OCLC 2239728 


NATIONAL BUREAU OF STANDARDS 
Commerce Dept. 
Washington, DC 20234 


79-10805 


C 13.10:260/supp./979 


United States. National Bureau of Standards. 


NBS standard reference materials. Supplement. Washing- 
ton, Dept. of Commerce, National Bureau of Standards, Of- 
fice of Standard Reference Materials. 

20234 

26 cm. (NBS special publication ; 260) 

1979 price list. 

@ltem 247 

Main series: United States. National Bureau of Standards. 
NBS special publication 

1. Materials — Catalogs. 2. Measuring instruments — 
Testing. I. Title. Il. Series: United States. National Bureau 
of Standards. NBS special publication ; 260. 


OCLC 3211588 





National Bureau of Standards — Commerce Dept. 


79-10806 
C 13.10:400-57 
Gilsinn, David, 1943- 

DISTRIB I : an impurity redistribution computer program / 
David Géilsinn, Institute for Computer Sciences and 
Technology, National Bureau of Standards, and Richard 
Kraft, Center for Applied Mathematics, National Engineering 
Laboratory, National Bureau of Standards. — Washington : 
Dept. of Commerce, National Bureau of Standards : for sale 
by the Supt. of Docs., U. S. Govt. Print. Off., 1979. 

20402 

viii, 122 p. : ill. ; 26 cm.— (NBS special publication ; 
400-57) (Semiconductor measurement technology) 

This activity was supported by the Defense Advanced 
Research Projects Agency. 

@ltem 247 

S/N 003-003-02030-3 

pbk. : $3.00 

1. Silicon. 2. Oxidation. I. Kraft, Richard, joint author. 
II. Institute for Computer Sciences and Technology. III. Na- 
tional Engineering Laboratory (U.S.). Center for Applied 
Mathematics. IV. United States. Defense Advanced 
Research Projects Agency. V. Title. VI. Series. VII. Se- 
ries: United States. National Bureau of Standards. NBS spe- 
cial publication ; 400-57. 


OCLC 4767710 


79-10807 
C 13.10:446-2 
National Engineering Laboratory (U.S.). Center for Building 
Technology. 

Building technology project summaries. Washington, Dept. 
of Commerce, National Bureau of Standara‘s, National En- 
gineering Laboratory, Center for Building Technology; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 28 cm. (NBS special publication ; 446-2) 

$3.25 

1977-78- 

1977-78. 

Continues: Building technology project summaries, ISSN 
0149-1679, issued by: Center for Building Technology. 

@ltem 247 

S/N 003-003-02021-4 

ISSN 0149-1679 : CODEN: XNBSAV 

Main series: United States. National Bureau of Standards. 
Special publication 

1. National Engineering Laboratory (U.S.). Center for 
Building Technology. 2. Building research — United States 
— Periodicals. I. Title. II. Series: United States. National 
Bureau of Standards. NBS special publication ; 446-2. 


OCLC 4785850 


79-10808 
C 13.10:480-12 
Scott, Winston W. 

Communication systems guide / prepared by Winston W. 
Scott, Jr. and the Law Enforcement Standards Laboratory, 
Center for Consumer Product Tecchnology, National Bureau 
of Standards for the National Institute of Law Enforcement 
and Criminal Justice, Law Enforcement Assistance Adminis- 
tration, Department of Justice. — Washington Dept. of 
Commerce, National Bureau of Standards : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

iii, 32 p. : ill., maps ; 26 cm. — (NBS special publication ; 
480-12) (Law enforcement equipment technology) 
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Issued Jan. 1979. 

CODEN:XNABSAV. 

Includes bibliographical references. 

@ltem 247 

S/N 003-003-02012-5 

pbk. : $1.60 

1. Law enforcement — Equipment and supplies. 2. Law 
enforcement — Communication systems. I. Law Enforce- 
ment Standards Laboratory. II. National Institute of Law 
Enforcement and Criminal Justice. III. Title. IV. Series. 
V. Series: United States. National Bureau of Standards. NBS 
special publication ; 480-12. 


OCLC 4759095 


79-10809 


C 13.10:480-35 


Fechter, John V. 


Catalog of security equipment / by John V. Fechter, 
Elizabeth M. Robertson, Center for Consumer Product 
Technology, National Bureau of Standards, and the Law En- 
forcement Standards Laboratory, Center for Consumer 
Product Technology, National Bureau of Standards. — 
Washington : Dept. of Commerce, National Bureau of Stan- 
dards : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1978. 

20402 

v, 52 p. ; 26 cm.— (NBS special publication ; 480-35) 
(Law enforcement equipment technology) 

“Prepared for National Institute of Law Enforcement and 
Criminal Justice, Law Enforcement Assistance Administra- 
tion, U.S. Department of Justice.” 

Nov. 1978. 

CODEN: XNBSAV. 

@ltem 247 

S/N 003-003-01970-4 

pbk. : $2.30 

1. Security systems — Catalogs. I. Robertson, Elizabeth, 
1946- , joint author. II. National Engineering Laboratory 
(U.S.). Center for Consumer Product Technology. III. Law 
Enforcement Standards Laboratory. IV. National Institute 
of Law Enforcement and Criminal Justice. V. Title. VI. 
Series. VII. Series: United States. National Bureau of Stan- 
dards. NBS special publication ; 480-35. 


OCLC 4761354 


79-10810 


C 13.10:500-44 


Mamrak, Sandra A., 1944- 


A methodology for the selection of interactive computer 
services / Sandra A. Mamrak and Paul D. Amer, Institute for 
Computer Sciences and Technology, National Bureau of 
Standards. — Washington : Dept. of Commerce, National Bu- 
reau of Standards : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 

20402 

iv, 77 p. ; 26 cm.— (NBS special publication ; 500-44) 
(Computer science & technology) 

Issued Jan. 1979. 

Bibliography: p. 39-42. 

@ltem 247 

S/N 003-003-02018-4 

pbk. : $2.50 





1. Electronic digital computers — Evaluation. 2. Interac- 
tive computer systems. I. Amer, Paul D , joint author. II. 
Institute for Computer Sciences and Technology. III. Title. 
IV. Series. V. Series: United States. National Bureau of 
Standards. NBS special publication ; 500-44. 


OCLC 4732596 


79-10811 
C 13.10:537 
Smith-Magowan, David. 

A bibliography of sources of experimental data leading to 
thermal properties of binary aqueous electrolyte solutions / 
David Smith-Magowan and Robert N. Goldberg, Center for 
Thermodynamics and Molecular Science, National Measure- 
ment Laboratory, National Bureau of Standards. — Washing- 
ton : Dept. of Commerce, National Bureau of Standards : for 
sale by the Supt. of Docs., U. S. Govt. Print. Off., 1979. 

20402 

iii, 85 p. ; 26 cm. — (NBS special publication ; 537) 

Sponsored by Office of Standard Reference Data, National 
Measurement Laboratory, National Bureau of Standards, and 
Division of Energy Storage Systems, Department of Energy. 

Issued Mar. 1979. 

@ltem 247 

S/N 003-003-02033-8 

pbk. : $2.75 

1. Electrolyte solutions — Bibliography. 2. Electrolytes — 
Thermal properties — Bibliography. I. Goldberg, Robert N., 
joint author. II. National Measurement Laboratory (U.S.). 
Center for Thermodynamics and Molecular Science. III. 
National Measurement Laboratory (U.S.). Office of Standard 
Reference Data. IV. United States. Dept. of Energy. Divi- 
sion of Energy Storage Systems. V. Title. VI. Series: 
United States. National Bureau of Standards. NBS special 
publication ; 537. 


OCLC 4767771 


79-10812 
C 13.22/2:80 A 
United States. National Bureau of Standards. 

Journal of research of the National Bureau of Standards. 
Section A. Physics and chemistry. Washington Dept. of Com- 
merce, National Bureau of Standards; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

ill. 26 cm. 

$12.50 

v. 63A-81; July/Aug. 1959-June 1977. 

Bound reprint of v. 80A, Jan.-Dec. 1978. 

Continues in part: United States. National Bureau of Stan- 
dards. Journal of research 

Merged with: Journal of research of the National Bureau 
of Standards. Section B. Mathematical sciences, ISSN 0098- 
8973, to form: Journal of research of the National Bureau of 
Standards, ISSN 0160-1741. 

S/N 003-003-01930-5 

ISSN 0022-4332 : CODEN: JNBAAR 

1. Chemistry — Periodicals. 2. Physics — Periodicals. I. 
Title. 

QC1.U522 
OCLC 1768516 


Government Publications — June 1979 


79-10813 
C 13.29/2:75 
Building research at the National Bureau of Standards 1968- 

1974 / Neil Gallagher, editor, Center for Building Technolo- 
gy, National Engineering Laboratory, National Bureau of 
Standards. — Washington : Dept. of Commerce, Nationai Bu- 
reau of Standards : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 

20402 

vii, 122 p. : ill. ; 26 cm. — (NBS building science series ; 
75) 

Issued March 1979. 

Bibliography: p. 69-107. 

@ltem 241-A 

S/N 003-003-02029-0 

pbk. : $3.00 

1. Building research — United States. I. Gallagher, Neil, 
1925- II. National Engineering Laboratory (U.S.). Center 
for Building Technology. III. Series: United States. National 
Bureau of Standards. Building science series ; 75. 


OCLC 4851117 


79-10814 
C 13.29/2:84/errata 
Design guide for reducing transportation noise in and around 
buildings [errata] / David S. Pallett ... [et al.]. — Washington 
: Dept. of Commerce, National Bureau of Standards, 1978. 

20234 

1 leaf ; 13 x 21 cm. — (NBS building science series ; 84) 

Dec. 1978. 

Corrects p. 86 and 151. 

@ltem 241-A 

pbk. 

1. Transportation noise. 2. Noise control. I. Pallett, 
David S. Il. United States. National Bureau of Standards. 
Ill. Title. IV. Series: United States. National Bureau of 
Standards. Building science series ; 84. 

TA435.U58 no. 84 
(TD893.6.T7] 
690/.021 s 

[729] 

OCLC 2968640 


79-10815 
C 13.29/2:95 
Yancey, C. W.C. 

The development of an improved compression test method 
for wall panels, / C. W. C. Yancey, L. E. Cattaneo, Center 
for Building Technology, Institute for Applied Technology, 
National Bureau of Standards. — Washington : Dept. of Com- 
merce, National Bureau of Standards: for sale by the Supt. of 
Docs., 1978 [i.e 1979]. 

20402 

ii, 103 p. : ill. ; 26 cm.— (NBS building science series ; 
95) 

Supersedes NBSIR 75-779. 

Issued Feb. 1978 [i.e. 1979]. 

Includes bibliographical references. 

CODEN:BSSNBV 

@ltem 241-A 

S/N 003-003-01697-7 

pbk. : $3.00 

1. Walls — Testing. I. Cattaneo, Louis E. , joint author. 
II. National Engineering Laboratory (U.S.). Center for Build- 
ing Technology. Ill. Title. IV. Series: United States. Na- 
tional Bureau of Standards. Building science series ; 95. 


OCLC 4818358 
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National Bureau of Standards — Commerce Dept. 


79-10816 79-10818 


C 13.29/2:108 C 13.44:163 


United States. National Bureau of Standards. Croarkin, Carroll. 


Safety on stairs / D. H. Carson ... [et al.], Carson Con- 
sultants, Inc. — [Washington] : Dept. of Commerce, National 
Bureau of Standards : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

xi, 120 p. : ill. ; 26 cm.— (NBS building science series ; 
108) 

Sponsored by Consumer Product Safety Commission. 

Issued Nov. 1978. 

@ltem 241-A 

S/N 003-003-02026-5 

pbk. : $3.00 

1. Stairs — Safety measures. 2. Staircases — Safety mea- 
sures. I. Carson, Daniel H. II. Carson Consultants. _ III. 
United States. Consumer Product Safety Commission. IV. 
Title. V. Series: United States. National Bureau of Stan- 
dards. Building science series ; 108. 


OCLC 4758937 


79-10817 


C 13.29/2:116/errata 
Arens, Edward A. 

Geographical variation in the heating and cooling require- 
ments of a typical single-family house, and correlation of 
these requirements to degree days [errata] / Edward A. 
Arens, William L. Carroll. — Washington : Dept. of Com- 
merce, National Bureau of Standards, 1978. 

20234 

1 leaf ; 13 x 21 cm.— (National Bureau of Standards 
building science series ; 116) 

Sponsored by: Energy Research and Development Ad- 
ministration, Office of Conservation, Division of Buildings 
and Community Systems, and Department of Housing and 
Urban Development, Office of Policy Development and 
Research. 

Dec. 1978. 

CODEN: BSSNBV. 

Corrects p. 18. 


1. Dwellings — United States — Energy conservation. 2. 
United States — Climate. 3. Degree days — United States. 
I. Carroll, William Leslie, 1945- joint author. II. United 
States. National Bureau of Standards. III. United States. 
Energy Research and Development Administration. Division 
of Buildings and Community Systems. IV. United States. 
Dept. of Housing and Urban Development. Office of Policy 
Development and Research. V. Title. VI. Series: United 
States. National Bureau of Standards. Building science series 
; 116. 
TA435.U58 no. 116 
[TJ163.5.D86] 
690/.021 s 
[697] 
OCLC 4188323 
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Measurement assurance for gage blocks / Carroll Croarkin, 
Statistical Engineering Division, Center for Applied Mathe- 
matics, National Engineering Laboratory, National Bureau of 
Standards, John Beers and Clyde Tucker, Mechanical 
Processes Division, Center for Mechanical Engineering and 
Process Technology, National Engineering Laboratory, Na- 
tional Bureau of Standards ; with an introduction by J. M. 
Camerson. — Washington : Dept. of Commerce, National Bu- 
reau of Standards : for sale by the Supt. of Docs., U. S. Govt. 
Print. Off., 1979. 

20402 

v, 75 p. ; 26 cm. — (NBS monograph ; 163) 

Issued Feb. 1979. 

Bibliography: p. 64 

CODEN:NBSMA6. 

@ltem 247-A 

S/N 003-003-02023-1 

pbk. : $2.50 

1. Gage blocks — Calibration. I. Beers, John S., joint 
author. II. Tucker, Clyde, joint author. III. Cameron, 
Joseph M. IV. National Engineering Laboratory (U.S.). 
Center for Applied Mathematics. Statistical Engineering Divi- 
sion. V. National Engineering Laboratory (U.S.). Mechani- 
cal Processes Division. VI. Title. VII. Series: United 
States. National Bureau of Standards. Monograph ; 163. 


OCLC 4767739 


79-10819 


C 13.52:58 


United States. National Bureau of Standards. 


Representations of local time of the day for information in- 
terchange / Department of Commece, National Bureau of 
Standards. — [Washington] : Dept. of Commerce, National 
Bureau of Standards ; Springfield : for sale by the National 
Technical Information Service, 1979. 

22161 

4 p. ; 28 cm. — (Federal information processing standards 
publication, FIPS PUB ; 58) 

Feb. 1, 1979. 

CODEN:FIPPAT. 

@ltem 248-D 

pbk. 

1. Time — Systems and standards. I. Title. II. Series: 
United States. National Bureau of Standards. Federal infor- 
mation processing standards publication, FIPS PUB ; 58. 


OCLC 4820478 


79-10820 


C 13.52:59 


United States. National Bureau of Standards. 


Representatives of universal time, local time differentials, 
and Uited States time zone references for information in- 
terchange / U.S. Department of Commerce, National Bureau 
of Standards. — [Washington] : Dept. of Commerce, Na- 
tional Bureau of Standards ; Springfield, Va. : for sale by the 
National Technical Information Service, 1979. 

22161 

4 p. ; 28 cm. — (Federal information processing standards 
publications, FIPS PUB ; 59) 

Feb. 1, 1979. 

CODEN:FIPPAT. 

@ltem 248-D 





1. Time — Systems and standards. I. Title. II. Series: 
United States. National Bureau of Standards. Federal infor- 
mation processing standards publication, FIPS PUB ; 59. 


OCLC 4819099 


79-10821 


C 13.58:78-1555 


Nelson, Harold E., 1929- 


A system for fire safety evaluation of health care facilities / 
H. E. Nelson and A. J. Shibe, Center for Fire Research, Na- 
tional Engineering Laboratory, National Bureau of Standards, 
U.S. Department of Commerce. — Washington : The Bureau 
; Springfield, Va. : for sale by the National Technical Infor- 
mation Service, 1978. 

22161 

146 p. in various pagings ; 27 cm. — (NBSIR ; 78-1555) 

Nov. 1978. 

“Final Report.” 

Prepared for the Department of Health, Education, and 
Welfare. 

@ltem 247-D 

pbk. 

1. Health facilities — Fires and fire prevention. I. Shibe, 
A. J., joint author. II. United States. Dept. of Health, Edu- 
cation, and Welfare. III. National Engineering Laboratory 
(U.S.). Center for Fire Research. IV. Title. V. Series: 
United States. National Bureau of Standards. NBSIR ; 78- 
1555. 


OCLC 4849255 


79-10822 


C 13.58:79-1705 


Eisenhard, Robert M. 


State solar energy legislation of 1977 : a review of statutes 
relating to buildings / Robert M. Eisenhard, Laura A. Santuc- 
ci, Building Economics and Regulatory Technology Division, 
Center for Building Technology, National Engineering 
Laboratory, National Bureau of Standards, 1979. — Washing- 
ton : Dept. of Commerce, National Bureau of Standards ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1979. 

22161 

$8, A-162, B-171, [5] p. : ill., ; 27 cm.— (NBSIR ; 79- 
1705) 

Feb. 1979. 

Prepared for Department of Energy, Office of Solar Appli- 
cations and Department of Housing and Urban Development, 
Division of Energy, Building Technology and Standards. 

@ltem 247-D 

pbk. 

1. Solar energy — Law and legislation — United States — 
States. I. Santucci, Laura A., joint author. II. National En- 
gineering Laboratory (U.S.). Building Economics and Regu- 
latory Technology Division. III. United States. Dept. of 
Energy. Office of Conservation and Solar Applications. IV. 
United States. Division of Energy, Building Technology, and 
Standards. V. Title. VI. Series: United States. National Bu- 
reau of Standards. NBSIR ; 79-1705. 


OCLC 4827463 


Government Publications — June 1979 


PATENT AND TRADEMARK OFFICE 
Commerce Dept. 
Washington, DC 20231 


79-10823 


C 21.5/a 5:N 845/979 


United States. Patent and Trademark Office. 


Consolidated listing of recent Official gazette notices, re 
Patent and Trademark Office practices and procedures. 
[Washington] Dept. of Commerce, Patent and Trademark 
Office; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$3.00 

Jan. 2, 1979. 

S/N 003-004-00558-1 

1. Patent laws and legislation — United States. 2. Trade- 
marks — United States. 3. United States. Patent and Trade- 
mark Office. I. Title. 


OCLC 3577252 


79-10824 


C 21.5/2:977/pt.2 


United States. Patent and Trademark Office. 


Index of patents issued from the United States Patent and 
Trademark Office. Washington, Dept. of Commerce, Patent 
and Trademark Office; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

26 cm. 

$10.00 

1977. 

Issues for 1974 published in 2 vols. 

CONTENTS: pt. 2. Index to subjects of invention. 

@ltem 255 

S/N 003-004-00547-5 

ISSN 0362-0719 

Continues: United States. Patent Office. Index of patents 
issued from the United States Patent Office 

1. Patents — United States — Collected works. 2. Trade- 
marks — United States — Collected works. I. Title. 

T223.D3 
608/.7/73 
OCLC 2441502 


79-10825 


C 21.24:T 22/979 


United States. Patent and Trademark Office. Office 


Technology Assessment and Forecast. 

Technology assessment & forecast. [Washington] Dept. 
Commerce, Patant and Trademark Office, Office 
Technology Assessment and Forecast; for sale by the Supt. 
Docs., U.S. Govt. Print. Off., 1975- 

29 cm. 

$4.00 

Sth- 

9th report, Mar. 1979. 

Continues: Technology assessment & forecast, ISSN 0364- 
9105, issued by: United States. Patent Office. Office of 
Technology Assessment and Forecast. 

@ltem 256-B 

S/N 003-004-00559-9 

ISSN 0364-9105 

1. Patents — United States — Collected works. 2. 
Technological forecasting — Collected works. I. Title. 
T223.J4US4a 
608/.7/73 
OCLC 2712701 





Civil Aeronautics Board 


CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


Additional Commerce Dept. entries follow CAB entries. 


79-10826 
C 31.205:Ae 8/974/trans.3 
United States. Laws, statutes, etc. 

Aeronautical statutes and related materials. Washington, 
Civil Aeronautics Board; [for sale by the Supt. of Docs., U.S. 
Govt. Print. Off.] 

20402 

24 cm. 

$22.00 (U.S., including basic manual and supplements for 
an indefinite period) $27.50 (foreign) 

“The Federal Aviation Act of 1958 and Other Provisions 
Relating to Civil Aeronautics.” 

Compiled by the Office of the General Counsel of the Civil 
Aeronautics Board. 

1974, transmittal 3, Mar. 1, 1979. 

@ltem 184 

S/N 003-006-8 1001-0 

1. Aeronautics, Commercial—Law and _ legislation — 
United States. I. United States. Civil Aeronautics Board. 
IL. Title. 


OCLC 2408536 


79-10827 
C 31.206/5:976/erratum 
United States. Civil Aeronautics Board. 

Uniform system of accounts and reports for certified air 
carriers in accordance with section 407 of the Federal avia- 
tion act [errata]. [Washington] Dept. of Commerce, Civil 
Aeronautics Board. 

20428 

27 cm. 

Errata sheet to May 1, 1976 edition. 

Contains part 241 of the Civil Aeronautics Board's 
Economic Regulations comprising the Uniform System of ac- 
counts and reports for certified air carriers. 

1. Air lines — Accounting. I. Title. 


OCLC 2793474 


MARITIME ADMINISTRATION 
Commerce Dept. 
Washington, DC 20543 


79-10828 
C 39.202:B 87/977 
United States. Maritime Administration. Office of Trade Stu- 
dies and Statistics. 
Bulk carriers in the world fleet. [Washington] Dept. of 
Commerce, Maritime Administration. 
20230 
21 x 27 cm. 
““Oceangoing merchant type ships of 1,000 gross tons and 
over (excludes vessels on the Great Lakes).” 
Chiefly tables. 
Dec. 31, 1977. 
Continues: Bulk carriers in the world fleet, ISSN 0565- 
680X, issued by: United States. Maritime Administration. 
@ltem 235 
ISSN 0565-680X 


Page 32 


1. Ship registers — Periodicals. 2. Freighters — Periodi- 
cals. I. Title. 
HES565.A3U4Sa 
387.2/45 
OCLC 2343351 


ECONOMIC DEVELOPMENT 


ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


79-10829 


C 46.25/3:978 


United States. Economic Development Administration. 


Designated redevelopment areas under the Public works 
and economic development act of 1965, as amended. 
(Washington] Dept. of Commerce, Economic Development 
Administration. 

20230 

23 cm. 

Oct. 1, 1978. 

@ltem 130-J 

1. Economic assistance, Domestic— United States — 
States. I. Title. 


OCLC 4787833 


UNITED STATES TRAVEL SERVICE 
Commerce Dept. 
Washington, DC 20230 


79-10830 


C 47.2:C 16/2/977/v.2 


United States. Travel Service. Office of Policy and Research. 


Vacation travel by Canadians in the United States. 
[Washington] Dept. of Commerce, Travel Service, Office of 
Policy and Research. 

20230 

ill. 26 cm. 

1977- 

Spine title: Canadian vacation travel 

Vols. for 1977- conducted by Traveldata International; 
sponsored by the United States Travel Service ... [et al] 

1977. 

CONTENTS: v. 2. Destinations. 

1977- issued in 3 vols. 

Continues: Vacation travel by Canadians in the United 
States, ISSN 0362-6040, issued by: United States. Travel Ser- 
vice. Office of Research and Analysis. 

@ltem 271-A-1 

ISSN 0362-6040 

1. Tourist trade— United States — Periodicals. 2. 
Travelers — Canada — Periodicals. 3. Travelers — United 
States — Periodicals. I. Traveldata International. II. Title. 


OCLC 4800809 





NATIONAL TECHNICAL INFORMATION 
SERVICE 
Commerce Dept. 
Springfield, VA 22161 


79-10831 


C $1.11/5:C 73 
A directory of computer software applications. Communica- 
tions. Springfield, Va., Dept. of Commerce, National Techni- 
cal Information Service. 

5285 Port Royal Rd., 22161 

27 cm. 

1970/Jan. 1979- 

“PB-289 952.” 

1970/Jan. 1979. 

@ltem 188-A-5 

1. Telecommunication— Computer programs — Bibliog- 
raphy. I. United States. National Technical Information Ser- 
vice. 


OCLC 4844995 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 
Commerce Dept. 
Rockville, Md. 20852 


79-10832 


C 55.2:H 88 
United States. National Oceanic and Atmospheric Administra- 
tion. 

For the dignity of humanity : 2nd annual commemoration 
of Black history / U.S. Department of Commerce, National 
Oceanic and Atmospheric Administration. — [Washington] 
The Administration : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

vii, 40 p. : ill., ports. ; 28 cm. 

Feb. 1979. 

@ltem 250-E-2 

S/N 003-017-00443-1 

pbk. : $1.80 

1. Afro-Americans — Biography. 2. Afro-Americans — 
History. I. Title. 


OCLC 4845725 


79-10833 


C 55.2:Se 1/6 
Hull, E. W. Seabrook. 

National Sea Grant College Program : the first ten years / 
by E. W. Seabrook Hull for the Office of Sea Grant. — 
Rockville, Md. : Dept. of Commerce, National Oceanic and 
Atmospheric Administration, Office of Sea Grant, 1979. 

6010 Executive Blvd., 20825 

ix, 78 p. : ill. ; 28 cm. 

Mar. 1979. 

@ltem 250-E-2 

pbk. 

1. Oceanographic research. 2. Federal aid to higher edu- 
cation — United States. I. United States. National Oceanic 
and Atmospheric Administration. Office of Sea Grant. II. 
Title. 


OCLC 4845871 


Government Publications — June 1979 


79-10834 


C 55.13:ERL 399-PMEL 29 


Circulation in the Strait of Juan de Fuca : some recent oceano- 


graphic observations / G. A. Cannon, editor. — Boulder, 
Colo. : Dept. of Commerce, National Oceanic and At- 
mospheric Administration, Environmental Research Labora- 
tories, 1978. 

vi, 49 p. : ill., maps ; 27 cm. — (NOAA technical report ; 
ERL 399-PMEL 29) 

June 1978. 

Bibliography: p. 48-49. 

@ltem 208-C-2 

pbk. 

1. Ocean circulation — Juan de Fuca (Strait) I. Cannon, 
Glenn Albert, 1940- II. Environmental Research Laborato- 
ries. III. Series: United States. National Oceanic and At- 
mospheric Administration. NOAA technical report ; ERL 
399-PMEL 29. 


OCLC 4740440 


79-10835 


C 55.13:ERL 400-ARL 6 


Fegley, Ronald W. 


NOAA Aijir Resources Laboratories : stratospheric lidar 
project, 1976 results / Ronald W. Fegley, Air Resources 
Laboratories. — Boulder, Colo. : Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, Environ- 
mental Research Laboratories, 1978. 

80002 

iii, 9 p. : ill. ; 27 cm.— (NOAA technical report ; ERL 
400-ARL 6) 

Sept. 1978. 

Bibliography: p. 6. 

@ltem 208-C-2 

pbk. 

1. Optical radar. 2. Radar meteorology. 3. Stratosphere. 
I. Air Resources Laboratories. II. Title. Ill. Title: Strato- 
spheric lidar project, 1976 results IV. Series: United States. 
National Oceanic and Atmospheric Administration. NOAA 
technical report ; ERL 40-ARL 6. 


OCLC 4829705 


79-10836 


C 55.13:ERL 401-APCL 43 


Atmospheric Physics and Chemistry Laboratory. 


Meteorological analysis of the Johnstown, Pennsylvania, 
flash flood, 19-20 July 1977 / L. Ray Hoxit ... [et al.], At- 
mospheric Physics and Chemistry Laboratory ; with appen- 
dices by Douglas R. Greene, and Robert E. Saffle, and 
Roderick A. Scofield. — Boulder Colo. : Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Environ- 
mental Research Labortories, Atmospheric Physics and 
Chemistry Laboratory, 1978. 

80002 

iii, 71 p. : ill. (some col.), maps (some col.) ; 27 cm. — 
(NOAA technical report ; ERL 401-APCL 43) 

Oct. 1978. 

@ltem 208-C-2 

pbk. 

1. Johnstown, Pa. — Flood, 1977. 2. Meteorology — 
Pennsylvania — Johnstown. I. Hoxit, Lee R. Il. Title. IIl. 
Series: United States. National Oceanic and Atmospheric Ad- 
ministration. NOAA technical report ; ERL 401-APCL 43. 


OCLC 4822007 





National Oceanic and Atmospheric Administration — Commerce Dept. 


79-10837 
C §5§.13/2:ERL WPL-39 
Gossard, Earl E. 

The use of radar for studies of clouds / E. E. Gossard, 
Wave Propagation Laboratory. — Boulder, Colo. : Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, Environmental Research Laboratories, 1978. 

80302 

iv, 117 p.: ill. ; 27 cm. — (NOAA technical memorandum 
; ERL WPL-39) 

July 1978. 

Bibliography: p. 113-117. 

@ltem 208-C-2 

pbk. 

1. Clouds. 2. Radar meteorology. I. Wave Propagation 
Laboratory. II. Environmental Research Laboratories. _ III. 
Title. IV. Series: United States. National Oceanic and At- 
mospheric Administration. NOAA technical memorandum ; 
ERL WPL-39. 


OCLC 4793377 


79-10838 
C §5.32:977 
United States. Office of Coastal Zone Management. 

Report to the Congress on coastal zone management. 
Washington, Dept. of Commerce, National Oceanic and At- 
mospheric Administration, Office of Coastal Zone Manage- 
ment; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 27 cm. 

$3.00 

At head of title: Public Law 92-583. 

Report covers transition quarter and fiscal year 1977. 

Continues: Report to the Congress on coastal zone 
management, ISSN 0099-1325, issued by: United States. Na- 
tional Oceanic and Atmospheric Administration. 

@ltem 250-E-14 

S/N 003-017-00439-2 

ISSN 0099-1325 

1. Coastal zone management — United States — Periodi- 
cals. I. Title. 


OCLC 4765654 


NATIONAL WEATHER SERVICE 
Commerce Dept. 
Washington, DC 20235 


79-10839 
C §5.102:T 63/7 
United States. National Weather Service. 

Tornado preparedness planning. — [Silver Spring, Md.] : 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Weather Service ; Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

iv, 26 p. : ill., maps. ; 26 cm. 

Dec. 1978. 

@ltem 275 

S/N 003-017-00434-1 

pbk. : $1.40 

1. Tornado warning systems. 


2. Tornadoes. I. Title. 


OCLC 4812399 
Page 34 


79-10840 
C §5.106:T 63/3 
United States. National Weather Service. 

Tornado emergency : effective procedures for all broadcast 
stations. — [Silver spring, Md.] : Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Weather Service, [19787] 

8060 13th St., 20910 

3 leaves ; 28 cm. — (NOAA/PA ; 78021) 

@ltem 278-A 

pbk. 

1. Tornado warning systems. I. Title. 


OCLC 4812448 


ENVIRONMENTAL DATA SERVICE 
Commerce Dept. 
Washington, DC 20235 


79-10841 
C §5.220/3:978 
IGY World Data Center A: Oceanography. 

Semiannual report of oceanographic data exchange. 
Washington, [Dept. of Commerce, National Oceanic and At- 
mospheric Administration, Environmental Data Service], 
World Data Center A: Oceanography. 

20235 

26 cm. (NOAA S/T ; 79-117) 

Report also issued for calendar year called: Oceanographic 
data exchange. 

“WDCA-OC-79-1.” 

Jan. 1979. 

@ltem 834-N-2 

Main series: United States. National Oceanic and At- 
mospheric Administration. NOAA S/T 

1. Exchange of oceanographic information. 
raphy — Statistics — Periodicals. I. Title. 


2. Oceanog- 


OCLC 4152383 


NATIONAL MARINE FISHERIES SERVICE 
Commerce Dept. 
Washington, DC 20230 


79-10842 
C 55.309/2:7514 
North Carolina landings, annual summary. Washington, Dept. 
of Commerce, National Oceanic and Atmospheric Adminis- 
tration, National Marine Fisheries Service. 

20235 

27 cm. (Current fisheries statistics ; no. 7514) 

Vols. for 19 - issued by the service in cooperation with the 
North Carolina Department of Natural and Economic 
Resoures, Division of Marine Fisheries. 

“SA-3.” 

1977. 

@ltem 610-A 

Main series: Current fisheries statistics 

1. Fisheries — North Carolina — Statistics — Periodicals. 

I. United States. National Marine Fisheries Service. II. 
North Carolina. Division of Marine Fisheries. 


OCLC 4008429 





NATIONAL OCEAN SURVEY 
Commerce Dept. 
Washington, DC 20235 


79-10843 


C 55.418:1/976 
C 55.418:1/977 
C 55.418:1/978 
Nautical chart catalog 1. Atlantic and Gulf coasts, including 
Puerto Rico and the Virgin Islands. Riverdale, Md., Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Ocean Survey. 

Distribution Division, C44, 20840 

col. map 51 x 107 fold. to 26 x 15 cm. 

Jan. 1976; Apr. 1977; Jan. 1978. 

Annual. 

1. Nautical charts — Atlantic coast (North America) 2. 
Nautical charts— Gulf coast (United States) I. National 
Ocean Survey. 


OCLC 4796592 


79-10844 


C 55.418:2/977 
Nautical chart catalog 2. United States Pacific coast, including 
Hawaii, Guam and Samoa Islands. Riverdale, Md., Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Ocean Survey. 

Distribution Division (C44), 20840 

col. map 51 x 107 fold. to 26 x 15 cm. 

“Charts, tide tables, coast pilots, current tables, tidal cur- 
rent charts.” 

Apr. 1977; Apr. 1978. 

1. Nautical charts — Pacific coast (United States and 
Canada) 2. Nautical charts — Pacific Ocean. I. National 
Ocean Survey. 


OCLC 4796697 


Government Publications — June 1979 


“Charts, coast pilot, Great Lakes water levels, hydrograph 
of lake levels, monthly bulletin of lake levels." 

Feb. 1977; Jan. 1978. 

Annual. 

1. Nautical charts — Great Lakes. 2. Nautical charts — 
Great Lakes region. I. National Ocean Survey. 


OCLC 4796980 


79-10847 


C §5.418/2:974-2 


National Ocean Survey. 


National Ocean Survey catalog of aeronautical charts and 
related publications. Riverdale, Md., Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Ocean Survey. 

Distribution Division (C44), 20840 

maps 51 x 126 fold to 26 x 13 cm. 

Aug. 1974. 

Continued by: Catalog of aeronautical charts and related 
publications 

1. Aeronautical charts — Catalogs. I. Title. 


OCLC 4797327 


79-10848 


C 55.418/2:974-4 


National Ocean Survey. 


National Ocean Survey catalog of aeronautical charts and 
related publications. Riverdale, Md., Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Ocean Survey. 

Distribution Division (C44), 20840 

maps 51 x 126 fold to 26 x 13 cm. 

May 1974. 

Continued by: Catalog of aeronautical charts and related 
publications 

1. Aeronautical charts — Catalogs. I. Title. 


OCLC 4797327 


79-10845 
C 55.418:3/978 7o-teaeD 
Nautical chart catalog 3. United States, Alaska, including the 
Aleutian Islands. Riverdale, Md., Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Ocean Survey. 
Distribution Division (C44), 20840 
col. map 51 x 107 fold. to 26 x 15 cm. 
“Charts, tide tables, coast pilots, current tables, tidal cur- 
rent tables.” 
Apr. 1978. 
Annual. 
1. Nautical charts— Alaska. 2. Nautical charts — Aleu- 
tian Islands. I. National Ocean Survey. 


C §5.418/2:975-2 

C 55.418/2:976 

C 55.418/2:977 
National Ocean Survey. 

Catalog of aeronautical charts and related publications. 
Riverdale, Md., Dept. of Commerce, National Oceanic and 
Atmospheric Administration, National Ocean Survey. 

Distribution Division (C44), 20840 

ill. 26 cm. 

Sept. 1975; Feb. 1976; Apr. 1977. 

Continues: National Ocean Survey catalog of aeronautical 
charts and related publications 

1. Aeronautical charts — Catalogs. I. Title. 


OCLC 4796847 
79-10846 


OCLC 4797455 


79-10850 
C 55.418:4/977 


C 55.418:4/978 
Nautical chart catalog 4. United States, Great Lakes and ad- 

jacent waterways. Riverdale, Md., Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Ocean Survey. Atmospheric Administration, National Ocean Survey. 

Distribution Division (C44), 20840 v. ill. 26 cm. 

col. map 51 x 107 fold. to 26 x 15 cm. 1978- 

“Great Lakes connecting channels, Minnesota-Ontario 1979. 
border lakes, Lake Winebago, Inland route-Michigan, New @ltem 207-A-3 
York canals, Lake Champlain.” ISSN 0161-4444 


C 55.422:6/2 
National Ocean Survey. 
United States coast pilot 6: Great Lakes, Lakes Ontario, 
Erie, Huron, Michigan, and Superior and St. Lawrence River. 
(Rockville, Md.] Dept. of Commerce, National Oceanic and 





National Ocean Survey — Commerce Dept. 


Continues: United States Great Lakes pilot ISSN 0362- 
8329 
1. Pilot guides — Great Lakes. I. Title. 
VK983.N37a 
628.89/29/77 
OCLC 3922256 


ENVIRONMENTAL RESEARCH 


LABORATORIES 
Commerce Dept. 
Boulder, CO 80302 


79-10851 
C 55.601:976 
Air Resources Atmospheric Turbulence and Diffusion Labora- 
tory. 

Annual report - Air Resources Atmospheric Turbulence 
and Diffusion Laboratory. Oak Ridge, Tenn., Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
Environmental Research Laboratories, Air Resources At- 
mospheric Turbulence and Diffusion Laboratory; Springfield, 
Va., for sale by the National Technical Information Service. 

22161 

ill. 28 cm. (ATDL ; 77/23) 

1976. 

Main series: Air Resources Atmospheric Turbulence and 
Diffusion Laboratory. ATDL 

1. Air — Pollution — Periodicals. 2. Atmospheric diffu- 
sion — Periodicals. 3. Air Resources Atmospheric Turbu- 
lence and Diffusion Laboratory. I. Title. 


OCLC 2641014 


INDUSTRY AND TRADE ADMINISTRATION 
‘ Commerce Dept. 
Washington, DC 20230 


79-10852 
C 57.10:976/prelim. 
United States. Aluminum and Miscellaneous Metals and 
Minerals Program. 

United States exports of aluminum, by product and 
country. [Washington] Dept. of Commerce, Domestic and 
Internationa! Business Administration, Office of Business 
Research and Analysis, Aluminum and Miscellaneous Metals 
and Minerals Program. 

20230 

21 x 27 cm. 

1976 preliminary. 

1. Aluminum industry and trade — United States — 
Statistics — Periodicals. I. Title. 


OCLC 4800475 


Overseas business reports OBR (series). Supt. of Docs. sub- 
scription $46.00 a year, $11.50 additional for foreign mailing. 


79-10853 
C 57.11:79-01 
United States. Industry and Trade Administration. 

Overseas business reports. Marketing in Ecuador. Washing- 
ton, Dept. of Commerce, Industry and Trade Administration; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$0.80 

“International marketing information series.” 

“OBR 79-01.” 


Page 36 


Feb. 1979. 

Continues a publication of the same title issued by the Ad- 
ministration under its earlier name, Domestic and Interna- 
tional Business Administration. 

@ltem 231-B 

S/N 003-000-90636-1 

Continues: Overseas business reports. Marketing in 
Ecuador 

1. Commerce — Periodicals. 2. Marketing — Ecuador. 
3. Ecuador — Economic conditions. I. Title. 


OCLC 3836846 


79-10854 


C 57.11:79-08 


United States. Industry and Trade Administration. 


Overseas business reports. World trade outlook for the Far 
East and South Asia. Washington, Dept. of Commerce, In- 
dustry and Trade Administration; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$0.80 

“International marketing information series.” 

OBR 79-08. 

Mar. 1979. 

Continues a publication of the same title issued by the Ad- 
ministration under its earlier name, Domestic and Interna- 
tional Business Administration. 

@ltem 231-B 

S/N 003-000-90643-4 

Continues: Overseas business reports. World trade outlook 
for the Far East and South Asia 

1. Commerce — Periodicals. 2. United States — Com- 
merce — Asia. 3. Asia— Commerce — United States. 4. 
Asia — Economic conditions — 1945- I. Title. 


OCLC 3836846 


EAST-WEST TRADE BUREAU 
Commerce Dept. 
Washington, DC 20230 


79-10855 


C 57.409:978/dividers 


United States. Office of Export Administration. 


Export administration regulations. [Washington, Dept. of 
Commerce, Industry and Trade Administration, Bureau of 
Trade Regulation, Office of Export Administration; for sale 
by the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

26 cm. 

$30.00 (U.S., includes dividers and supplementary material 
issued as Export control bulletins) $37.50 (foreign) 

1974- 

1978 dividers. 

Continues Export control regulations issued by the Office 
under an earlier name: Office of Export Control. 

@ltem 211 

S/N 003-009-8 1001-9 

ISSN 0094-8411 

1. Export controls — United States. 2. Foreign trade regu- 
lation — United States. I. Title. 

KF1987.A329.045 
343/.73/087 
OCLC 1795448 





Government Publications — June 1979 


CIVIL AERONAUTICS BOARD 79-10859 
Washington, DC 20428 CC 1.7:95/subpt.D/978 
United States. Federal Communications Commission. 
CAB 1.21:59 Rules and regulations - Federal Communications Commis- 
United States. Civil Aeronautics Board. sion. Part 95. Citizens radio service. Washington, Federal 
Civil Aeronautics Board reports. Washington, Civil Communications Commission; for sale by the Supt. of Docs., 
Aeronautics Board; for sale by the Supt. of Docs., U.S. Govt. U.S. Govt. Print. Off. 
Print. Off. 20402 
20402 27 cm. 
24 cm. $1.25 
$12.00 Part 95, subpart D: CB, citizens band radio service rules. 
v. 2- July 1940/Aug. 1941- Aug. 1. 1978 
Other title: Economic cases of the Civil Aeronautics Board ate : 
v. 59, Mar.-July 1972. @ltem 287 
v. 1-56 were classed: C 31.211: S/N 004-000-00356-0 
@ltem 179 1. Citizens radio service — Law and legislation — United 
S/N 003-006-00085-9 States. 2. Radio — Law and legislation — United States. 3. 


Continues: United States. Civil Aeronautics Authority. Telecommunication — Law and legislation — United States. 
Civil Aeronautics Authority reports v. 1; Feb. 1939/July L Title 


1940 
1. Aeronautics, Commercial—Law and _ legislation — 
United States — Cases. I. Title. OCLC 3187812 


79-10860 


79-10856 


OCLC 2536951 CC 1.7:95/update 


79-10857 United States. Federal Communications Commission. 
CAB 1.21:60 Rules and regulations - Federal Communications Commis- 
United States. Civil Aeronautics Board. sion. Part 95. Citizens radio service. Washington, Federal 
Civil Aeronautics Board reports. Washington, Civil Communications Commission. 
Aeronautics Board; for sale by the Supt. of Docs., U.S. Govt. 20554 
Print. Off. porsgrai 
20402 j 
24 cm. Update sheet for insert into Part 95, April 1976 edition. 
$11.75 No longer available for sale by the Supt. of Docs. 


v. 2- July 1940/Aug. 1941- 1. Citizens radio service — Law and legislation — United 
Other title: Economic cases of the Civil Aeronautics Board States. 2. Radio — Law and legislation — United States. 3. 


v. 47- Telecommunication — Law and legislation — United States. 
v. 60, Aug.-Dec. 1972. L Title 


@ltem 179 

S/N 003-006-00086-7 

Continues: United States. Civil Aeronautics Authority. 
Civil Aeronautics Authority reports v. 1, Feb. 1939/July 79-10861 
1940 

1. Aeronautics, Commercial— Law and _ legislation — 
United States — Cases. I. Title. 


OCLC 3187812 


CC 1.12/2:59 
United States. Federal Communications Commission. 
Federal Communications Commission reports; decisions 
OCLC 2536951 and reports of the Federal Communications Commission of 
the United States. Second series. Washington, Federal Com- 


FEDERAL COMMUNICATIONS COMMISSION munications Commission; for sale by the Supt. of Docs., U.S. 


Washington, DC 20554 Govt. Print. Off. 
20402 
79-10858 = 


CC 1.1:972/summ. $14.50 

United States. Federal Communications Commission. v. 1- ;July/Dec.1965- 

Annual report summary - Federal Communications Com- Rat : 
mission. Washington, Federal Communications Commission. Digests have been added for convenience, but are not 

27 cm. part of the decisions or reports.” 
“Information bulletin.” Vol. 59. May 14, 1976 to July 16, 1976. 
Fall 1972. @ltem 284 
Supersedes: United States. Federal Radio Commission. An- S/N 004-000-00332-2 


nual report of the Federal Radio Commission to the Congress ‘ ee _ 
of the United States 1927-33 1. United States. Federal Communications Commission. 


1. United States. Federal Communications Commission. 2. Telecommunication — United States — Cases — Periodi- 


2. Telecommunication — United States. I. Title. cals. I. Title. 


OCLC 1249089 OCLC 1768392 





Federal Communications Commission 


79-10862 
CC 1.12/2:64 
United States. Federal Communications Commission. 

Federal Communications Commission reports; decisions 
and reports of the Federal Communications Commission of 
the United States. Secondseries. Washington, Federal Com- 
munications Commission; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

24 cm. 

$13.00 

v. 1- July/Dec. 1965- 

“Digests have been added for convenience, but not part of 
the decisions or reports.” 

Vols. 64. May 6, 1977 to July 8, 1977. 

@ltem 284 

S/N 004-000-003 50-1 

1. United States. Federal Communications Commission. 
2. Telecommunication — United States — Cases — Periodi- 
cals. I. Title. 


OCLC 1768392 


79-10863 
CC 1.12/2:65 
United States. Federal Communications Commission. 

Federal Communications Commission reports; decisions 
and reports of the Federal Communications Commission of 
the United States. Second series. Washington, Federal Com- 
munications Commission; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

24 cm. 

$12.75 

v. 1- July/Dec. 17, 1965- 

Subtitle varies. 

“Digests have been added for convenience, but are not 
part of the decisions or reports.” 

v. 65, July 22-Sept. 16, 1977. 

@ltem 284 

S/N 004-000-00349-7 

1. United States. Federal Communications Commission. 
2. Telecommunication — United States — Cases. 

Key Title: Federal Communications Commission reports 
I. Title. 


OCLC 1768392 


79-10864 
CC 1.35:977 
United States. Federal Communications Commission. 

Statistics of communications common carriers. Washing- 
ton, Federal Communications Commission; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$4.25 

1957- 

Spine title: FCC common carrier statistics 

1977. 

Chiefly tables. 

@ltem 288 

S/N 004-000-00360-8 

ISSN 0161-5173 

Continues: Statistics of the communications industry in the 
United States 
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States — Statistics — 
States — Statistics — 


1. Telecommunication — United 
Periodicals. 2. Carriers — United 
Periodicals. I. Title. 


OCLC 3124984 


CIVIL RIGHTS COMMISSION 
Washington, DC 20425 


79-10865 
CR 1.2:En 2/4 
United States. Commission on Civil Rights. 

The Federal fair housing enforcement effort / a report of 
the United States Commission on Civil Rights. — 
[Washington] : Commission on Civil Rights : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

xi, 235 p. ; 26 cm. 

@ltem 288-A 

S/N 005-000-00195-1 

pbk. : $4.50 

1. Discrimination in housing— Law and legislation — 
United States. I. Title. 


OCLC 4790771 


79-10866 
CR 1.2:M 66/v.1-2 
Discrimination against minorities and women in pensions and 
health, life, and disability insurance. — Washington : Com- 
mission on Civil Rights : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 
20402 
2 v. : ill. ; 23 cm. 
A consultation sponsored by the U.S. Commission on Civil 
Rights in Washington, D.C., April 24-26, 1978. 
Contents: v.1. Proceedings and papers.—v.2. Exhibits. 
@ltem 288-A 
S/N 005-000-00186-2 (v.1) 0 005-000-00185-4 (v.2) 
pbk. : $6.75 (v.1) : $5.75 (v.2) 
1. Women — Pensions — United States. 2. Discrimination 
in insurance — United States. 3. Pensions — United States. 
I. United States. Commission on Civil Rights. 


OCLC 4764942 


79-10867 
CR 1.2:Om 1 
United States. Commission on Civil Rights. Nebraska Advisory 
Committee. 

Private sector affirmative action, Omaha : a report / 
prepared by the Nebraska Advisory Committee to the U.S. 
Commission on Civil Rights. — [Washington] : Commission 
on Civil rights : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 

20402 

vii, 40 p. ; 26 cm. 

March 1979. 

Includes bibliographical references. 

@ltem 288-A 

S/N 005-000-00 193-5 

pbk. : $1.80 

1. Discrimination in employment — Nebraska — Omaha. 
2. Affirmative action programs. I. Title. 


OCLC 4767416 





79-10868 
CR 1.2:P 39/2/978/Spanish 
United States. Commission on Civil Rights. Rocky Mountain 
Regional Office. 

Gente que camina con las cosechas : un informe interno de 
la Comision de Derechos Civiles de los Estados Unidos / 
preparado por la Oficina Regional Rocky Mountain. — 
[Washington : Commission on Civil Rights : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off.], 1979. 

20402 

[78] p. : chiefly ill. ; 21 x 26 cm. 

March 1979. 

Bibliography: p. [78]. 

@ltem 288-A 

S/N 005-000-00192-7 

pbk. : $2.75 

1. Migrant labor — United States. I. Title. 


OCLC 4829621 


79-10869 
CR 1.2:W 72 
United States. Commission on Civil Rights. 

Window dressing on the set : an update. — [Washington] : 
Commission on Civil Rights : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979. 

20402 

ix, 97 p. : ill. ; 26 cm. 

Includes bibliographical references. 

@ltem 288-A 

S/N 005-000-00188-9 

pbk. : $3.00 

1. Women in the television industry — United States. 2. 
Women in television — United States. 
television industry — United States. 
sion — United States. I. Title. 


3. Minorities in the 
4. Minorities in televi- 


OCLC 4579622 


79-10870 
CR 1.2:W 84/4 
United States. Commission on Civil Rights. Alabama State Ad- 
visory Committee. 

Where are women and blacks? : patterns of employment in 
Alabama government : a report / prepared by the Alabama 
Advisory Committee to the U.S. Commission on Civil Rights. 
— [Washington] : Commission on Civil Rights : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

ix, 26 p. : ill. ; 26 cm. 

March 1979. 

@ltem 288-A 

S/N 005-000-00196-0 

pbk. : $1.50 

1. Women — Employment — Alabama. 2. Afro-Amer- 
icans — Employment — Alabama. 3. Discrimination in em- 
ployment — Alabama. I. Title. 


OCLC 4818383 
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CIVIL SERVICE COMMISSION 
Washington, DC 20415 


79-10871 
CS 1.2:In 8/10 
United States. Civil Service Commission. Bureau of Inter- 
governmental Personnel Programs. 

Summary of selected IPA products. Washington, Civil Ser- 
vice Commission, Personnel Management Information Ser- 
vice, Bureau of Intergovernmental Personnel Programs. 

1900 E St., N.W., 20415 

27 cm. (BIPP ; 152-37) 

Dec. 1973. 

Main series: United States. Civil Service Commission. Bu- 
reau of Intergovernmental Personnel Programs. BIPP 

1. Intergovernmental personnel programs — United States 
— Periodicals. I. Title. 


OCLC 4167779 


79-10872 
CS 1.2:M 31/9/979 
United States. Civil Service Commission. Bureau of Training. 
Management Sciences Training Center. 

Catalog of training courses. Washington, Civil Service 
Commission, Bureau of Training, Management Sciences 
Training Center. 

20415 

27 cm. 

Cover title. 

Report covers fiscal year 1979. 

@ltem 295 

1. Management — Study and teaching (Higher) — United 
States. 2. United States — Officials and employees. 3. Em- 
ployees, Training of — United States. I. Title. 


OCLC 4836805 


79-10873 
CS 1.26:977/414 A 
United States. Civil Service Commission. 
Summer jobs bulletin. Washington, Civil Service Commis- 
sion. 
1900 E. St. N. W. 20415 
27 cm. 
“Announcement no. 414 A.” 
Nov. 1977. 
1. Summer employment — United States. 
— United States. I. Title. 


2. Civil service 


OCLC 4852630 


79-10874 
CS 1.48:BRE-62/3 
Federal recruiting. Washington, Civil Service Commission, Bu- 
reau of Recruiting and Examining, Office of Recruitment 
Management. 
1900 E St., NW, 20415 
27 cm. (BRE ; 62) 
“Federal agency college recruiting programs.” 
1979. 
Annual. 
@ltem 299 
Main series: United States. Civil Service Commission. Bu- 
reau of Recruiting and Examining. BRE 
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Civil Service Commission 


1. Civil service recruiting — United States — Directories. 
2. College students — Employment — United States — 
Directories. I. United States. Civil Service Commission. Of- 
fice of Recruitment Management. 


OCLC 4172054 


79-10875 
CS 1.48:BRE-77 
United States. Federal Personnel Administration Career Board. 
Career planning : an informal guide for federal personnel 
professionals. — Washington : [Civil Service Commission], 
Federal Personnel Administration Career Board, 1978. 
20415 
15 p. ; 23 cm. — (BRE ; 77) 
October 1978. 
@ltem 299 
pbk. 
1. Personnel 
Title. 


management — Vocational guidance. I. 


OCLC 4765037 


79-10876 
CS 1.61/3:96 
United States. Civil Service Commission. Library. 
Training. Washington, Civil Service Commission, Library; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
27 cm. (Personnel bibliography series ; no. 96) 


@ltem 300-A-1 

S/N 006-000-01061-0 

Main series: United States. Civil Service Commission. 
Library. Personnel bibliography series 

Continues: Administraiion of training 1973-76 

1. Employees, Training of — Bibliography. 2. Executives, 
Training of — Bibliography. 3. Supervision of employees — 
Study and teaching — Bibliography. I. Title. II. Series: 
United States. Civil Service Commission. Library. Personnel 
bibliography series ; no. 96. 


OCLC 3734685 


COMMUNITY SERVICES ADMINISTRATION 
Washington, DC 20506 


79-10877 
CSA 1.10:G 29/978 
Geographic distribution of Federal funds in Georgia. Silver 
Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
28 cm. 
$4.50 
1976/77- 
Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 
“A report of the Federal Government’s impact by State, 
County and large city.” 
Report covers fiscal year 1978. 
National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 
Annual. 
@ltem 361-A-11 
S/N 059-000-00013-6 
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ISSN 0162-0754 

Continues: Federal outlays in Georgia ISSN 0362-2207 

1. Economic assistance, Domestic — Georgia — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 
HC107.G43P637 
336.1/85 
OCLC 3919921 


79-10878 
CSA 1.10:H 31/978 
Geographic distribution of Federal funds in Hawaii. Silver 

Spring, Md.. Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$2.40 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large city.’’ 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-12 

S/N 059-000-00014-4 

ISSN 0161-9012 

Continues: Federal outlays in Hawaii ISSN 0362-2037 

1. Economic assistance, Domestic — Hawaii — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 
HC 107.H33P635 
336.1/85 
OCLC 3919153 


79-10879 
CSA 1.10:I1 6/978 
Geographic distribution of Federal funds in Illinois. Silver 

Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$4.50 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large city.’’ 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-14 

S/N 059-000-000 16-1 

ISSN 0161-9969 

Continues: Federal outlays in Illinois ISSN 0362-2010 

1. Economic assistance, Domestic — Illinois — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 
HC 107.133P635 
336.1/85 
OCLC 3920092 





79-10880 
CSA 1.10:K 13/978 
Geographic distribution of Federal funds in Kansas. Silver 

Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$3.75 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-17 

S/N 059-000-000 19-5 

ISSN 0162-0487 

Continues: Federal outlays in Kansas ISSN 0362-2223 

1. Economic assistance, Domestic — Kansas — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 
HC107.K23P634 
336.1/85 
OCLC 3916113 


79-10881 
CSA 1.10:L 93/978 
Geographic distribution of Federal funds in Louisiana. Silver 

Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$3.25 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-19 

S/N 059-000-0002 1-7 

ISSN 0161-8547 

Continues: Federal outlays in Louisiana ISSN 0362-2673 

1. Economic assistance, Domestic — Louisiana — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 
HC107.L83P634 
336.1/85 
OCLC 3916155 


79-10882 
CSA 1.10:M 36/978 
Geographic distribution of Federal funds in Maryland. Silver 
Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
28 cm. 
$3.00 
1976/77- 
Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 
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“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-21 

S/N 059-000-00023-3 

ISSN 0162-1688 

Continues: Federal outlays in Maryland ISSN 0362-2231 

1. Economic assistance, Domestic — Maryland — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 
HC107.M33P6362 
336.1/85 
OCLC 3916224 


79-10883 
CSA 1.10:M 38/978 
Geographic distribution of Federal funds in Massachusetts. 
Silver Spring, Md., Community Services Administration; 
Washington, for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 
20402 


$3.25 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government's impact by State, 
County and large City.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-22 

S/N 059-000-00024-1 

ISSN 0162-0622 

Continues: Federal outlays in Massachusetts ISSN 0362- 
2061 

1. Economic assistance, Domestic — Massachusetts — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 
HC107.M43P6382 
336.1/85 
OCLC 3916268 


79-10884 


CSA 1.10:M 58/978 


Geographic distribution of Federal funds in Michigan. Silver 


Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$4.25 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large city.”’ 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-23 

S/N 059-000-00025-0 

ISSN 0162-0347 





Community Services Administration 


Continues: Federal outlays in Michigan ISSN 0362-224X 

1. Economic assistance, Domestic — Michigan — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 
HC107.M53P6362 
336.1/85 
OCLC 3920211 


79-10885 
CSA 1.10:M 66/978 
Geographic distribution of Federal funds in Minnesota. Silver 
Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 


Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large city.” 

Report covers fiscal year 1978. 

Federal and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-24 

S/N 059-000-00026-8 

ISSN 0161-8539 

Continues: Federal outlays in Minnesota ISSN 0362-2274 

1. Economic assistance, Domestic — Minnesota — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 
HC107.M63P634 
336.1/85 
OCLC 3920150 


79-10886 
CSA 1.10:M 69 i/978 
Geographic distribution of Federal funds in Mississippi. Silver 

Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$3.75 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-25 

S/N 059-000-00027-6 

ISSN 0162-1874 

Continues: Federal outlays in Mississippi ISSN 0362-210X 

1. Economic assistance, Domestic — Mississippi — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 
HC107.M73P634 
336.1/85 
OCLC 3917063 
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79-10887 
CSA 1.10:M 69 0/978 
Geographic distribution of Federal funds in Missouri. Silver 

Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$4.25 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large city.”” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary. 

Annual. 

@ltem 361-A-26 

S/N 059-000-00028-4 

ISSN 0161-9985 

Continues: Federal outlays in Missouri ISSN 0362-2290 

1. Economic assistance, Domestic — Missouri — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 
HC107.M83P6362 
336.1/85 
OCLC 3917017 


79-10888 
CSA 1.10:M 76/978 
Geographic distribution of Federal funds in Montana. Silver 

Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$3.00 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large city.”’ 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-27 

S/N 059-000-00029-2 

ISSN 0162-0460 

Continues: Federal outlays in Montana ISSN 0362-2282 

1. Economic assistance, Domestic — Montana — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 
HC107.M93P6352 
336.1/85 
OCLC 3919732 


79-10889 
CSA 1.10:N 27/978 
Geographic distribution of Federal funds in Nebraska. Silver 
Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
28 cm. 
$3.25 
1976/77- 
Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 





“A report of the Federal Government’s impact by State, 
County and large city.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-28 

S/N 059-000-00030-6 

ISSN 0161-9128 

Continues: Federal outlays in Nebraska ISSN 0362-2304 

1. Economic assistance, Domestic — Nebraska — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 
HC107.N23P6362 
336.1/85 
OCLC 3916345 


79-10890 
CSA 1.10:N 41/978 
Geographic distribution of Federal funds in Nevada. Silver 

Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$2.50 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal! Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-29 

S/N 059-000-0003 1-4 

ISSN 0162-0991 

Continues: Federal outlays in Nevada ISSN 0362-2312 

1. Economic assistance, Domestic — Nevada — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 
HC107.N33P637 
336.1/85 
OCLC 3916390 


79-10891 
CSA 1.10:N 42 h/978 
Geographic distribution of Federal funds in New Hampshire. 

Silver Spring, Md., Community Services Administration; 
Washington, for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

28 cm. 

$2.40 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large city.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-30 

S/N 059-000-00032-2 

ISSN 0161-8911 

Continues: Federal outlays in New Hampshire ISSN 0362- 
2339 


Government Publications — June 1979 


1. Economic assistance, Domestic — New Hampshire — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 

HC107.N43P637 
336.1/85 
OCLC 3916420 


79-10892 


CSA 1.10:N 42 j/978 


Geographic distribution of Federal funds in New Jersey. Silver 


Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$3.25 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-31 

S/N 059-000-00033-1 

ISSN 0162-1769 

Continues: Federal outlays in New Jersey ISSN 0362-2320 

1. Economic assistance, Domestic—New Jersey — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 
HC107.N53P637 
336.1/85 
OCLC 3916457 


79-10893 
CSA 1.10:N 42 m/978 


Geographic distribution of Federal funds in New Mexico. Silver 


Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$3.00 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large city.’’ 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-32 

S/N 059-000-00034-9 

ISSN 0162-0509 

Continues: Federal outlays in New Mexico ISSN 0362- 
2150 

1. Economic assistance, Domestic— New Mexico — 
Statistics — Periodicals. J. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 
HC107.N63P634 
336.1/85 
OCLC 3916880 
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Community Services Administration 


79-10894 


CSA 1.10:N 42 y/978 


Geographic distribution of Federal funds in New York. Silver 


Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$4.25 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-33 

S/N 059-000-00035-7 

ISSN 0162-9492 

Continues: Federal outlays in New York ISSN 0362-2142 

1. Economic assistance, Domestic — New York (State) — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 
HC107.N73P6362 
336.1/85 
OCLC 3916905 


79-10895 


CSA 1.10:N 81 c/978 
Geographic distribution of Federal funds in North Carolina. 
Silver Spring, Md., Community Services Administration; 
Washington, for saie by the Supt. of Docs., U.S. Govt. Print. 
Off . 

20402 

28 cm. 

$4.25 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large city.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-34 

S/N 059-000-00036-5 

ISSN 0161-9802 

Continues: Federal outlays in North Carolina ISSN 0362- 
2347 

1. Economic assistance, Domestic — North Carolina — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 
HC 107.N83P6362 
336.1/85 
OCLC 3916929 
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79-10896 
CSA 1.10:N 81 d/978 
Geographic distribution of Federal funds in North Dakota. 

Silver Spring, Md., Community Services Administration; 
Washington, for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

28 cm. 

$3.75 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

““A report of the Federal Government’s impact by State, 
County and large city.”’ 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-35 

S/N 059-000-00037-3 

ISSN 0162-0452 

Continues: Federal outlays in North Dakota ISSN 0362- 
2355 

1. Economic assistance, Domestic — North Dakota — 
Statistics — Periodicals. I. United States. Community Ser- 
vices Administration. II. United States. Executive Office of 
the President. 
HC107.N93P637 
336.1/85 
OCLC 3916967 


79-10897 
CSA 1.10:Oh 3/978 
Geographic distribution of Federal funds in Ohio. Silver Spring, 

Md., Community Services Administration; Washington, for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$4.25 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-36 

S/N 059-000-00038- 1 

ISSN 0161-8962 

Continues: Federal outlays in Ohio ISSN 0362-2177 

1. Economic assistance, Domestic — Ohio — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 
HC107.0323P6362 
336.1/85 
OCLC 3918217 


79-10898 
CSA 1.10:0k 4/978 
Geographic distribution of Federal funds in Oklahoma. Silver 
Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
28 cm. 
$3.50 
1976/77- 





Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large City.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-37 

S/N 059-000-00039-0 

ISSN 0162-1882 

Continues: Federal outlays in Oklahoma ISSN 0362-2657 

1. Economic assistance, Domestic — Oklahoma — Statistics 
— Periodicals. I. United States. Community Services Ad- 
ministration. II. United States. Executive Office of the Pre- 
sident. 
HC107.053P634 
336.1/85 


Government Publications — June 1979 


79-10901 


D 1.2:F 76/976 


United States. Defense Security Assistance Agency. 


Foreign military sales and military assistance facts. 
[Washington, Dept. of Defense, Defense Security Assistance 
Agency], Data Management Division. 

The Pentagon, 20301 

v. 26 cm. 

Dec. 1976. 

ISSN 0362-577X 

Continues: Military assistance and foreign military sales 
facts (DLC) 72625845 

1. Military assistance, American — Statistics — Yearbooks. 
2. Munitions — United States — Statistics — Yearbooks. I. 
Title. 

UA12.U4613 
355.03/2/0973 
OCLC 3460887 


OCLC 3918267 79-10902 
D 1.6/2:P 28 
United States. Navy Dept. 


Flexible pavement design for airfields / Departments of the 


79-10899 
CSA 1.10:Or 3/978 
Geographic distribution of Federal funds in Oregon. Silver 


Spring, Md., Community Services Administration; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$3.00 

1976/77- 

Vols. for 1976/77- compiled for the Executive Office of 
the President by the Community Services Administration. 

“A report of the Federal Government’s impact by State, 
County and large city.” 

Report covers fiscal year 1978. 

National and State level data also contained in: Geographic 
distribution of Federal funds in summary, ISSN 0162-1734. 

Annual. 

@ltem 361-A-38 

S/N 059-000-00040-3 

ISSN 0161-8512 

Continues: Federal outlays in Oregon ISSN 0362-2169 

1. Economic assistance, Domestic — Oregon — Statistics — 
Periodicals. I. United States. Community Services Adminis- 
tration. II. United States. Executive Office of the President. 
HC107.073P637 
336.1/85 
OCLC 3918389 


DEFENSE DEPARTMENT 
Washington, DC 20301 


79-10900 


D 1.2:C 76/4/975 
United States. National War College. Board of Consultants. 

Report of the Board of Consultants of the National War 
College. [Washington, Dept. of Defense, National Defense 
University], National War College. 

20319 

27 cm. 

1975. 

1. United States. National War College. Board of Con- 
sultants. I. Title. 


OCLC 4795051 


Navy, the Army, and the Air Force. — [Washington] : Dept. 
of Defense, Navy Dept. : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978- 

20402 

1 v. : ill. ; 27 cm.— (NAVFAC DM ; 21.3) (Technical 
manual - Dept. of the Army ; TM 5-825.2) (Air Force 
manual ; 88-6) 

Cancels and supersedes Chapter 4, Section 4 of NAVFAC 
DM-21 of June 1973. 

Aug. 1978. 

Bibliography: p. Reference 4-Reference 5. 

@ltem 306-A 

S/N 008-050-00169-1 

pbk. : $2.75 

1. Airports — Runways. 2. Pavements. I. United States. 
Dept. of the Army. II. United States. Dept. of the Air 
Force. Ill. Title. IV. Series: United States. Dept. of the 
Army. Technical manual ; TM 5-825.2. V. Series: United 
States. Dept. of the Air Force. Air Force manual ; 88-6. 


OCLC 4822808 


79-10903 


D 1.6/4:978-2 


United States. Dept. of Defense. 


Joint travel regulations. Volume 1. Members of the 
uniformed services: Army, Navy, Marine Corps, Air Force, 
Coast Guard, National Oceanic and Atmospheric Administra- 
tion Corps, Public Health Service. Washington, Dept. of 
Defense; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$31.00 (U.S., including basic manual and monthly changes 
for an indefinite period ) $38.75 (foreign) 

Title varies slightly. 

Reprint including change 311, Dec. 1978. 

@ltem 306-B-1 

S/N 008-000-8 1003-6 

1. United States — Officials and employees — Travel regu- 
lations. 2. United States — Armed Forces — Transportation. 
I. Title. 


OCLC 2786756 





Defense Department 


79-10904 
D 1.6/5:976/add.-4 
Commuted rate schedule for transportation of household goods. 

Washington, General Services Administration; [for sale by 
the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

26 cm. (GSA bulletin FPMR ; A-2) 

Included in price of subscription to Joint travel regulations. 
Volume 2. Department of Defense civilian personnel. 

Suppl. 72, for posting in Appendix C, part IV. 

“Stock number 0516-LP-603-2015.” 

@ltem 306-C 

S/N 008-000-8 1004-4 

Main series: United States. General Services Administra- 
tion. GSA bulletin FPMR 

Supplement to: Joint travel regulations. Volume 2. Depart- 
ment of Defense civilian personnel 

1. Storage and moving trade — United States — Rates — 
Periodicals. I. United States. General Services Administra- 
tion. Il. Series: United States. General Services Administra- 
tion. GSA bulletin FPMR ; A-2. 


OCLC 4617095 


79-10905 
P 1.6/5:976/add.-8 
Commuted rate schedule for transportation of household goods. 

Washington, General Services Administration; [for sale by 
the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

26 cm. (GSA bulletin FPMR ; A-2) 

Included in price of subscription to Joint travel regulations. 
Volume 2. Department of Defense civilian personnel. 

Suppl. 71, for posting in Appendix A, part IV. 

“Stock number 0516-LP-603-2014.” 

@ltem 306-C 

S/N 008-000-8 1004-4 

Main series: United States. General Services Administra- 
tion. GSA bulletin FPMR 

Supplement to: Joint travel regulations. Volume 2. Depart- 
ment of Defense civilian personnel 

1. Storage and moving trade — United States — Rates — 
Periodicals. I. United States. General Services Administra- 
tion. II. Series: United States. General Services Administra- 
tion. GSA bulletin FPMR ; A-2. 


OCLC 4617095 


79-10906 
D 1.6/5:976/add.-10 
D 1.6/5:976/add.-11 
D 1.6/5:976/add.-12 
Commuted rate schedule for transportation of household goods. 
Washington, General Services Administration; [for sale by 
the Supt. of Docs., U.S. Govt. Print. Off.] 
20402 
26 cm. (GSA bulletin FPMR ; A-2) 
Included in price of subscription to Joint travel regulations. 
Volume 2. Department of Defense civilian personnel. 
Suppl. 74-76, for posting in Appendix C, part IV. 
“Stock number 0516-LP-603-2017, 0516-LP-603-2018, 
05 16-LP-603-2019.” 
@ltem 306-C 
S/N 008-000-8 1004-4 
Main series: United States. General Services Administra- 
tion. GSA bulletin FPMR 
Supplement to: Joint travel regulations. Volume 2. Depart- 
ment of Defense civilian personnel 
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1. Storage and moving trade — United States — Rates — 
Periodicals. I. United States. General Services Administra- 
tion. II. Series: United States. General Services Administra- 
tion. GSA bulletin FPMR ; A-2. 


OCLC 4617095 


79-10907 
D 1.19:976-77 
United States. Court of Military Appeals. 

Annual report submitted to the Committees on Armed Ser- 
vices of the Senate and the House of Representatives and to 
the Secretary of Defense and Secretary of Transportation and 
the Secretaries of the Departments of the Army, Navy, and 
Air Force pursuant to the Uniform Code of Military Justice. 
Washington, Dept. of Defense, Court of Military Appeals. 

The Pentagon, 20350 

24 cm. 

1952- 

Cover title: Annual report of the U.S. Court of Military 
Appeals and the Judge Advocate General of the Armed 
Forces and the General Counsel of the Department of Trans- 
portation 

Report covers fiscal year 1977. 

@ltem 311-A 

1. United States. Coast Guard. 2. United States. Court of 
Military Appeals. 3. United States. Navy. Judge Advocate 
General. 4. United States. Air Force. Judge Advocate 
General. 5. United States. Army. Judge Advocate General. 
I. United States. Navy. Judge Advocate General. II. United 
States. Air Force. Judge Advocate General. III. United 
States. Army. Judge Advocate General. IV. United States. 
Coast Guard. V. Title. 


OCLC 2237016 


79-10908 
D 1.45:978 
United States. Dept. of Defense. 
Defense management education and 
[Washington] : Dept. of Defense, 1978- 
Defense Logistics Agency, Cameron Station, Alexandria, 
Va. 22314 
1 v. : ill. ; 26 cm.— (DoD ; 5010.16-C) 
Aug. 1978. 
This catalog supersedes DoD 5010.16C dated August 
1977. 
@ltem 310-B 
pbk. 
1. United States — Armed Forces — Management — Study 
and teaching. 2. Management — Study and teaching. 3. 
Military education — Curricula. I. Title. 


training. — 


OCLC 4818540 


79-10909 
D 1.52:978 
United States. Office of the Assistant Secretary of Defense: 
Manpower and Reserve Affairs. 
Manpower requirements report. [Washington] Dept. of 
Defense. 
20301 
27 cm. 
1974/75-1977/78. 
Report year ends June 30 for 1974/75 and Sept. 30 for 
1976-78. 
Report covers fiscal year 1978. 
Continues: United States. Dept. of Defense. Military 
requirements report 





Continued by: United States. Assistant Secretary of 
Defense (Manpower, Reserve Affairs and Logistics). Man- 
power requirements report 

1. Manpower policy — United States. 
Armed Forces. I. Title. 


2. United States — 


OCLC 4790678 


79-10910 
D 1.52:978/annex 
United States. Office of the Assistant Secretary of Defense 
(Installations and Logistics) 

Base structure annex to manpower requirements report. 
[Washington] Dept. of Defense, Office of the Assistant 
Secretary of Defense (Installations and Logistics) 

20301 

27 cm. 

1977/78- 

Prepared by Office of the Assistant Secretary of Defense 
(Installations and Housing) 

Report covers fiscal year, 1978. 

Related records: Manpower requirements report 

1. Military bases, American. I. Title. 


OCLC 3690665 


JOINT CHIEFS OF STAFF 
Defense Dept. 
Washington, DC 20301 


79-10911 
D 5.9:975-76 
United States. Industrial College of the Armed Forces. 

National Security Seminar. Background readings. Washing- 
ton, [Dept. of Defense], Industrial College of the Armed 
Forces. 

20319 

27 cm. 

OBackground readings 

Spine title: NSS background readings 

1975-76. 

Includes bibliographical references. 

Annual. 

1. United States — Defenses — Congresses. I. Title. 


OCLC 4818346 


DEFENSE MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305 


79-10912 
D 5.317:16/976/ch.1 
Defense Mapping Agency. Hydrographic/Topographic Center. 
Sailing directions for west coast of Greenland, Kap Farvel 
to Kap Morris Jesup. — Rev. ed. — Washington : [Dept. of 
Defense], Defense Mapping Agency, Hydro- 
graphic/Topographic Center : for sale by authorized sales 
agents of the Defense Maping Agency Office of Distribution 
Services, 1976- 
20315 
1 v. : ill, maps ; 27 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic/Topographic Center ; 16) 
DMA S/N SDPUBI6CH1. 
Change 1, Nov. 18, 1978. 
Earlier basic issued by Defense Mapping Agency, Hydro- 
graphic Center. 
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@ltem 378-E 

pbk. 

1. Pilot guides — Greenland. 2. Pilot guides — Baffin Bay. 
3. Pilot guides — Davis Strait. I. Title. II. Series: Defense 
Mapping Agency. Hydrographic/Topographic Center. Publi- 
cation ; 16. 
VK991.D38 1976 
623.89/29/982 
OCLC 2719643 


79-10913 
D 5.317:23/v.1/ch.2 
Defense Mapping Agency. Hydrographic/Topographic Center. 

Sailing directions for South America : volume 1, east coast 
from Venezuelan border to and including Rio de la Plata. — 
6th. rev. ed., 1976.— [Washington] : Dept. of Defense, 
Defense Mapping Agency, Hydrographic Center : for sale by 
authorized Sales Agents of the Defense Mapping Agency, 
Hydrographic Center 1976- 

20315 

1 v. : ill, maps ; 26 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic/Topographic Center ; 23) 

Cover title. 

Includes index. 

Loose-Leaf for updating. 

Earlier basic and Change 1 issued by Defense Mapping 
Agency, Hydrographic Center. 

DMA S/N SDPUB23CH2. 

Change 2, Dec. 30, 1978. 

@ltem 378-E 

pbk. 

1. Pilot guides— South America. I. Title. II. Series: 
Defense Mapping Agency. Hydrographic/Topographic 
Center. Publication ; 23. 


OCLC 2861253 


79-10914 
D 5.317:75/ch.2 
Defense Mapping Agency. Hydrographic/Topographic Center. 

Sailing directions for the east coast of Australia : Sydney to 
Cape York, including islands in the Coral Sea. — Rev. ed. [of 
the 4th ed.].— [Washington : Dept. of Defense]. Defense 
Mapping Agency, Hydrographic/Topographic Center : for 
sale by the authorized sales agent for the Defense Mapping 
Agency Office of Distribution Services, 1975- 

20315 

1 v. : ill. ; 26 cm.— (Pub[lication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 75) 

Earlier basic and Change 1 issued by Defense Mapping 
Agency, Hydrographic/Topographic Center. 

DMA S/N SDPUD23CH2. 

Change 2, Mar. 3, 1979. 

@ltem 378-E 

pbk. 

1. Pilot guides — Australia. 2. Pilot guides — Coral Sea. 
I. Title. II. Series: Defense Mapping Agency. Hydro- 
graphic/Topographic Center. Publication ; 75. 
VK927.D43 197Sb 
623.89/29/943 
OCLC 2819794 





Defense Mapping Agency — Defense Dept. 


79-10915 
D 5.317:76/ch.2 
Defense Mapping Agency. Hydrographic/Topographic Center. 

Sailing directions for the southeast coast of Australia : 
Cape Northumberland to Port Jackson, including Tasmania. 
— Rev. ed.— [Washington : Dept. of Defense], Defense 
Mapping Agency, Hydrographic/Topographic Center : for 
sale by authorized sales agents of the Defense Mapping 
Agency Office of Distribution Services, 1975- 

20315 

1 v. : ill. ; 26 cm.— (Pub[lication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 76) 

Earlier basic and Change 1 issued by Defense Mapping 
Agency, Hydrographic Center. 

DMA/S/N SDPUB76CH2. 

Change 2, Dec. 30, 1978. 

@ltem 378-E 

pbk. 

1. Pilot guides — Australia. I. Title. II. Series: Defense 
Mapping Agency. Hydrographic/Topographic Center. Publi- 
cation ; 76. 

VK927.D43 1975 
623.89/29/94 
OCLC 2048066 


79-10916 
D §.317:145/ch.1 
Defense Mapping Agency. Hydrographic/Topographic Center. 

Sailing directions (enroute) for Nova Scotia, and the St. 
Lawrence. — Ist ed. — Washington : [Dept. of Defense, Of- 
fice of the Under Secretary of Defense for Research and En- 
gineering], Defense Mapping Agency, Hydro- 
graphic/Topographic Center : for sale by authorized sales 
agents of the Defense Mapping Agency Office of Distribution 
Services, 1976- 

20315 

1 v. : ill., maps ; 26 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic/Topographic Center ; 145) 

DMA S/N SDPUB145CH1. 

Earlier basic issued by the Defense Mapping Agency 
Hydrographic Center. 

@ltem 378-E 

pbk. 

1. Pilot guides— Nova Scotia. 2. Pilot guides — St. 
Lawrence, Gulf of. 3. Pilot guides — St. Lawrence River. 
I. Title. II. Series: Defense Mapping Agency. Hydro- 
graphic/Topographic Center. Publication ; 145. 


OCLC 2991347 


79-10917 
D §.317:155/ch.2 
Defense Mapping Agency. Hydrographic/Topographic Center. 
Sailing directions (enroute) for the east coast of the 
U.S.S.R.— Ist ed., 1972. — [Washington Dept. of 
Defense], Defense Mapping Agency, Hydro- 
graphic/Topographic Center : for sale by authorized sales 
agents of the Defense Mapping Agency Office of Distribution 
Services, 1972- 
20315 
v. : ill, maps ; 26 cm.— (Pub[lication] - Defense 
Mapping Agency, Hydrographic/Topographic Center ; 155) 
DMA S/N SDPUB155CH2. 
Change 2, Mar. 24, 1979. 
@ltem 378-E 
pbk. 
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1. Pilot guides— Russia. I. Title. II. Series: Defense 
Mapping Agency. Hydrographic/Topographic Center. Publi- 
cation ; 155. 


OCLC 2768026 


79-10918 
D 5.317:249/v.1/977 
Defense Mapping Agency. Hydrographic Center. 

Sight reduction tables for air navigation. — Washington : 
[Dept. of Defense], Defense Mapping Agency, Hydrographic 
Center : for sale by authorized sales agents of the Defense 
Mapping Agency Hydrographic Center, 1977- 

20390 

v. ; 30 cm. — (Pub[lication] - Defense Mapping Agency, 
Hydrographic Center ; 249) 

DMA S/N NVPUB249V1. 

Contents: v. 1. Selected stars, epoch 1980.0. 

@ltem 378-D 

1. Navigation (Aeronautics) — Tables. I. Title. II. Se- 
ries: Defense Mapping Agency. Hydrographic Center. Publi- 
cation ; 249. 


OCLC 3743638 


79-10°19 
D §.317:249/v.2/978 
Defense Mapping Agency. Hydrographic/Topographic Center. 
Sight reduction tables for air navigation. — [Washington : 
Dept. of Defense], Defense Mapping Agency, Hydro- 
gtaphic/Topographic Center : for sale by authorized sales 
agents of the Defense Mapping Agency Office of Distribution 
Services, 1977- 
20315 
v. ; 30 cm.— (Pub[lication] - Defense Mapping Agency, 
Hydrographic/Topographic Center ; 249) 
DMA S/N SRPUB249V2. 
Contents: v. 2. Latitudes 0-40,declinations 0-29. 
@ltem 378-D 
1. Navigation (Aeronautics) — Tables. I. Title. II. Se- 
ries: Defense Mapping Agency. Hydrographic/Topographic 
Center. Publication ; 249. 


OCLC 3743638 


DEFENSE LOGISTICS AGENCY 
Cameron Station 
Alexandria, VA 22314 


79-10920 
D 7.6/4:An 1/rep.978 
United States. Defense Logistics Services Center. 

Analyzers and testers, laboratory. — Reprint, Mar. 16, 
1979. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)] Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
398) 

Loose-leaf for updating. 

INTERIM. 

This reprint replaces Reprint INTERIM FIIG T398, dated 
Apr. 2, 1976, incorporates Change 1 and includes current 
changes. 

pbk. 





1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2053830 


79-10921 
D 7.6/4:Ap 6/rep./ch.4 
United States. Defense Logistics Services Center. 

Aprons, dresses, and skirts. — Reprint, Sept. 12, 1975. — 
Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense(Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG , T 
156) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 4, Apr. 13, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2053941 


79-10922 
D 7.6/4:B 52/rep.976/ch.4 
United States. Defense Logistics Services Center. 
Biologicals. — Reprint, Dec. 26, 1976.— Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 
(Price upon application) Federal Center, ATTN:DLSC-AP, 
49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
088) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 4, Mar. 16, 1979. 
1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2056359 


79-10923 
D 7.6/4:C 34/rep./errata 
United States. Defense Logistics Services Center. 

Chain and wire rope. — Reprint, Mar. 2, 1979. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
082) 

Loose-leaf for updating. 

Contents: Errata, corrects cover of Reprint dated Mar. 2, 
1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2056547 
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79-10924 


D 7.6/4:C 42/2/rep.979 


United States. Defense Logistics Services Center. 


Chests, cases, packages, special containers, shipping and 
storage containers.— Reprint, Mar. 30, 1979. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN:DLSC-AP, 
49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
358) 

Loose-leaf for updating. 

This reprint replaces REPRINT INTERIM FIIG T358 
dated Aug. 1, 1975, incurporates Changes 1-4, and includes 
current changes. 

INTERIM. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2126288 


79-10925 


D 7.6/4:C 66/2/978/ch.2 


United States. Defense Logistics Services Center. 


Coils, reactors, suppressors, and transformers / July 21, 
1978. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1978- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
058 A) 

Loose-leaf for updating. 

Contents: Change 2, Feb. 16, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 4200290 


79-10926 


D 7.6/4:D 43/rep./ch.1 


United States. Defense Logistics Services Center. 


Dental instruments, equipment and supplies. — Reprint, 
May 31, 1977.— Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 197 1- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; ill., 26 cm. — (Federal item identification guide FIIG ; 
T 243) 

Loose-leaf for updating. 

INTERIM 

Contents: Change 1, Mar. 2, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 3210521 
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79-10927 79-10930 
D 7.6/4:D 43/rep./ch.2 


United States. Defense Logistics Services Center. 


D 7.6/4:En 3/rep.979 
United States. Defense Logistics Services Center. 


Dental instruments, equipment and supplies. — Reprint, 
May 13, 1977.— Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Logistics, and Reserve Affairs)], Defense Logistics Agency, 
Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; ill., 26 cm. — (Federal item identification guide FIIG ; 
T 243) 

Loose-leaf for updating. 

INTERIM 

Contents: Change 2, Mar. 30, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 3210521 


Engine electrical system components. — Reprint, Mar. 30, 
1979. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense(Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
130) 

Loose-leaf for updating. 

INTERIM. 

This reprint replaces REPRINT INTERIM FIIG T130 
dated May 30 , 1975, incorporates Changes 1-4, and includes 
current changes. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2067390 


79-10928 
D 7.6/4:D 63/2/ch.12 
United States. Defense Logistics Agency. 
Defense disposal manual / Defense Logistics Agency. — 
Alexandria, Va. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 


79-10931 
D 7.6/4:F 61/rep.977/ch.1 
United States. Defense Logistics Services Center. 
Flanges, pipe. — Reprint, July 22, 1977. — Battle Creek, 

Mich. : Dept. of Defense, [Office of the Assistant Secretary 
gistics], Defense Logistics Agency ; Washington : for sale by of Defense (Manpower, Reserve Affairs, and Logistics)], 
the Supt. of Docs., U.S. Govt. Print. Off., 1973- Defense Logistics Agency, Defense Logistics Services Center, 

20402 1970- 

lv. ; 26cm. — (DoD ; 4160.21-M) (Price upon application) Federal Center, ATTN : DLSC- 


AP, 49016. 
Ch 12, Mar. 14, 1979. : : , : : s 
staal sa v. ; 26 cm. — (Federal item identification guide FIIG ; A 
@ltem 314-A 


233) 
S/N 008-007-03056-6 Loose-leaf for updating. 
pbk. : $2.40 Contents: Change 1, Mar. 2, 1979. 
1. Surplus government property, American. 2. Surplus pbk. 


military property, American. I. Title. 1. United States — Armed Forces — Supplies and stores — 


Classification. I. Title. II. Series. 
OCLC 1011693 


- 
79-10929 OCLC 321129 


D 7.6/4:El 2/10/rep./ch.1 
United States. Defense Logistics Services Center. 
Electrical protective devices. — Reprint, Jan. 21, 1977. — 


79-10932 
D 7.6/4:F 65/rep./ch.1 
United States. Defense Logistics Services Center. 


Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
Logistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
214) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Mar. 30, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2067073 
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Floor coverings — Reprint, Oct. 29, 1976. — Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
259) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Mar. 2, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2143683 





79-10933 


D 7.6/4:G 28/rep./ch.4 
United States. Defense Logistics Services Center. 

Generator engine accessory. — Reprint, Oct. 4, 1974. — 
Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
147) 

Loose-leaf for updating. 

Contents: Change 4, Mar. 16, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2510612 


Government Publications — June 1979 


79-10936 


D 7.6/4:H 19/4/rep.978/ch.1 


United States. Defense Logistics Services Center. 


Hand tools, powered and non-powered. — Reprint, July 7, 
1978. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
294) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Feb. 16, 1979. 

pbk. 


1. United States — Armed Forces — Supplies and stores — 


Classification. I. Title. II. Series. 
79-10934 


D 7.6/4:G 51/rep.979 
United States. Defense Logistics Services Center. 
Gloves, mittens, and sleeves. — Reprint, Mar. 16, 1979. — 
Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 


OCLC 3111654 


79-10937 
D 7.6/4:In 7/3/977/ch.2 
United States. Defense Logistics Services Center. 


and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
178) 

Loose-leaf for updating. 

INTERIM. 

This reprint replaces REPRINT INTERIM FIGG T178, 
dated Oct. 10, 1975, incorporates Changes 1-2, and includes 
current changes. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. 2. United States — Armed Forces — 
Uniforms — Specifications. 3. Gloves — Standards. I. Title. 
Il. Series. 


OCLC 2071353 


79-10935 


D 7.6/4:G 95/rep.977/ch.3 
United States. Defense Logistics Services Center. 

Guns and related components. — Reprint, July 8, 1977. — 
Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FUG ; T 
102) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Mar. 16, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2309010 


Insulation sleeving, electrical. — Reprint, Sept. 16, 1977. — 
Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 

v. ; 26 cm.— (Federal item identification guide FIIG ; A 
225) 

Loose-leaf for updating. 

Contents: Change 2, Mar. 16, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2551939 


79-10938 


D 7.6/4:J 13/rep.978/ch.2 


United States. Defense Logistics Services Center. 


Jacks and plugs. — Reprint, May 12, 1978. — Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
034) 

Loose-leaf for updating. 

Contents: Change 2, Mar. 30, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2180704 
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79-10939 
D 7.6/4:L 11/4/rep.977/ch.1 
United States. Defense Logistics Services Center. 

Laboratories and related apparatus. — Reprint, Apr. 15, 
1977. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; T 396) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Mar. 16, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2076007 


79-10940 
D 7.6/4:L 52/rep.978/ch.1 
United States. Defense Logistics Services Center. 

Leggings, socks, and related items. — Reprint, Sept. 29, 
1978. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Logistics, and 
Reserve Affairs)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
186) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, April 13, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2071232 


79-10941 
D 7.6/4:L 62/7/ch.2 
United States. Defense Logistics Services Center. 

Lights, general purpose / Mar. 17, 1978. — Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1978- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
063) 

Loose-leaf for updating. 

Contents: Change 2, Mar. 16, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 3949712 
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79-10942 
D 7.6/4:L 96/3/ch.7 
United States. Defense Logistics Services Center. 
Lubrication and fuel dispensing equipment / Feb. 12, 1971. 
— Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense, (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
293) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 7, Mar. 2, 1979. 
pbk. 
1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2355379 


79-10943 
D 7.6/4:M 18/rep.977/ch.1 
United States. Defense Logistics Services Center. 

Machine tool accessories. — Reprint, May 27, 1977.— 
Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
182) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Mar. 2, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2076259 


79-10944 
D 7.6/4:M 41/4/rep.976/ch.1 
United States. Defense Logistics Services Center. 
Fabricated nonmetallic material. — Reprint, July 23, 1976. 
— Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
258) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 1, Mar. 2, 1979. 
pbk. 
1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2071331 





79-10945 


D 7.6/4:M 56/2/rep./ch.1 


United States. Defense Logistics Services Center. 


Metal materials, ores, minerals, and alloys. — Reprint, Feb. 
18, 1977. — Battle Creek, Mich. : Dept. of Defense, [Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs, and Logistics)], Defense Logistics Agency, Defense 
Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN:DLSC-AP, 
49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; T 
094) 

Cover title. 

Loose-leaf for updating. 

INTERIM 

Contents: Change 1, Apr. 13, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 3124954 


79-10946 
D 7.6/4:M 91/rep./ch.4 
United States. Defense Logistics Services Center. 

Multimeters, meters  electronic/electrical various. — 
Reprint, July 26, 1974. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN:DLSC-AP, 
49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; A 
310) 

Loose-leaf for updating. 

Contents: Change 4, Apr. 13, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 3212368 


79-10947 
D 7.6/4:Op 2/rep./ch.1 
United States. Defense Logistics Services Center. 

Ophthalmic laps and lenses. — Battle Creek, Mich. : Dept. 
of Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
220) 

Loose-leaf for updating. 

Contents: Change 1, Mar. 16, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2182888 


Government Publications — June 1979 


79-10948 
D 7.6/4:P 87/rep./ch.3 
United States. Defense Logistics Services Center. 

Miscellaneous power transmission equipment. — Reprint, 
Oct. 24, 1976. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
219) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Mar. [30], 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2149500 


79-10949 
D 7.6/4:R 47/3/rep./ch.1 
United States. Defense Logistics Services Center. 

Wearing rings. — Reprint, June 23, 1978. — Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. : 26 cm. — (Federal item identification guide FIIG ; A 
199) 

Loose-leaf for updating. 

Contents: Change 1, Mar. 2, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 4200246 


79-10950 
D 7.6/4:Sh 1/3/ch.7 
United States. Defense Logistics Services Center. 

Shafts / June 18, 1971. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 

(Price upon application) DLSC-AP SA _ 1631, Federal 
Center, 49016 

v. ; 26 cm. — (Federal item identification guide FIiG ; T 
246) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 7, Mar. 2, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2152120 
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79-10951 
D 7.6/4:Sh 1/975/ch.3 
United States. Defense Logistics Services Center. 

Shaft collars and hub clamps / Jan. 31, 1975. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics), Defense Logistics Agency, Defense Logistics Services 
Center, 1975- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
231 A) 

Loose-leaf for updating. 

Contents: Change 3, Apr. 13, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2152075 


79-10952 
D 7.6/4:Sh 6/2/rep./ch.3 
United States. Defense Logistics Services Center. 

Shielding gasket, electronic. — Reprint, July, 9, 1976. — 
Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; T 086) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Apr. 13, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2234756 


79-10953 
D 7.6/4:So 4/rep./ch.3 
United States. Defense Logistics Services Center. 

Solenoid, electrical. — Reprint, Sept. 27, 1974. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 

v. ; 26 cm.— (Federal item identification guide FIIG ; A 
134) 

Loose-leaf for updating. 

Contents: Change 3, Mar. 30, 1978 [i.e. 1979] 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2309190 
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79-10954 
D 7.6/4:So 8/rep./ch.5 
United States. Defense Logistics Services Center. 

Sound recording and reproducing equipment. — Reprint, 
May 31, 1974. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
207) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 5, Mar. 16, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2092728 


79-10955 
D 7.6/4:Sp 3/ch.7 
United States. Defense Logistics Services Center. 

Speed changers and components / May 21, 1971. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
154) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 7, Mar. 16, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 3245436 


79-10956 
D 7.6/4:Sp 8/rep.977 /ch.2 
United States. Defense Logistics Services Center. 
Springs and component parts. — Reprint, Sept. 30, 1977. 
— Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1970- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
251) 
Loose-leaf for updating. 
INTERIM. 
pbk. 
1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2152162 





79-10957 
D 7.6/4:T 27/973/rep. 
United States. Defense Logistics Services Center. 

Terminal boards.— Reprint, Mar. 30, 1979. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1973- 

(Price upon application) Federal Center, ATTN:DLSC-AP, 
49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
O11 A) 

Mar. 30, 1979. 

Loose-leaf for updating. 

This reprint replaces FIIG AOL1A dated Aug. 17, 1973, in- 
corporates Changes 1-6, and includes information contained 
in DLSC C/G distribution letters 74-9 and 74-42, and current 
changes. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2152337 


79-10958 
D 7.6/4:T 28/2/rep.978/ch.1 
United States. Defense Logistics Services Center. 

Test strips and color charts (medical). — Reprint, June 9, 
1978. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
001) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Mar. 16, 1979. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2152373 


79-10959 
D 7.6/4:W 23/rep./ch.9 
United States. Defense Logistics Services Center. 

Warheads, rockets, launchers, and components.. — 
Reprint, May 30, 1975. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; T 
357) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 9, Mar. 30, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2551771 


Government Publications — June 1979 


79-10960 
D 7.6/4:W 45/2/rep.978/ch.1 
United States. Defense Logistics Services Center. 

Welding and heat treating equipment. — Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; T 345) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Mar. 16, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2087323 


79-10961 
D 7.6/4:W 72/2/rep./ch.1 
United States. Defense Logistics Services Center. 
Windshield wiper component parts. — Battle Creek, Mich. 
: Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, Logistics)], Defense 
Logistics Agency, Defense Logistics Services Center, 1971- 
(Price upon appliation) Federal Center, ATTN: DLSC-AP, 
49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
239) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 1, Mar. 2, 1979. 
pbk. 
1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2087292 


DEFENSE CIVIL PREPAREDNESS AGENCY 
Defense Dept. 
Washington, DC 20301 


79-10962 
D 14.10:55/2 
DCPA Staff College. 

Staff College catalog of courses. 
[Dept. of Defense], Defense Civil 
DCPA Staff College. 

Federal Center, 49016 

ill. 27 cm. (MP ; 55) 

Cover title. 

1973-74. 

Main series: United States. Defense Civil Preparedness 
Agency. MP 

1. DCPA Staff College — Curricula. 
Study and teaching. I. Title. 


Battle Creek, Mich., 
Preparedness Agency, 


2. Civil defense — 


OCLC 4835754 





Army Department — Defense Dept. 


ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


79-10963 
D 101.20:5-51 B/CM 
United States. Dept. of the Army. 

Carpentry and masonry specialist / Headquarters, Depart- 
ment of the Army. — [Washington : Dept. of Defense], Dept. 
of the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 5-51 B/CM) 

Prepared by the United States Army Engineer School. 

MOS 51B. 

Commander’s manual. 

Mar. 8, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Carpentry. 3. Masonry. I. United States. Army Engineer 
School, Fort Belvoir, Va. _ II. Title. 


OCLC 4844658 


79-10964 
D 101.20:6-40/2 
United States. Dept. of the Army. 

Field artillery cannon gunnery / Headquarters, Department 
of the Army. — Washington : [Dept. of Defense], Dept. of 
the Army, 1978- 

US Army AG Publications Center, 2800 Eastern Blvd., 
Baltimore, Md. 21220. 

1 v.: ill. ; 26 cm.— (Field manual ; FM 6-40) 

This publication, together with FM 6-30, Aug. 16, 1978, 
supersedes FM 6-40, July 1, 1976 and FM 6-40, June 28, 
1974 including all changes. In addition, it rescinds DA Form 
4208, Jan. 1974. 

Dec. 1, 1978. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Fire control (Gunnery) I. Title. 


OCLC 4846461 


79-10965 
D 101.20:11-92/2 
United States. Dept. of the Army. 

Combat communications within the corps / Headquarters, 
Department of the Army. — [Washington Dept. of 
Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220. 

1 v.: ill. ; 30 cm. — (Field manual ; FM 11-92) 

This manual supersedes FM 11-92, Aug. 13, 1971, and FM 
11-125, Dec. 10, 1968, including all changes. 

Nov. 1, 1978. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Communication systems. I. Title. 


OCLC 4763370 


Page 56 


79-10966 
D 101.20:12-02 B 
United States. Dept. of the Army. 

Trumpet player / Headquarters, Department of the Army ; 
[prepared by the US Army Element, School of Music]. — 
[Washington Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v.: ill. ; 26 cm. — (Field manual ; FM 12-02 B) 

This manual supersedes FM 12-02B, dated Feb. 6, 1978. 

MOS 02B, skill levels 1, 2, 3. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Bandsmen. 3. Trumpet. I. United States. Army. School of 
Music. II. Title. 


OCLC 4761306 


79-10967 
D 101.20:12-02 C 
United States. Dept. of the Army. 

Baritone player / Headquarters, Department of the Army ; 
[prepared by the US Army Element, School of Music]. — 
[Washington Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v.: ill. ; 26 cm. — (Field manual ; FM 12-02 C) 

This manual supersedes FM 12-02C, dated Feb. 6, 1978. 

MOS 02C, skill levels 1, 2, 3. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Bandsmen. 3. Baritone (Musical instrument) I. United 
States. Army. School of Music. II. Title. 


OCLC 4761798 


79-10968 
D 101.20:12-02 D 
United States. Dept. of the Army. 

French horn player / Headquarters, Department of the 
Army ; [prepared by the US Army Element, School of 
Music]. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 12-02 D) 

This manual supersedes FM 12-02D, dated Feb. 6, 1978. 

MOS 02D, skill levels 1, 2, 3. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Bandsmen. 3. Horn (Musical instrument) I. United States. 
Army. School of Music. II. Title. 


OCLC 4761353 





79-10969 


D 101.20:12-02-E/2 


United States. Dept. of the Army. 


Trombone player / Headquarters, Department of the Army 
; [prepared by the US Army Element, School of Music]. — 
[Washington Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 12-02 E) 

This manual supersedes FM 12-02E, dated Feb. 6, 1978. 

MOS 02E, skill levels 1, 2, 3. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Bandsmen. 3. Trombone. I. United States. Army. School 
of Music. II. Title. 


OCLC 4761390 


79-10970 


D 101.20:12-02-F/2 
United States. Dept. of the Army. 

Tuba player / Headquarters, Department of the Army ; 
[prepared by the US Army Element School of Music]. — 
[Washington Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220. 

v. : ill, ; 26 cm. — (Field manual ; FM 12-02 F) 

This manual supersedes FM 1202F dated Feb. 6, 1978. 

MOS 02F, skill levels 1, 2, 3. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Bandsmen. 3. Tuba. I. United States. Army. School of 
Music. Il. Title. 


OCLC 4789831 


Government Publications — June 1979 


79-10972 


D 101.20:12-02 H 2 


United States. Dept. of the Army. 


Oboe player / Headquarters, Department of the Army ; 
[prepared by the US Army Element, School of Music]. — 
{Washington Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v.: ill. ; 26 cm. — (Field manual ; FM 12-02 H) 

This manual supersedes FM 12-02H dated Feb. 6, 1978. 

MOS 02H, skill levels 1, 2, 3. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Oboe. 3. Bandsmen. I. United States Army. School of 
Music. II. Title. 


OCLC 4770048 


79-10973 


D 101.20:12-02 J/2 


United States. Dept. of the Army. 


Clarinet player / Headquarters, Department of the Army ; 
{prepared by the US Army Element, School of Music]. — 
[Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v.: ill. ; 26 cm. — (Field manual ; FM 12-02 J) 

This manual supersedes FM 12-02J, dated Feb. 6, 1978. 

MOS 02], skill levels 1, 2, 3. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Bandsmen. 3. Clarinetists. I. United States. Army. School 
of Music. II. Title. 


OCLC 4761417 


79-10974 
79-10971 D 101.20:12-02 K/2 
United States. Dept. of the Army. 


Bassoon player / Headquarters, Department of the Army ; 


D 101.20:12-02 G/2 
United States. Dept. of the Army. 


Flute player / Headquarters, Department of the Army ; 
[prepared by the US Army Element, School of Music]. — 
[Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications center, 2800 Eastern Boulevard, 
Baltimore, Md. 21220 

1 v.: ill. ; 26 cm. — (Field manual ; FM 12-02 G) 

This manual supersedes FM 12-02G dated Feb. 6, 1978. 

MOS 02G, skill levels 1, 2, 3. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Flute-players. I. Title. 


OCLC 4786092 


[prepared by the US Army Element, School of Music]. — 
[Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 12-02 K) 

This manual supersedes FM 12-02K, dated Feb. 6, 1978. 

MOS 02K, skill levels 1, 2, 3. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Bassoonists. I. United States. Army. School of Music. Il. 
Title. 


OCLC 4761450 





Army Department — Defense Dept. 


79-10975 
D 101.20:12-02 L 
United States. Dept. of the Army. 
Saxophone player / Headquarters, Department of the Army 
; [prepared by the US Army Element, School of Music] — 
(Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 
US Army AG Publications center, 2800 Eastern Boulevard, 
Baltimore, Md. 21220 
1 v.: ill. ; 26 cm. — (Field manual ; FM 12-02 L) 
This manual supersedes FM 12-02L, dated Feb. 6, 1978. 
MOS 02L, skill levels 1, 2, 3. 
Soldier's manual. 
Jan. 18, 1979. 
@ltem 324 
pbk. 
1. United States. Army — Handbooks, manuals, etc. 2. 
Bandsmen. 3. Saxophone. I. Title. 


OCLC 4795140 


79-10976 
D 101.20:12-02 M 
United States. Dept. of the Army. 
Precussion player / Headquarters, Department of the Army 
; [prepared by the US Army Element, School of Music]. — 
[Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 
US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 
1 v.: ill. ; 26 cm. — (Field manual ; FM 12-02 M) 
This manual supersedes FM 12-02M dated Feb. 6, 1978. 
MOS 02M, skill levels 1, 2, 3. 
Soldier’s manual. 
Jan. 18, 1979. 
@ltem 324 
pbk. 
1. United States. Army — Handbooks, manuals, etc. 2. 
Bandsmen. I. United States. Army. School of Music. II. 
Title. 


OCLC 4761262 


79-10977 
D 101.20:12-02 P 4/2 
United States Dept. of the Army. 

Brass group leader / Headquarters, Department of the 
Army : [prepared by the US Army Element, School of 
Music]. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v.: ill. ; 26 cm.— (Field manual ; FM 12-02 P 4) 

MOS 02P, skill level 4. 

Soldier’s manual. 

Jan. 18, 1979. 

This field manual supersedes FM 12-02P4 dated Mar. 3, 
1978. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Bandsmen. I. United States. Army. School of Music. II. 
Title. 


OCLC 4769416 
Page 58 


79-10978 


D 101.20:12-02 Q 4/2 


United States. Dept. of the Army. 


Woodwind group leader / Headquarters, Department of the 
Army ; [prepared by the US Army Element, School of 
Music]. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 12-02 Q 4) 

This manual supersedes FM 12-02Q4, dated Mar. 3, 1978. 

MOS 02Q, skill level 4. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Bandsmen. 3. Woodwind instruments. I. United States. 
Army. School of Music. II. Title. 


OCLC 4761768 


79-10979 


D 101.20:12-02 R 4/2 


United States. Dept. of the Army. 


Percussion group leader / Headquarters, Department of the 
Army ; [prepared by the US Army Element, School of 
Music]. — Washington : [Dept. of Defense], Dept. of the 
Army, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v.: ill. ; 26 cm. — (Field manual ; FM 12-02 R 4) 

This Field Manual supersedes FM 12-02R4 dated Mar. 3, 
1978. 

MOS 0O2R, skill level 4. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Bandsmen. I. Title. 


OCLC 4846357 


79-10980 


D 101.20:12-02 T/2 


United States. Dept. of the Army. 


Guitar player / Headquarters, Department of the Army ; 
{prepared by the US Army Element School of Music]. — 
[Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220. 

v.: ill, ; 26 cm. — (Field manual ; FM 12-02 T) 

This manual supersedes FM 12-02 T dated Mar. 3, 1978. 

MOS 02F, skill levels 1, 2, 3. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Guitarists. I. United States. Army. School of Music. II. 
Title. 


OCLC 4789849 





79-10981 


D 101.20:12-02 Z 5/2 
United States. Dept. of the Army. 

Enlisted bandleader / Headquarters, Department of the 
Army ; [prepared by the US Army Element, School of 
Music]. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 12-02 Z 5) 

This manual supersedes FM 12-02Z5, dated Mar. 3, 1978. 

MOS 022Z, skill level 5. 

Soldier’s manual. 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Bandmasters. I. United States. 
Army. School of Music. II. Title. 


OCLC 4761498 


Government Publications — June 1979 


79-10984 


D 101.20:19-95 C 4 


United States. Dept. of the Army. 


Correctional specialist / Headquarters, Department of the 
Army ; [prepared by the US Military Police School]. — 
Washington : [Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.: ill. ; 26 cm. — (Field manual ; FM 19-95 C 4) 

Supersedes FM 19-95C4, Sept.30, 1976. 

MOS 95C, skill level 4. 

Soldier’s manual. 

Apr. 10, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Correctional personnel — United States. I. United States. 
Army Military Police School, Fort McClellan, Ala. II. Title. 


OCLC 4839753 


79-10985 
79-10982 D 101.20:42-55-4 
United States. Dept. of the Army. 


Maintenance and repair parts consumption planning guide 


D 101.20:12-74 B 1/2/ch.1 
United States. Dept. of the Army. 


Card/tape writer / Headquarters, Department of the Army. 
— [Washington] : Dept. of Defense, Dept. of the Army, 
Headquarters, 1977- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v. : ill. ; 26 cm. — (Field manual ; FM 12-74 B 1/2) 

MOS 74B, skill levels 1 and 2. 

Soldier’s manual. 

Change 1, Nov. 4, 1977. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Punched card systems — Handbooks, manuals, etc. 3. Data 
tapes — Handbooks, manuals, etc. I. Title. 


OCLC 3888227 


79-10983 


D 101.20:12-74 B 1/2/ch.2 
United States. Dept. of the Army. 

Card/tape writer / Headquarters, Department of the Army. 
— [Washington] : Dept. of Defense, Dept. of the Army, 
Headquarters, 1977- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.: ill, ; 26 cm. — (Field manual ; FM 12-74 B 1/2) 

MOS 74B, skill level 1/2. 

Soldier's manual. 

Change 2, Mar. 13, 1978. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
*Punched card systems— Handbooks, manuals, etc. 3. 
*Data tapes — Handbooks, manuals, etc. I. Title. 


OCLC 3888227 


for contingency operations : helicopter, cargo transport: CH- 
54B / Headquarters, Department of the Army. — 
[Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v. ; 26 cm. — (Field manual ; FM 42-55-4) 

NSN: 1520-00-113-5776. 

LIN: K30516 

Jan. 18, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Helicopters — Maintenance and repair — Handbooks, 
manuals, etc. I. Title. 


OCLC 4760847 


79-10986 


D 101.20:44-24 P/CM 


Defense acquisition radar mechanic / Headquarters, Depart- 


ment of the Army ; [prepared by the US Army Air Defense 
School]. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

1 v. ; 26 cm. — (Field manual ; FM 44-24 P/CM) 

MOS 24P. 

Commander's manual. 

Feb. 6, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Radar — Equipment and supplies — Maintenance and repair 
— Handbooks, manuals, etc. I. United States. Army Air 
Defense School, Fort Bliss, Tex. II. Title. 


OCLC 4760736 





Army Department — Defense Dept. 


79-10987 


D 101.20:44-24 Q/CM 
United States. Dept. of the Army. 

Nike Hercules fire control mechanic / Headquarters, De- 
partment of the Army ; [prepared by the US Army Air 
Defense School]. — [Washington : Dept. of Defense], Dept. 
of the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 


79-10990 


D 101.22:310-6/3/ch.2 


United States. Dept. of the Army. 


Military publications : index of supply catalogs and supply 
manuals (excluding types 7, 8, and 9) / Headquarters, De- 
partment of the Army. — [Washington : Dept. of Defense], 
Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Bou- 


levard, Baltimore, Md. 21220 
v.; 28 cm. — (DA pam 310; 6) 
Supersedes Change 1, Oct. 1, 1978. 


levard, Baltimore, Md. 21220 
1 v. ; 26 cm. — (Field manual ; FM 44-24 Q/CM) 
MOS 240. Change 2, Jan. 1, 1979. 
Commander’s manual. @ltem 327-E 
Feb. 6, 1979. pbk. 


@ltem 324 1. United States. Army — Bibliography — Catalogs. I. 
pbk. Title. II. Title: Index of supply catalogs and supply manuals 
1. United States. Army — Handbooks, manuals, etc. 2. (excluding types 7, 8, and 9) III. Series: United States. 
Nike rocket— Maintenance and _ repair — Handbooks, Dept. of the Army. DA pam 310 ; 6. 
manuals, etc. I. United States. Army Air Defense School, 


Fort Bliss, Tex. II. Title. OCLC 4365952 


79-10991 
OCLC 4844633 D 101.22:351-20-10 
United States. Dept. of the Army. 

Army correspondence course program : US Army Intel- 
ligence Center and School correspondence course catalog / 
Headquarters, Department of the Army. — [Washington : 
Dept. of Defense], Dept. of the Army, 1979- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.: 27 cm.— (DA pam 351-20 ; 10) 

Feb. 15, 1979. 

The proponent agency of this pamphlet is the United 

1 v.: ill. ; 26 cm.— (Field manual ; FM 44-26 H) States Army Training and Doctrine Command. 

MOS 26 H, skill levels 1 thru 3. @ltem 327-E 

Soldier’s manual. pbk. 

Feb. 13, 1979. 1. United States. Army Intelligence Center and School, 
@ltem 324 Fort Huachuca, Ariz. — Curricula. I. United States. Army 
pbk. Training and Doctrine Command. II. Title. III. Title: US 
Army Intelligence Center and School correspondence course 
catalog IV. Series: United States. Dept. of the Army. DA 
pam 351-20 ; 10. 


79-10988 
D 101.20:44-26 H 
United States Dept. of the Army. 

Air defense radar repairer / Headquarters, Department of 
the Army ; [prepared by the US Army Air Defense School]. 
— [Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 


1. United States. Army — Handbooks, manuals, etc. 2. 
Radar — Equipment and supplies — Maintenance and repair 
— Handbooks, manuals, etc. I. United States. Army Air 
Defense School, Fort Bliss, Tex. II. Title. OCLC 4785726 


OCLC 4764982 79-10992 
D 101.22:351-20-15 
United States. Dept. of the Army. 


Army correspondence course program : US Army Signal 


79-10989 
D 101.20:44-26 H/CM 
United States Dept. of the Army. 


Air defense radar repairer / Headquarters, Department of 
the Army ; [prepared by the US Army Air Defense School]. 
— [Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

lv. : ill. ; 26 cm.— (Field manual ; FM 44-26 H/CM) 

MOS 26 H. 

Commander's manual. 

Feb. 6, 1979. 
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OCLC 4791031 
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Center correspondence course catalog / Headquarters, De- 
partment of the Army. — [Washington : Dept. of Defense], 
Dept. of the Army, 1979- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.: 27 cm.— (DA pam 351-20; 15) 

Caption title: Signal corps correspondence courses. 

Feb. 15, 1979. 

The proponent agency of this pamphlet is the United 
States Army Training and Doctrine Command. 
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1. US Army Signal Center and Fort Gordon — Curricula. 
I. United States. Army Training and Doctrine Command. II. 
Title. Ill. Title: US Army Signal Center correspondence 
course catalog IV. Title: Signal Corps correspondence cour- 
ses V. Series: United States. Dept. of the Army. DA pam 
351-20 ; 15. 


OCLC 4786196 
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D 101.22:550-17-1 
United States. Dept. of the Army. 

Africa, problems & prospects : a bibliographic survey / 
Headquarters, Department of the Army. — [Washington : 
Dept. of Defense], Dept. of the Army : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

xv, 577, p. : ill., maps (3 col. fold. in pocket) ; 28 cm. — 
(DA pam 550 ; 17-1) 

“Updates the bibliographic survey on Africa published in 
November 1973.” 

Dec. 30, 1977. 
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1. Africa — Bibliography. I. United States. Dept. of the 
Army. Africa: a bibliographic survey of literature. II. Title. 
Ill. Series: United States. Dept. of the Army. DA pam 550 ; 
17-1. 

Z3501.U47 1977 
[DT3] 
016.96 
OCLC 3379905 


79-10994 


D 101.22:550-49/3 
American University, Washington, D.C. Foreign Area Studies. 
Morocco, a country study / Foreign Area Studies, the 
American University ; edited by Harold D. Nelson. — 4th ed. 
— [Washington : Dept. of Defense, Dept. of the Army] : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 
20402 
xix, 410 p. : ill., maps ; 24 cm. — (DA pam 550 ; 49) 
Supersedes 1972 edition by R. F. Nyrop and others, and is- 
sued under title: Area handbook for Morocco. 
“Research completed March 1978.” 
Bibliography: p. 353-385. 
@ltem 327-J 
S/N 008-020-00762-5 
$8.25 
1. Morocco. I. Nelson, Harold D. II. Nyrop, Richard F. 
Area handbook for Morocco. III. United States. Dept. of 
the Army. IV. Title. V. Series: United States. Dept. of the 
Army. DA pam 550 ; 49. 
DT305.A74 1978 
309.1/64/05 
OCLC 4498188 
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D 101.22:550-62/2 
American University, Washington, D.C. Foreign Area Studies. 
Tanzania, a country study / Foreign Area Studies, the 
American University ; edited by Irving Kaplan. — 
[Washington : Dept. of Defense, Dept. of the Army] : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., c1978. 
20402 
xix, 344 p. : ill. , maps ; 24 cm. — (DA pam 550 ; 62-2) 
Supersedes the 1968 edition by Allison Butler Herrick and 
others, and issued under title: Area handbook for Tanzania. 
“Research complete January 1978.” 
Bibliography: p. 299-325. 
@ltem 327-J 
S/N 008-020-00767-6 
$7.75 
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1. Tanzania. I. Kaplan, Irving, 1923- II. Herrick, Allison 
Butler. Area handbook for Tanzania. III. United States. 
Dept. of the Army. IV. Title. V. Series: United States. 
Dept. of the Army. DA pam 550 ; 62. 

DT438.A46 1978 
967.8/04 
OCLC 4496456 


79-10996 
D 101.22:550-68/2 
American University, Washington, D.C. Foreign Area Studies. 

Iran, a country study / Foreign Area Studies, The Amer- 
ican University ; edited by Richard F. Nyrop. — 3d ed. — 
[Washington : Dept. of Defense, Dept. of the Army] : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

xxviii, 492 p. : ill., maps ; 24 cm.— (DA pam 550 ; 68) 
(Area handbook series) 

Supersedes 1971 edition prepared by H. H. Smith and 
others, and issued under title: Area handbook for Iran. 

“Research completed Jan. 1978.” 

Bibliography: p. 445-475. 
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S/N 008-020-00761-7 

$9.25 

1. Iran. I. Nyrop, Richard F. II. Smith, Harvey Henry, 
1892- Area handbook for Iran. III. United States. Dept. of 
the Army. IV. Title. V. Series. VI. Series: United States. 
Dept. of the Army. DA pam 550 ; 68. 
DS254.5.A63 1978 
955 
OCLC 4211283 
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D 161.22:600-8-2/ch.4 
United States. Dept. of the Army. 

SIDPERS user manual : Standard Installation/Division Per- 
sonnel System : military personnel office level procedures. — 
[Washington : Dept. of Defense], Dept. of the Army, 1976- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27 cm.— (DA pam 600 ; 8-2) 

Change 4, Apr. 1, 1979. 

pbk. 

1. United States. Army — Personnel management — Data 
processing. I. Title. II. Title: Military personnel level 
procedures. III. Series: United States. Dept. of the Army. 
DA pam 600 ; 8-2. 


OCLC 4340659 


79-10998 
D 101.22:600-8-9/ch.1 
United States. Dept. of the Army. 

SIDPERS user manual : Standard Installation/Division Per- 
sonnel System : military personnel office levei procedures 
in/out processing / Headquarters, Department of the Army. 
— Washington : Dept. of Defense, Dept. of the Army, 
Headquarters, 1976- 

20301 

lv. : ill. ; 27 cm.— (DA pam 600-8 ; 9) 

Change 1, Mar. 1, 1979. 

“The proponent agency of this Pamphlet is the US Army 
Military Personnel Center.” 
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1. United States. Army — Personnel management — Data 
processing. I. United States. Army. Military Personnel 
Center. Il. Title. III. Title: Military personnel office level 
procedures in/out processing. IV. Series: United States. 
Dept. of the Army. DA pam 600-8 ; 9. 


OCLC 2921191 


79-10999 
D 101.22:621-94/2 
United States. Dept. of the Army. 

The US Army Signal School apprenticeship program for 
the trade of radio operator / Headquarters, Department of 
the Army. — [Washington] : Dept. of Defense, Dept. of the 
Army, Headquarters, 1979- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

1 v. ; 28 cm.— (DA pam 621 ; 94) 

This pamphlet supersedes DA Pam 621-94, Nov. 28, 1977. 

May 1, 1979. 

“The proponent agency for this pamphlet is The Adjutant 
General Center.” 
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1. United States. Army Signal School — Curricula. 2. 
Radio operators. 3. Apprentices — United States. I. United 
States. Adjutant General Center. II. Title. III. Series: 
United States. Dept. of the Army. DA pam 621 ; 94. 


OCLC 4844577 


79-11000 
D 101.22:621-97/2 
United States. Dept. of the Army. 

The US Army Signal School apprenticeship program for 
the trade of electronics mechanic / Headquarters, Depart- 
ment of the Army. — Washington : [Dept. of Defense], Dept. 
of the Army, Headquarters, 1979- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

1 v. ; 28 cm. — (DA pam 621 ; 97) 

This pamphlet supersedes DA Pam 621-97, Dec. 2, 1977. 

May 1, 1979. 

“The proponent agency of this regulation is the Office of 
the Adjutant General Center.” 
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1. United States. Army Signal School — Curricula. 2. Ap- 
prentices— United States. 3. Computers — Maintenance 
and repair. I. United States. Adjutant General's Office. II. 
Title. Ill. Series: United States. Dept. of the Army. DA pam 
621 ; 97. 


OCLC 4844590 


79-11001 
D 101.22:621-99/2 
United States. Dept. of the Army. 

The US Army Signal School apprenticeship program for 
the trade of electrician, radio / Headquarters, Department of 
the Army. — Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Blvd., 
Baltimore, Md. 21220 

l v.; 27 cm.— (DA pam 621 ; 99) 

This pamphlet supersedes DA Pam 621-99, Dec. 12,1977. 

May 1, 1979. 

“The proponent agency of this regulation is the Office of 
the Adjutant General.” 


Page 62 


@ltem 327-E 

pbk. 

1. United States. Army Signal School — Curricula. 2. Ap- 
prentices— United States. I. United States. Adjutant 
General’s Office. II. Title. III. Series: United States. Dept. 
of the Army. DA pam 621 ; 99. 


OCLC 4844562 


79-11002 


D 101.22/3:335-1/25 


United States. Army Materiel Development and Readiness 


Command. 

Management information control. Register of approved 
recurring management information requirements. Alexandria, 
Va., [Dept. of Defense, Dept. of the Army], Army Materiel 
Development and Readiness Command. 

5001 Eisenhower Ave., 22333 

27 cm. (DARCOM pamphlet ; DARCOM P-335-1) 

Cover title. 

Jan. 1977. 

Each report supersedes the one issued previously. 
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Main series: United States. Army Materiel Development 
and Readiness Command. DARCOM pamphlet 

Supersedes: United States. Army Materiel Command. Re- 
ports: register of approved recurring reports. 

1. United States. Army — Records and correspondence. I. 
United States. Army Materiel Command. Reports: register of 
approved recurring reports. II. Title. Il. Series: United 
States. Army Materiel Development and Readiness Com- 
mand. DARCOM pamphlet ; DARCOM-P 335-1. 


OCLC 3422967 


79-11003 


D 101.52/5-5:978 


United States. Army Research Office, Research Triangle Park, 


N.C. 

Research in progress. Chemistry, biological sciences, en- 
gineering sciences, metallurgy and materials science. 
Research Triangle Park, N.C., [Dept. of Defense], Dept. of 
the Army, Army Materiel Development and Readiness Com- 
mand, Army Research Office. 

P.O. Box 12211, 27709 

27 cm. 

1978- 

Report for 1978 covers Oct. 1976- Mar. 1978. 

1978. 

Annual. 
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Continues in part: Research in progress 

1. Research — United States — Periodicals. 2. Military 
research — United States — Periodicals. I. Title. 


OCLC 4812900 





79-11004 


D 101.60:302 
Halpin, Stanley M. 

A validation of the structure of combat intelligence ratings 
/ Stanley M. Halpin, Franklin L. Moses, and Edgar M. John- 
son. — Alexandria, Va. : [Dept. of Defense] , Dept. of the 
Army, Office of the Deputy Chief of Staff for Personnel, U.S. 
Army Research Institute for the Behavioral and Social 
Sciences, 1978. 

5001 Eisenhower Ave., 22333 

42 p. : ill. ; 27 cm.— (Technical paper - U.S. Army 
Research Institute for the Behavioral and Social Sciences ; 
302) 

Aug. 1978. 

Bibliography: p. 27. 
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1. Military intelligence. I. Moses, Franklin L., joint 
author. Il. Johnson, Edgar M., joint author. Ill. United 
States. Army Research Institute for the Behavioral and Social 
Sciences. IV. Title. V. Series: United States. Army 
Research Institute for the Behavioral and Social Sciences. 
Technical paper ; 302. 


OCLC 4853469 


79-11005 


D 101.60:304 


Pilette, Sterling. 

The value of special training and job aids for improving 
unattended ground sensor operator performance / Sterling 
Pilette and Bill Biggs, HRB-Singer, Inc. and Harold Martinek, 
Army Research Institute for the Behavorial and Social 
Sciences. — Alexandria, Va. : [Dept. of Defense] , Dept. of 


the Army, Office of the Deputy Chief of Staff for Personnel, 
U.S. Army Research Institute for the Behavioral and Social 
Sciences, 1978. 

5001 Eisenhower Ave., 22333 

60 p. ; 27 cm.— (Technical paper - U.S. Army Research 
Institute for the Behavioral and Social Sciences ; 304) 

Contract no. DAHC 19-73-C-0024. 

Aug. 1978. 

Bibliography: p. 43. 
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1. Military reconnaissance — Remote sensing. 2. Per- 
formance. I. Biggs, Billy, joint author. II. Martinek, 
Harold, joint author. III. United States. Army Research In- 
stitute for the Behavioral and Social Sciences. IV. HRB- 
Singer, inc., State College, Pa. V. Title. VI. Series: United 
States. Army Research Institute for the Behavioral and Social 
Sciences. Technical paper ; 304. 


OCLC 4853525 


79-11006 


D 101.60:333 


Vecchiotti, Robert A. 


Development of resource management materials for the G2 
air officer / Robert A. Vecchiotti and Joseph L. Berrey, Mc- 
Donnel Douglas Astronautics Company and Erwin W. Be- 
darf, Army Research Institute..— Alexandria, Va. : [Dept. of 
Defense] , Dept. of the Army, Office of the Deputy Chief of 
Staff for Personnel, U.S. Army Research Institute for the 
Behavioral and Social Sciences, 1978. 

5001 Eisenhower Ave., 22333 

44 p.: ill. ; 27 cm.— (Technical paper - U.S. Army 
Research Institute for the Behavioral and Social Sciences ; 
333) 
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Contract no. DAHC 19-73-C-0007. 

Sept. 1978. 

Includes bibliographical references. 
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1. Aeronautics, Military — Observations. 2. Military intel- 
ligence. I. Berrey, Joseph L., joint author. II. Bedarf, 
Erwin W., joint author. III. United States. Army Research 
Institute for the Behavioral and Social Sciences. IV. Mc- 
Donnell Douglas Astronautics Company. V. Title. VI. Se- 
ries: United States. Army Research Institute for the 
Behavioral and Social Sciences. Technical paper ; 333. 


OCLC 4853583 
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D 102.28/3:75-2 


United States. Dept. of the Army. Army Library. 


Selected current acquisitions. Washington, [Dept. of 
Defense], Dept. of the Army, Army Service Center for the 
Armed Forces, Army Library. 

The Pentagon, 20310 

27 cm. 

“List no. 75-2.” 

July 1975. 

1. United States. Dept. of the Army. Army Library — 
Bibliography. 2. Military art and science — Bibliography. 

I. Title. 


OCLC 4829508 


79-11008 


D 102.28/3:76-1 


United States. Dept. of the Army. Army Library. 


Selected current acquisitions. Washington, [Dept. of 
Defense], Dept. of the Army, Army Service Center for the 
Armed Forces, Army Library. 

The Pentagon, 20310 

27 cm. 

“List no. 76-1.” 

Jan.-June 1976. 

1. United States. Dept. of the Army. Army Library — 
Bibliography. 2. Military art and science — Bibliography. 

I. Title. 


OCLC 4829508 


79-11009 


D 102.28/3:76-5 


United States. Dept. of the Army. Army Library. 


Selected current acquisitions. Washington, [Dept. of 
Defense], Dept. of the Army, Army Service Center for the 
Armed Forces], Army Library. 

The Pentagon, 20310 

27 cm. 

“1A518, The Pentagon.” 

“List no. 76-5.” 

Dec. 1976. 

1. United States. Dept. of the Army. Army Library — 
Bibliography. 2. Military art and science — Bibliography. 

I. Title. 


OCLC 4829508 
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79-11010 
D 103.1:976/v.1 0 
United States. Army. Corps of Engineers. Directorate of Civil 
Works. 

Annual report of the Chief of Engineers on civil works ac- 
tivities. Washington, [Dept. of Defense], Dept. of the Army, 
Corps of Engineers ; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

map 28 cm. 

$3.50 

Vols. for 19 - issued in two volumes. 

Vol. 1, 1976. 
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1. United States. Army. Corps of Engineers. Directorate of 
Civil Works. 2. Civil engineering — United States — 
Periodicals. I. Title. 


OCLC 2563881 


79-11011 
D 103.2:D 55/no.2/sec.1 
United States. Army. Corps of Engineers. New England Divi- 
sion. 

Dickey-Lincoln School Lakes, Maine U.S.A. and Quebec, 
Canada : design memorandum / Department of the Army, 
New England Division, Corps of Engineers. — Waltham, 
Mass. : [Dept. of Defense], Dept. of the Army, Corps of En- 
gineers, New England Division, 1967- 

02154 

v. : ill., maps ; 27 cm. 

At head of title of most volumes: Water resources develop- 
ment project, Saint John River basin. 

No. 2, sec. 1 has title: Dickey-Lincoln School project. 

Apr. 1967. 

Contents: no. 2. sec. 1. Hydrology and hydraulic analysis, 
climatology and stream flow.— 
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1. Water-power electric plants — Maine. 2. Dickey Lake, 
Me. 3. Lincoln School Lake, Me. I. Title. II. Title: Water 
resources development project, Saint John River basin. III. 
Title: Dickey-Lincoln School project. 


OCLC 3469344 


79-11012 
D 103.2:D 55/no.2/sec.3 
United States. Army. Corps of Engineers. New England Divi- 
sion. 

Dickey-Lincoln School Lakes, Maine U.S.A. and Quebec, 
Canada : design memorandum / Department of the Army, 
New England Division, Corps of Engineers. — Waltham, 
Mass. : [Dept. of Defense], Dept. of the Army, Corps of En- 
gineers, New England Division, 1967- 

02154 

v.: ill., maps ; 27 cm. 

At head of title: Water resources development project, 
Saint John River basin. 
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Includes bibliographical references 


Contents: no. 2. sec/ 3. Hydrology and hydraulic analysis, 
Dickey dam-spillway design flood. 
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1. Water-power electric plants — Maine. 2. Dickey Lake, 
Me. 3. Lincoln School Lake, Me. I. Title. II. Title: Water 
resources development project, Saint John River basin. 


OCLC 3469344 
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D 103.2:D 55/no.3 


United States. Army. Corps of Engineers. New England Divi- 


sion. 

Dickey-Lincoln School Lakes, Maine U.S.A. and Quebec, 
Canada : design memorandum / Department of the Army, 
New England Division, Corps of Engineers. — Waltham, 
Mass. : [Dept. of Defense], Dept. of the Army, Corps of En- 
gineers, New England Division, 1967- 

02154 

v. : ill., maps ; 27 cm. 

At head of title: Water resources development project, 
Saint John River basin. 

Aug. 1976. 

Vol. 2, sect. 1, has title: Dickey-Lincoln School Project. 

Includes bibliographical references 

Contents: no. 3. Hydropower capacity and project econo- 
mies. 
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1. Water-power electric plants — Maine. 2. Dickey Lake, 
Me. 3. Lincoln School Lake, Me. I. Title. II. Title: Water 
resources development project, Saint John River basin. 
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79-11014 


D 103.2:D 55/no.4 A/v.1 
D 103.2:D 55/no.4 A/v.2 


United States. Army. Corps of Engineers. New England Divi- 


sion. 

Dickey-Lincoln School Lakes, Maine U.S.A. and Quebec, 
Canada : design memorandum / Department of the Army, 
New England Division, Corps of Engineers. — Waltham, 
Mass. : [Dept. of Defense], Dept. of the Army, Corps of En- 
gineers, New England Division, 1967- 

02154 

v.: ill., maps ; 27 cm. 

At head of title: Water resources development project, 
Saint John River basin. 

Includes bibliography. 

Contents: no. 4A, v. 1. General design (revised), re- 
port.—no. 4A, v. 2. General design (revised), appen- 
dices.—no. 5. Water quality. 
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United States. Army. Corps of Engineers. New England Divi- 


D 103.22:C 63/3 
United States. Army. Corps of Engineers. 


sion. 

Dickey-Lincoln School Lakes, Maine U.S.A. and Quebec, 
Canada : design memorandum / Department of the Army, 
New England Division, Corps of Engineers. — Waltham, 
Mass. : [Dept. of Defense], Dept. of the Army, Corps of En- 
gineers, New England Division, 1967- 

02154 

v. : ill., maps ; 27 cm. 

At head of title: Water resources development project, 
Saint John River basin. 

Includes bibliography. 

Contents: no. 4A, v. 1. General design (revised), re- 
port.—no. 4A, v. 2. General design (revised), appen- 
dices.—no. 5. Water quality. 


Inspection and appraisal of coal mine refuse banks and as- 
sociated impoundments : letter from the Secretary of the 
Army transmitting a letter from the Chief of Engineers ... — 
[Dept. of ed.] — Washington : [Dept. of Defense, Dept. of 
the Army, Corps of Engineers], 1979. 

20401 

vii, 123 p., 3 fold. leaves of plates : maps ; 26 cm. 

Also issued as Senate document no. 96-2. 

Jan. 1979. 
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1. Coal mines and mining — Environmental aspects — 
United States. 2. Coal mine waste. 3. Flood control — 
United States. I. Title. 


OCLC 4785855 
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79-11019 
D 103.22:G 95/3/979-2 
United States. Army. Corps of Engineers. 
Gulfport Harbor, Mississippi : communication from the 
Secretary of the Army Transmitting a Corps of Engineers re- 
OCLC 3469344 port ...—[Dept. ed.] — Washington [Dept. of Defense, 


Dept. of the Army, Corps of Engineers], 1979. 
79-11016 aoe . 


D 103.22:Ag 1 
United States. Army. Corps of Engineers. 
Agana River, Guam : communication from the Secretary of 
the Army transmitting a Corps of Engineers report ... — 


xxv, 327 p.: ill., maps ; 26 cm. 

Also issued as House document no. 96-18. 
Jan. 15, 1979. 
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(Dept. ed.] — Washington : [Dept. of Defense], Dept. of the pbk. 


Army, Corps of Engineers, 1979. 1. Gulfport, Miss. — Harbor. 2. Dredging — Environmen- 
tal aspects — Mississippi — Gulfport. I. Title. 
20401 
xix, 260 p. : ill., maps ; 26 cm. 
Also issued as House document no. 96-16 
Jan. 15, 1979. 


OCLC 4786369 


79-11020 
ep. : D 103.22:K 83 

Includes bibliographical references. United States. Army. Corps of Engineers. 

@ltem 334-A Libby reregulating dam power units, Kootenai River, Mon- 
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1. Flood control— Guam — Agana River. 2. Stream phase I : communication from the Secretary of the Army 
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memorandum ...—[Dept. ed.] — Washington (Dept. of 
Defense, Dept. of the Army, Corps of Engineers], 1979. 

20401 

xxx, 66 p.: ill., map ; 26 cm. 

Also issued as House document no. 96-19. 

Jan. 15, 1979. 
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79-11017 
D 103.22:At 6/9 
United States. Army. Corps of Engineers. 

Atlantic Coast of New York City from Rockaway Inlet to 
Norton Point : communication from the Secretary of the 
Army transmitting a Corps of Engineers report ... — [Dept. 
ed.] — Washington : [Dept. of Defense, Dept. of the Army, 
Corps of Engineers], 1979. 

20401 

xvii, 469 p. : ill., maps ; 26 cm. 


OCLC 4785932 


79-11021 
D 103.22:R 12/2 
United States. Army. Corps of Engineers. 

Robinsons Branch of the Rahway River at Clark, Scotch 
Jan. 15, 1979. Plains, and Rahway, New Jersey : communication from the 
@ltem 334-A Secretary of the Army transmitting a Corps of Engineers re- 
pbk. port ...—[Dept. ed.] — Washington : [Dept. of Defense, 


Dept. of the Army, Corps of Engineers], 1979. 
1. Shore protection — New York (City) 2. Dredging — seeee 7 7 e 


Environmental aspects — New York (City) I. Title. 


Also issued as House document no. 96-23. 


xx, 487 p. : ill., maps ; 26 cm. 
Also issued as House document no. 96-21. 


OCLC 4786289 Jan. 15, 1979. 
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United States. Dept. of Energy. Office of Energy Technology. 

Environmental development plan (EDP). Fuels from 
biomass [errata]. Washington, Dept. of Energy, Office of 
Energy Technology; Springfield, Va., for sale by the National 
Technical Information Service. 

20545 

ill. 28 cm. (DOE/EDP ; 0005) 

1977- 

Series was incorrectly printed with a disclaimer notice on 
the backside of the front cover. 

Issued on same sheet with errata for: Photovoltaics, 
DOE/EDP-0003; Solar thermal power systems, DOE/EDP- 
0004; Ocean thermal energy conversion, DOE/EDP-0006; 
Magnetic fusion program, DOE/EDP-0008. 

@ltem 429-T-9 

Main series: United States. Dept. of Energy. DOE/EDP 

1. Biomass energy — United States. I. Title. 


OCLC 4019830 


79-11364 
E 1.36:0006/errata 
United States. Dept. of Energy. Office of Energy Technology. 

Environmental development plan (EDP). Ocean thermal 
energy conversion [errata]. Washington, Dept. of Energy. 

20545 

ill. 28 cm. (DOE/EDP ; 0006) 

1977- 

Series was incorrectly printed with a disclaimer notice on 
the backside of the front cover. 

Issued on same sheet with errata for: Photovoltaics, 
DOE/EDP-003; Solar thermal power systems, DOE/EDP- 
0004; Fuels from biomass, DOE/EDP-0005; Magnetic fusion 
program, DOE/EDP-0008. 

@ltem 429-T-9 

Main series: United States. Dept. of Energy. DOE/EDP 

1. Ocean thermal power plants — Environmental aspects — 
United States. I. Title. 


OCLC 4020060 
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79-11365 
E 1.36:0008/errata 
United States. Dept. of Energy. Office of Energy Technology. 

Environmental development plan (EDP). Magnetic fusion 
program [errata]. Washington, Dept. of Energy. 

20545 

ill. 28 cm. (DOE/EDP ; 0008) 

1977- 

Series was incorrectly printed with a disclaimer notice on 
the backside of the front cover. 

Issued on same sheet with errata for: Photovoltaics, 
DOE/EDP-0003; Solar thermal power systems, DOE/EDP- 
0004; Fuels from biomass, DOE/EDP-0005; Ocean thermal 
energy conversion, DOE/EDP-0006. 

@ltem 429-T-9 

Main series: United States. Dept. of Energy. DOE/EDP 

1. Fusion 
States. I. Title. 


reactors — Environmental aspects — United 


OCLC 4020158 


79-11366 
E 1.39:6 
United States. Dept. of Energy. Office of Conservation and 
Solar Applications. Office of Business Assistance Programs. 
Voluntary business energy conservation program; progress 
report. Washington, Dept. of Energy, Office of Conservation 
and Solar Applications, Office of Business Assistance Pro- 
grams; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
ill. 20 x 27 cm. (DOE/CS ; 0018/6) 
$3.25 
no. 6, Apr. 1978 
Semiannual. 
@ltem 429-T-13 
S/N 061-000-0005 2-6 
ISSN 0162-9190 
Main series: United States. Dept. of Energy. DOE/CS 
1. United States — Industries — Energy conservation — 
Periodicals. I. Title. 
TJ163.4.U6U545a 
333.7 
OCLC 4248126 


79-11367 
E 1.46:0010/1 
United States. Dept. of Energy. Energy Library. 
Energy library : 
Washington : Dept. of Energy, Office of Administration. Of- 
fice of Administrative Services, 1978. 
20545 
12 p. ; 23 cm. — (DOE/OAS ; 0010/1) 
@ltem 429-T-26 
pbk. 
1. Energy Library. 


guide to services. — Rev. June 1978. — 


I. Title. 


OCLC 4758974 
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79-11368 
E 1.47:978/v.1 
United States. Dept. of Energy. Division of Industrial Energy 
Conservation. 

Annual report. Industrial energy efficiency improvement 
program. Washington, Dept. of Energy, Office of Conserva- 
tion and Solar Application, Division of Industrial Energy 
Conservation; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

ill. 23 cm. (DOE/CS ; 0033/1) 

$1.60 

v.1, June 1978. 

@ltem 429-T-35 

S/N 061-000-0009 1-7 

Main series: United States. Dept. of Energy. DOE/CS 

1. United States — Industries — Energy conservation — 
Periodicals. 2. Energy policy — United States — Periodicals. 
I. Title. 


OCLC 4794577 


79-11369 
E 1.47:978/v.2 
United States. Dept. of Energy. Division of Industrial Energy 
Conservation. 

Annual report support document. Industrial energy effi- 
ciency improvement program. Washington, Dept. of Energy, 
Office of Conservation and Solar Application, Division of In- 
dustrial Energy Conservation; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

ill. 26 cm. (DOE/CS ; 0033/2) 

$4.50 

v. 2, 1978. 

@ltem 429-T-35 

S/N 061-000-00107-7 

Main series: United States. Dept. of Energy. DOE/CS 

1. United States — Industries — Energy conservation — 
Periodicals. 2. Energy policy — United States — Periodicals. 
I. Title. 


OCLC 4794577 


79-11370 
E 1.48:0004 


United States. Dept. of Energy. Assistant Inspector General for 
Audit. 


Report on audit of stores inventory activities. — Washing- 
ton : Dept. of Energy, Office of Inspector General, Assistant 
Inspector General for Audit ; Springfield, Va. : for sale by 
the National Technical Information Service, 1978. 

5285 Port Royal Rd., 22161 

7 p.; 27 cm.— (DOE/IG ; 0004) 

June 1978. 

@ltem 429-T-36 

1. United States. Dept. of Energy — Equipment and sup- 
plies. 2. Inventory control. I. Title. 


OCLC 4800790 
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79-11371 
E 1.49:0010 
United States. Dept. of Energy. Directorate of Procurement 
and Contracts Management. 

Guide for the submission of unsolicited proposals. — 
Washington : Dept. of Energy, Procument and Contracts 
Management Directorate : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

28 p. ; 23 x 10 cm. — (DOE/PR ; 0010) 

July 1978. 

@ltem 429-T-27 

S/N 061-000-00140-9 

pbk. : $1.30 

1. United States. Dept. of Energy. 
development contracts — United States. 


2. Research and 
I. Title. 


OCLC 4753240 


79-11372 
E 1.56:978 
Institute of Gas Technology. 

Coal conversion systems technical data book. Washington, 
Dept. of Energy, Office of Energy Technology, Division of 
Coal Conversion; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

ill. 28 cm. (HCP/T ; 2286-01) 

$35.00 (U.S., includes basic manual and supplements for 
an indefinite period) $43.75 (foreign) 

Prepared for U.S. Department of Energy, Assistant Secre- 
tary for Energy Technology, Division of Coal Conversion 
under contract no. EX-76-C-01-2286. 

“UC-90.” 

1978. 

@ltem 429-T-34 

S/N 061-005-81001-5 

Main series: United States. Dept. of Energy. HCP/T 

1. Coal gasification — United States — Periodicals. 2. 
Coal liquefaction — United States — Periodicals. I. United 
States. Dept. of Energy. Division of Coal Conversion. II. 
Title. 


OCLC 4507644 


79-11373 
E 1.57:3 
Fowler, John M. 

Wind power / John M. and Kathryn Mervine Fowler. — 
[Washington : Dept. of Energy], 1977. 

DOE-Technical Information Center, P.O. Box 62, Oak 
Ridge, Tenn, 37830. 

4 p. ; 28 cm.— (EDM ; 1043-3) (Fact sheet - Dept. of 
Energy ; 3) 

Produced by the National Science Teachers Association 
under contract no. EX-76-C-10-3841 with the Energy 
Research and Development Administration, now the Dept. of 
Energy. 

Includes bibliographical references. 

@ltem 429-T-33 

pbk. 

1. Wind power — United States. I. Fowler, Kathryn, joint 
author. II. United States. Dept. of Energy. III. National 
Science Teachers Association. IV. Title. V. Series: United 
States. Dept. of Energy. Fact sheet - Dept. of Energy ; 3. 


OCLC 4783624 





79-11374 


E 1.57:6 


Fowler, John M. 


Solar sea power : ocean thermal energy conversion / John 
M. and Kathryn Mervine Fowler. — [Washington : Dept. of 
Energy], 1977. 

DOE-Technical Information Center, P.O. Box 62, Oak 
Ridge, Tenn, 37830. 

4 p. ; 28 cm.— (EDM ; 1043-6) (Fact sheet - Dept. of 
Energy ; 6) 

Produced by the National Science Teachers Association 
under contract no. EX-76-C-10-3841 with the Energy 
Research and Development Administration, now the Dept. of 
Energy. 

Includes bibliographical references. 

@ltem 429-T-33 

pbk. 

1. Ocean thermal power plants. I. Fowler, Kathryn, joint 
author. II. United States. Dept. of Energy. III. National 
Science Teachers Association. IV. Title. V. Series: United 
States. Dept. of Energy. Fact sheet - Dept. of Energy ; 6. 


OCLC 4783583 


79-11375 


E 1.57:7 


Fowler, John M. 


Solar heating and cooling / John M. Fowler. — 
[Washington] : Dept. of Energy, Assistant Secretary for In- 
tergovernmental and Institutional Relations, Education Pro- 
grams Division, 1977. 

DOE-Technical Information Center, P.O. Box 62, Oak 
Ridge, Tenn, 37830. 

4 p.: ill. ; 28 cm.— (HCP/U 3841-15) (Fact sheet - Dept. 
of Energy ; 7) 

Produced by the National Science Teachers Association 
under contract with the Energy Research and Development 
Administration, now the Dept. of Energy. 

Reprinted Sept. 1978. 

Includes bibliographical references. 

@ltem 429-T-33 

pbk. 

1. Solar heating. 2. Solar air conditioning. I. United 
States. Dept. of Energy. Education Programs Division. II. 
National Science Teachers Association. III. Title. IV. Se- 
ries: United States. Dept. of Energy. Fact sheet - Dept. of 
Energy ; 7. 


OCLC 4783216 


79-11376 


E 1.57:8 


Fowler, John M. 


Geothermal energy / John M. and Kathryn Mervine 
Fowler. — [Washington : Dept. of Energy], 1977. 

DOE-Technical Information Center, P.O. Box 62, Oak 
Ridge, Tenn, 37830. 

4 p. ; 28 cm.— (EDM ; 1043-8) (Fact sheet - Dept. of 
Energy ; 8) 

Produced by the National Science Teachers Association 
under contract no. EX-76-C-10-3841 with the Energy 
Research and Development Administration, now the Dept. of 
Energy. 

Includes bibliographical references. 

@ltem 429-T-4 

pbk. 
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1. Geothermal resources— United States. I. Fowler, 
Kathryn, joint author. II. United States. Dept. of Energy. 
Ill. National Science Teachers Association. IV. Title. V. 
Series: United States. Dept. of Energy. Fact sheet - Dept. of 
Energy ; 8. 


OCLC 4783532 


79-11377 
E 1.57:10 
Fowler, John M. 

Energy conservation : industry / John M. Fowler. — 
[Washington : Dept. of Energy], 1977. 

DOE-Technical Information Center, P.O. Box 62, Oak 
Ridge, Tenn, 37830. 

4 p. ; 28 cm.— (EDM ; 1043-10) (Fact sheet - Dept. of 
Energy ; 10) 

Produced by the National Science Teachers Association 
under contract no. EX-76-C-10-3841 with the Energy 
Research and Development Administration, now the Dept. of 
Energy. 

Includes bibliographical references. 

@ltem 429-T-33 

pbk. 

1. United States — Industries — Energy conservation. 2. 
Industry — United States — Energy conservation. I. United 
States. Dept. of Energy. II. National Science Teachers As- 
sociation. III. Title. IV. Series: United States. Dept. of 
Energy. Fact sheet - Dept. of Energy ; 10. 


OCLC 4783709 


79-11378 
E 1.57:14 
Fowler, John M. 

Nuclear fusion / John M. Fowler. — [Washington] : Dept. 
of Energy, Assistant Secretary for Integovernmental and In- 
stitutional Relations, Education Programs Division, 1978. 

DOE-Technical Information Center, P.O. Box 62, Oak 
Ridge, Tenn, 37830. 

6 p. ; 28 cm.— (HCP/U 3841-16) (Fact sheet - Dept. of 
Energy ; 14) 

Produced by the National Science Teachers Association 
under contract with the Energy Research and Development 
Administration, now the Dept. of Energy. 

Includes bibliographical references. 

@ltem 429-T-33 

pbk. 

1. Nuclear fusion. I. United States. Dept. of Energy. Edu- 
cation Programs Division. II. National Science Teachers As- 
sociation. III. Title. IV. Series: United States. Dept. of 
Energy. Fact sheet - Dept. of Energy ; 14. 


OCLC 4783181 


79-11379 
E 1.57:15 
Fowler, John M. 

New fuels from coal / John M. Fowler. — [Washington : 
Dept. of Energy], 1977. 

DOE-Technical Information Center, P.O. Box 62, Oak 
Ridge, Tenn, 37830. 

4 p. ; 28 cm.— (EDM ; 1043-15) (Fact sheet - Dept. of 
Energy ; 15) 

Produced by the National Science Teachers Association 
under contract no. EX-76-C-10-3841 with the Energy 
Research and Development Administration, now the Dept. of 
Energy. 4 

Includes bibliographical references. 
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@ltem 429-T-33 

pbk. 

1. Coal gasification. 2. Coal liquefaction. I. United 
States. Dept. of Energy. II. National Science Teachers As- 
sociation. III. Title. IV. Series: United States. Dept. of 
Energy. Fact sheet - Dept. of Energy ; 15. 


OCLC 4783681 


79-11380 


E 1.57:17 


Fowler, John M. 


Alternative energy sources : environmental impacts / John 
M. Fowler. — [Washington : Dept. of Energy], 1977. 

DOE-Technical Information Center, P.O. Box 62, Oak 
Ridge, Tenn, 37830. 

4 p. ; 28 cm.— (EDM ; 1043-17) (Fact sheet - Dept. of 
Energy ; 17) 

Produced by the National Science Teachers Association 
under contract no. EX-76-C-10-3841 with the Energy 
Research and Development Administration, now the Dept. of 
Energy. 

Includes bibliographical references. 

@ltem 429-T-33 

pbk. 

1. Power resouces— Environmental aspects — United 
States. I. United States. Dept. of Energy. II. National 
Science Teachers Association. III. Title. IV. Series: United 
States. Dept. of Energy. Fact sheet - Dept. of Energy ; 17. 


OCLC 4783145 


79-11381 


E 1.57:19 
Fowler, Kathryn. 

Alternative energy sources : a bibliography / Kathryn Mer- 
vine Fowler. — [Washington : Dept. of Energy], 1977. 

DOE-Technical Information Center, P.O. Box 62, Oak 
Ridge, Tenn., 37830 

4 p. ; 28 cm.— (EDM ; 1043-19) (Fact sheet - Dept. of 
Energy ; 19) 

Produced by the National Science Teachers Association 
under contract no. EX-76-C-10-3841 with the Energy 
Research and Development Administration, now the Dept. of 
Energy. 

@ltem 429-T-33 

pbk. 

1. Power resources — Bibliography. I. United States. 
Dept. of Energy. II. National Science Teachers Association. 
III. Title. IV. Series: United States. Dept. of Energy. Fact 
sheet - Dept. of Energy ; 19. 


OCLC 4795844 


79-11382 


E 1.59:978 
United States. Dept. of Energy. Office of Analytical Services. 

Report to Congress on the economic impact of energy ac- 
tions. Washington, Dept. of Energy, Office of the Assistant 
Secretary for Policy and Evaluation, Office of Analytical Ser- 
vices ; Springfield, Va., for sale by the National Technical In- 
formation Service. 

22161 

28 cm. (DOE/PE-0007) 

1977/78- 

“As required by public law 93-275, section 18(d)” 

Sept. 1978. 

“UC-13” 
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Continues: Report to Congress on the economic impact of 
energy actions, ISSN 0361-6126, issued by: United States. 
Office of Energy Information and Analysis. Office of 
Economics Impact Analysis. 

@ltem 434-A-3 

Main series: United States. Dept. of Energy. DOE/PE 

1. Gas industry — United States — Periodicals. 2. Energy 
policy — United States — Periodicals. 3. Gas, Natural — 
United States — Periodicals. 4. United States — Economic 
conditions — 1971-— Periodicals. I. Title. 


OCLC 4794696 


FEDERAL ENERGY REGULATORY 
COMMISSION 
Energy Dept. 
Washington, DC 20545 


79-11383 


E 2.2:F 31 


United States. Federal Energy Regulatory Commission. 


The Federal Energy Regulatory Commission : What it is ... 
— Washington : Dept. of Energy, Federal Regulatory Com- 
mission, 1978. 

20426 

[6] p.: ill. ; 22 x 10 cm. 

March 1978. 

@ltem 429-V-4 

pbk. 

1. United States. Federal Energy Regulatory Commission. 
I. Title. 


OCLC 4769933 


79-11384 


E 2.8:C 33 


United States. Federal Energy Regulatory Commission. 


How to use the Central Files. — Washington : [Dept. of 
Energy], Federal Energy Regulatory Commission, 1979. 

20426 

8 p. ; 21 cm. 

@ltem 429-L 

pbk. 

1. United States. Federal Energy Regulatory Commission 
— Records and correspondence. I. Title. 


OCLC 4816482 


79-11385 


E 2.12:0024 


United States. Federal Energy Regulatory Commission. Office 


of Electric Power Regulation. 

Steam-electric plant air and water quality control data; 
summary report. Washington, Dept. of Energy, Federal Ener- 
gy Regulatory Commission. 

20426 

maps 28 cm. (DOE/FERC ; 0024) 

1974- 

“Based on FPC form no. 67.” 

“For the year ended December 31, 1975.” 

@ltem 429-V-1 

Main series: United States. Federal Energy Regulatory 
Commission. DOE/FERC 

Continues: United States. Federal Power Commission. 
Steam-electric plant air and water quality control data; sum- 
mary report -1973 





1. Electric power-plants — Environmental aspects — United 
States — Periodicals. 2. Water quality — United States — 
Periodicals. 3. Air quality — United States — Periodicals. 

I. Title. 


OCLC 4607549 


ENERGY INFORMATION ADMINISTRATION 
Energy Dept. 
Washington, DC 20545 


79-11386 
E 3.8:C 76 
Maloney, Michael. 

End use energy consumption data base, version 110, user’s 
manual / prepared by Michael Maloney, Division of Con- 
sumption Data Studies, Office of Energy Data Development. 
— Washington : Dept. of Energy, Energy Information Office, 
Assistant Administrator for Energy Data ; Springfield, Va. : 
for sale by the National Technical Information Service, 1979. 

5285 Port Royal Rd., 22161 

viii, 93 p. : ill. ; 27 cm.— (DOE/EIA ; 0175) 

Feb. 1979. 

At head of title: Energy data report. 

@ltem 429-T-24 

pbk. 

1. Information storage and retrieval systems — Energy con- 
sumption — United States. I. United States. Energy Informa- 
tion Administration. Office of Energy Data. II. United 
States. Energy Information Administration. Division of Con- 
sumption Data Studies. III. Title. IV. Title: Energy data re- 
port, end use energy consumption data base, version 110, 
user’s manual. 


OCLC 4815752 


National electric rate book, rate schedules for electric service 
in communities of 2,500 population . . . Supt. of Docs. sub- 
scription $32.00 a year (separate sections, each representing a 
state), $8.00 additional for foreign mailing; single copy, $1.00 


79-11387 
E 3.14:N 42 y/978 
United States. Energy Information Administration. Office of 
Energy Data and Interpretation. 

National electric rate book. Washington, Dept. of Energy, 
Energy Information Administration, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Energy data reports) (DOE/EIA ; 0157(78)) 

$1.00 

“Rate schedules for electric service in communities of 
2,500 population or more residential, commercial, and indus- 
trial services.” 

Nov. 1978. 

CONTENTS: New York. 

Continues: National electric rate book, ISSN 0364-8095, 
issued by: United States. Federal Power Commission. 

@ltem 437-A-30 

S/N 061-003-90067-4 

ISSN 0364-8095 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Dept. of Energy. DOE/EIA 


Government Publications — June 1979 
1. Electric utilities — United States — Rates — Periodicals. 
2. Electric utilities —-New York (State) — Rates — Periodi- 


cals. I. Title. II. Series. 


OCLC 2252688 


79-11388 


E 3.17/3:977 


Hydroelectric plant construction cost and annual production 


expenses. Annual supplement. Washington, Dept. of Energy, 
Energy Information Administration, Office of Energy Data; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 27 cm. (DOE/EIA ; 0171) 

$3.25 

Vols. for 1957-74 issued by the Federal Power Commis- 
sion. 

“Dist. category UC-13.” 

1977, 21st annual supplement. 

6th and 17th supplements issued in one vol. 

@ltem 429-T-25 

S/N 061-002-00015-4 

Main series: United States. Dept. of Energy. DOE/EIA 

1. Water-power electric plants — United States — Periodi- 
cals. 2. Electric power-plants— United States — Costs — 
Periodicals. I. United States. Energy Information Adminis- 
tration. Office of Energy Data. II. United States. Federal 
Power Commission. 


OCLC 1208853 


79-11389 


E 3.18/2:977 


United States. Energy Information Administration. 


Statistics of privately owned electric utilities in the United 
States; classes A and B companies. Washington, Dept. of 
Energy, Energy Information Administration, Office of Energy 
Data; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (DOE/EIA ; 0044(77)) 

$8.25 

1976- 

1977. 

Continues: Statistics of privately owned electric utilities in 
the United States, ISSN 0161-9004, issued by: United States. 
Federal Power Commission. 

Annual 

@ltem 429-T-12 

S/N 061-002-00016-2 

ISSN 0161-9004 

Main series: United States. Dept. of Energy. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities— United States — Finance — 
Periodicals. I. United States Energy Information Adminis- 
tration. Office of Energy Data. II. Title. 

HD9685.U6US6a 
338.4/7/363620973 
OCLC 4048690 
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79-11390 


E 3.18/3:976 
United States. Energy Information Administration. Office of 
Energy Data. 

Statistics of publicly owned electric utilities in the United 
States. Washington, Dept. of Energy, Energy Information Ad- 
ministration, Office of Energy Data; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (DOE/EIA ; 0146) 

$6.00 

1976. 

@tem 435-E-1 

S/N 061-002-00013-8 

Main series: United States. Dept. of Energy. DOE/EIA 

Continues: United States. Federal Power Commission. 
Statistics of publicly owned electric utilities in the United 
States 

1. Electric utilities — United States — Statistics — Periodi- 
cals. I. Title. 


OCLC 4781721 


ECONOMIC REGULATORY 
ADMINISTRATION 
Energy Dept. 
Washington, DC 20545 


79-11391 


E 4.10:0044 
United States. Dept. of Energy. Office of Regulations and 
Emergency Planning. 

Standby gasoline rationing plan. — Washington : Dept. of 
Energy, Economic Regulatory Administration, Office of 
Regulations and Emergency Planning : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979. 

20402 

69 p. in various pagings : ill. ; 28 cm.— (DOE/ERA ; 
0044) 

Standby rationing plan no. 1. 

At head of title: Narrative. 

Feb. 1979. 

Includes bibliographical references. 

@ltem 429-T-21 

S/N 061-000-00240-50RBO 

pbk. : $2.50 

1. Gasoline. 2. Rationing, Consumer — United States. I. 
Title. II. Title: Narrative, standby gasoline rationing plan. 


OCLC 4752874 


S/N 061-000-00241-3 

pbk. : $3.00 

1. Gasoline. 2. Rationing, Consumer — United States. I. 
Title. Il. Title: Contingency gasoline rationing regulations, 
standby gasoline rationing plan. 


OCLC 4752910 


79-11393 


E 4.10:0046 


United States. Dept. of Energy. Office of Regulations and 


Emergency Planning. 

Standby gasoline rationing plan. — Washington : Dept. of 
Energy, Economic Regulatory Administration, Office of 
Regulations and Emergency Planning : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979. 

20402 

ca. 200 p. in various pagings : ill. ; 28 cm. — (DOE/ERA ; 
0046) 

Standby rationing plan no. 1. 

At head of title: Regulatory analysis. 

Feb. 1979. 

Includes bibliographical references. 

@ltem 429-T-21 

S/N 061-000-00242-1 

pbk. : $4.50 

1. Gasoline. 2. Rationing, Consumer — United States. 3. 
Rationing, Consumer — Economic aspects — United States. 

I. Title. II. Title: Regulatory analysis, standby gasoline ra- 
tioning plan. 


OCLC 4752838 


79-11394 


E 4.10:0050 


United States. Dept. of Energy. Office of Regulations and 


Emergency Planning. 

Standby conservation plan, emergency advertising lighting 
restrictions. — Washington : Dept. of Energy, Economic 
Regulatory Administration, Office of Regulations and Emer- 
gency Planning : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 

20402 

11 p. in various pagings ; 28 cm. — (DOE/ERA ; 0050) 

At head of title: Economic analysis. 

Feb. 1979. 

@ltem 429-T-21 

S/N 061-000-00248-1 

pbk. : $1.00 

1. Electric signs. 2. Energy conservation — United States. 
. Title. Il. Title: Economic analysis, standby conservation 


79-11392 plan, emergency advertising lighting restrictions. 


E 4.10:0045 
United States. Dept. of Energy. Office of Regulations and 
Emergency Planning. 
Standby gasoline rationing plan. — Washington : Dept. of 
Energy, Economic Regulatory Administration, Office of 


OCLC 4769455 


79-11395 
E 4.10:0051 
United States. Dept. of Energy. Office of Fuels Regulations. 


Regulations and Emergency Planning : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979. 

20402 

102 p. ; 27 cm. — (DOE/ERA ; 0045) 

Standby rationing plan no. 1. 

At head of title: Contingency gasoline rationing regula- 
tions. 

Feb. 1979. 

Includes bibliographical references. 

@ltem 429-T-21 
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Analysis of refiner’s no. 2 distillate costs and revenues : 
July 1976-December 1978. — Washington : Dept. of Energy, 
Economic Regulatory Administration, Office of Fuels Regula- 
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and development program report ; EPA-600/7-79-039. 


OCLC 4818734 


79-11479 
EP 1.23/8:600/7-79-040 
Oil pollution reports. Cincinnati, Ohio, Environmental Protec- 
tion Agency, Office of Research and Development, [Office of 
Energy, Minerals, and Industry], Industrial Environmental 
Research Laboratory; Springfield, Va., for sale by the Na- 
tional Technical Information Service. 
22161 
28 cm. (Interagency energy-environment research and 
development program report ; EPA-600/7-79-040) 
v. 5, no. 2- Feb./May 1978- 
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Vols. for Feb./May 1978- prepared by Marine Science In- 
stitute, University of California, Santa Barbara under grant 
no. R 805803-01-0. 

v. 5, no. 4, Oct/Dec 1978. 

@ltem 431-1-62 

Main series: Interagency energy-environment research and 
development program report 

Continues: Oil spill and oil pollution reports v. 1-5, no. 1, 
July/Oct. 1974-Nov. 1977/Jan. 1978 ISSN 0098-4973 

1. Oil pollution of rivers, harbors, etc. — Bibliography — 
Periodicals. 2. Oil spills — Environmental aspects — United 
States — Bibliography — Periodicals. I. University of 
California, Santa Barbara. Marine Science Institute. II. In- 
dustrial Environmental Research Laboratory, Cincinnati, 
Ohio. III. Series: United States. Environmental Protection 
Agency. Interagency energy-environment research and 
development program report ; EPA-600/7-79-040. 


OCLC 4648123 


79-11480 
EP 1.35:78-02 
United States. Environmental Protection Agency. Grants 
Operations Branch. Special Projects and Control Section. 
Research, demonstration, training, and fellowship awards, 
April-September FY 1977. — Washington Environmental 
Protection Agency, Office of Planning & Management, Of- 
fice of Resources Management, Grants Administration Divi- 
sion, Grants Operations Branch, Special Projects and Control 
Section, 1978. 
20460 
ca. 600 p. ; 28 cm. — (EPA GAD ; 1-78-02) 
@ltem 431-1-32 
pbk. 
1. Environmental engineering — Research grants — United 
States. I. Title. 


OCLC 4827805 


79-11481 
EP 1.35/2:78-03 
United States. Environmental Protection Agency. Grants Ad- 
ministration Division. 

State and local grant awards. Washington, Environmental 
Protection Agency, [Office of Planning and Management], 
Grants Administration Division. 

20460 

28 cm. (EPA GAD ; 2-78-03) 

Oct/Mar. FY 1978. 

@ltem 431-I-32 

Main series: United States. Environmental Protection 
Agency. EPA GAD 

1. Environmental protection — Research grants — United 
States — States — Periodicals. I. Title. 


OCLC 4828920 


79-11482 
EP 1.48:N 21 
United States. Environmental Protection Agency. 

“Nature has made neither sun nor air nor waves private 
property, they are public gifts, ““ Ovid. — [Washington] : En- 
vironmental Protection Agency : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1977. 

20402 

col. poster ; 75 x 59. 

S/N 055-000-00167-7 

pbk. : $1.20 


Page 147 





Environmental Protection Agency 


1. Ecology — Posters. I. Title. 


OCLC 4770943 


79-11483 
EP 1.48:R 52 
United States. Environmental Protection Agency. 
“A river is more then an amenity, it is a treasure ; it offers 
a necessity of life that must be rationed among those who 
have power over it,” Justice Oliver Wendell Holmes. — 
Washington : Environmental Protection Agency : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1977. 
20402 
col. poster ; 75 x 59 cm. 
S/N 055-000-00166-9 
pbk. : $1.20 
1. Rivers — Posters. I. Title. 


OCLC 4772403 


79-11484 
EP 1.53:977 
United States. Environmental Protection Agency. Office of Air 
Quality Planning and Standards. 

Air quality data. Annual statistics. Research Triangle Park, 
N.C., Environmental Protection Agency, Office of Air, Noise, 
and Radiation, Office of Air Quality Planning and Standards; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

26 cm. (EPA ; 450/2-78-040) 

Prepared by Monitoring and Data Analysis Division, Na- 
tional Air Data Branch. 

“Including summaries with reference to standards.” 

1977. 

@ltem 431-I-31 

ISSN 0093-8165 

Main series: United States. Envrionmental Protection 
Agency. EPA 

Absorbed: Monitoring and air quality trends report ISSN 
0094-5250 

1. Air quality — United States — Statistics — Periodicals. 

Key Title: Air quality data I. Title. 

TD883.2.U54b 
363.6 
OCLC 1793109 


79-11485 
EP 1.57/4:R 31 
United States. Office of Solid Waste. 

Draft environmental impact statement: Subtitle C, 
Resource conservation and recovery act of 1976 (RCRA) / 
prepared by Office of Solid Waste, Environmental Protection 
Agency. — Washington : Environmental Protection Agency, 
Office of Solid Waste, 1979. 

20460 

627 p. in various pagings : ill. ; 28 cm. 

Jan. 1979. 

@ltem 431-1-55 

pbk. 

1. Hazardous substances — United States. 2. Salvage 
(Waste, etc.) I. Title. II. Title: Subtitle C, Resource con- 
servation and recovery act of 1976. 


OCLC 4760528 
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79-11486 


EP 1.81:978 


United States. Environmental Protection Agency. Office of 


Research and Development. 

Research highlights. Washington, Environmental Protection 
Agency, Office of Research and Development; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

v. ill. 28 cm. (EPA ; 600/9-78-040) 

$2.40 

1977- 

1978. 

@ltem 431-I-70 

S/N 055-000-00174-0 

Main series: United States. Environmental Protection 
Agency. EPA 

1. Environmental protection — Research — United States. 
2. Pollution — Research — United States. I. Title. 


OCLC 4223807 


PESTICIDE PROGRAMS OFFICE 
Environmental Protection Agency 
Chamblee, GA 30341 


79-11487 


EP 5.2:F 76 


United States. Environmental Protection Agency. Office of 


Pesticide Programs. 

Decision and emergency order suspending registrations for 
the forest, rights-of-way, and pasture uses of 2,4,5- 
trichlorophenoxyacetic acid (2,4,5-T). — Washington : En- 
vironmental Protection Agency, Office of Pesticide Programs, 
1979. 

20460 

94 p. ; 27 cm. 

Feb. 1979. 

@ltem 431-B-1 

pbk. 

1. Pesticides — Environmental aspects. 2. Herbicides — 
Environmental aspects. I. Title. 


OCLC 4787643 


79-11488 


EP 5.2:In 7 


United States. Environmental Protection Agency. 


The Federal insecticide, fungicide, and rodenticide act as 
amended ...— Washington : Environmental Protection Agen- 
cy, Office of Pesticide Programs, 1978. 

20460 

40 p. ; 22 cm.— (OPA; 17/9) 

Nov. 1978. 

@ltem 473-B-1 

pbk. 

1. Pesticides— Law and legislation — United States. I. 
Title. 


OCLC 4770914 





RADIATION PROGRAMS 
Environmental Protection Agency 
Rockville, MD 20852 


79-11489 


EP 6.2:T 39 
Pigford, Thomas H. 

Thorium fuel-cycle alternatives / T. H. Pigford, C. S. Yang, 
Dept. of Nuclear Engineering, University of California. — Las 
Vegas, Nev. : Environmental Protection Agency, Office of 
Radiation Programs, Las Vegas Facility, 1978. 

89114 

ca. 150 p. in various pagings : ill. ; 28 cm.— (EPA ; 
520/6-78-008 ) 

Prepared for the Environmental Protection Agency under 
contract no. 68-01-1962. 

Nov. 1978. 

Bibliography: p. 12-1—12-5. 

@ltem 431-I-18 

pbk. 

1. Nuclear fuels. 2. Thorium. 3. Radioactive wastes. I. 
Yang, C. S., joint author. II. United States. Environmental 
Protection Agency. Office of Radiation Programs. Las Vegas 
Facility. II. University of California. Dept. of Nuclear En- 
gineering. IV. Title. 


OCLC 4822758 


79-11490 


EP 6.10/6:78-3 
EP 6.10/6:78-3/insert 
Douglas, Richard L. 

Levels and distribution of environmental plutonium around 
the Trinity site / Richard L. Douglas. — Las Vegas, Nev. : 
Environmental Portection Agency, Office of Radiation Pro- 
grams, Las Vegas Facility, 1978. 

viii, 42 p. : ill ; 28 cm.— (Technical note - Office of 
Radiation Programs ; ORP/LV-78-3) 

Includes insert map of Trinity site soil sampling locations 
and results. 

Oct. 1978. 

Includes bibliographical references. 

@ltem 431-I-61 

pbk. 

1. Radioactive fallout— New Mexico. 2. Plutonium. I. 
United States. Environmental Protection Agency. Office of 
Radiation Programs. Las Vegas Facility. II. Title. III. Se- 
ries: United States. Environmental Protection Agency. Office 
of Radiation Programs. Technical note - Office of Radiation 
Programs ; ORP/LV-78-3. 


OCLC 4781403 


79-11491 


EP 6.10/8:78-4 


Tell, Richard A. 


Near-field radiation properties of simple linear antennas 
with applications to radiofrequency hazards and broadcasting 
/ Richard A. Tell. — Las Vegas, Nev. : Environmental Pro- 
tection Agency, Office of Radiation Programs, Electromag- 
netic Radiation Analysis Branch, 1978. 

89114 

viii, 39 p. : ill. ; 28 cm.— (Technical note - Office of 
Radiation Programs ; ORP/EAD-78-4) 

June 1978. 

Bibliography: p. 36-39. 

@ltem 431-I-61 

pbk. 
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1. Radiation — Measurement. 2. Antennas (Electronics) 
3. Radioactive substances. I. United States. Environmental 
Protection Agency. Electromagnetic Radiation Analysis 
Branch. Il. Title. III. Series: United States. Environmental 
Protection Agency. Office of Radiation Programs. Technical 
note - Office of Radiation Programs ; ORP/EAD-78-4. 


OCLC 4760645 


ENERGY RESEARCH AND DEVELOPMENT 
ADMINISTRATION 
Washington, DC 20545 


79-11492 


ER 1.11:BERC/PPS-76/4 


Shelton, Ella Mae. 


Heating oils, 1976 / by Ella Mae Shelton, Bartlesville Ener- 
gy Research Center. — [Washington] : Energy Research & 
Development Administration, Technical Information Service ; 
Springfield, Va., : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

ii, 41 p. ; 27 cm.— (Petroleum products survey ; 
BERC/PPS-76/4) 

Report represents a cooperative effort supported in part by 
American Petrolium Institute. 

August 1976. 

Includes bibliographical references. 

@ltem 1051-C (microfiche) 

pbk. 

1. Petroleum as fuel. I. United States. Energy Research 
and Development Administration. Technical Information 
Center. Il. American Petroleum Institute. II. Bartlesville 
Energy Research Center. IV. Title. V. Series. 


OCLC 2652664 


79-11493 


ER 1.11:BERC/PPS-77/2 


Shelton, Ella Mae 


Aviation turbine fuels, 1976 / by Ella Mae Shelton ; Bart- 
lesville Energy Research Center. — [Washington] : Energy 
Research and Development Administration, Technical Infor- 
mation Center ; Springfield, Va : for sale by the National 
Technical Information Service, 1977. 

22161 

a! me 27 cm.— (Petroleum products survey 
BERC/PPS-77/2) 

Report represents a cooperative effort supported in part by 
American Petroleum Institute. 

April 1977. 

@ltem 1051-C (microfiche) 

pbk. 

1. Jet planes — Fuel — Analysis. I. United States. Energy 
Research and Development Administration. Technical Infor- 
mation Center. II. American Petroleum Institute. III. Bart- 
lesville Energy Research Center. IV. Title. V. Series. 


OCLC 4814984 


79-11494 


ER 1.11:ERDA 77-83/2 


Quarterly report of foreign and domestic developments affect- 


ing energy. Washington, Energy Research and Development 
Administration, Office of Planning, Analysis, and Evaluation; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

27 cm. (ERDA ; 77-83/2) 
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Energy Research and Development Administration 


2nd quarter, Aug. 1977. 

@ltem 1051-C (Microfiche ) 

Main series: United States. Energy Research and Develop- 
ment Administration. ERDA 

1. Energy policy — United States — Periodicals. 2. Energy 
consumption — United States — Statistics — Periodicals. 3. 
United States — Economic conditions — 197 1- — Periodicals. 
I. United States. Energy Research and Development Adminis- 
tration. Office of Planning, Analysis, & Evaluation. 


OCLC 4765860 


79-11495 
ER 1.11:FE-2433-8 
Institute of Gas Technology. 

Environmental assessment of the HYGAS process / 
prepared by Institute of Gas Technology. — [Washington] : 
Energy Research and Development Administration ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1977- 

22161 

xii, 75 p. : ill. ; 28 cm. 

On cover: Fossil energy. 

“PE-2433-8.” 

Prepared under contract E(49-18)-2433. 

Project 9025. 

Contents: Quarterly progress report no. 2 for the period 
October | to December 31, 1976. 

@ltem 1051-C (microfiche ) 

pbk. 

1. *Coal gasification. I. United States. Energy Research 
and Development Administration. II. Title. 


OCLC 3829748 


79-11496 
ER 1.11:TID-27137 
United States. Energy Research and Development Administra- 
tion. Division of Classification. 

Data index system. Annual declassification list. Oak Ridge, 
Tenn., Energy Research and Development Administration, 
Technical Information Center. 

P.O. Box 62, 37830 

28 cm. 

“TID-27137.” 

1975. 

1. Security classification (Government documents) 2. 
Power resources — United States — Bibliography. I. Title. 


OCLC 4835740 


FEDERAL HOME LOAN BANK BOARD 
Washington, DC 20552 


79-11497 
FHL 1.2:As 7/975 
Asset and liability trends; all operating savings & loan associa- 
tions by type of association and area. [Washington] Federal 
Home Loan Bank Board, Office of Economic Research, 
Statistical Division. 
1700 G St., N.W., 20552 
map 27 cm. 
Caption title: Trends in the savings and loan field 
Cover title. 
1975. 
Chiefly tables. 
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1. Building and loan associations — United States — 
Statistics — Periodicals. I. United States. Federal Home 
Loan Bank Board. Office of Economic Research. Statistical 
Division. 


OCLC 4810919 


FEDERAL POWER COMMISSION 
Washington, DC 20426 


79-11498 
FP 1.2:G 21/12 
United States. Federal Power Commission. Supply-Technical 
Advisory Task Force-Regulatory Aspects of Substitute Gas. 

National gas survey : report of the Supply-Technical Ad- 
visory Task Force Regulatory Aspects of Substitute Gas to 
the Federal Power Commission. — Washington Federal 
Power Commission, 1976. 

[8], 348 p. ; 26 cm. 

Dec. 1976. 

1. Gas, Natural — United States. 
United States. I. Title. 
HD9581.U5US53 1976a 
338.2/7/2850973 
OCLC 3749457 


2. Synthetic fuels — 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 


79-11499 
FT 1.1:977 
United States. Federal Trade Commission. 

Annual report of the Federal Trade Commission. 
[Washington] Federal Trade Commission; for sale by the 
Supt. of Docs., U. S. Govt. Print. Off. 

20402 

24 cm. 

$2.00 

1914/15- 

Report covers fiscal year 1977. 

@ltem 533 

S/N 018-000-00242-6 

1. United States. Federal Trade Commission. 2. Trade 
regulation — United States — Periodicals. 3. Consumer pro- 
tection — United States — Periodicals. I. Title. 


OCLC 1189941 


79-11500 

FT 1.2:M 54/3/978 
United States. Federal Trade Commission. 
Economics. 

Statistical report on mergers an acquisitions. Washington, 
Federal Trade Commission, Bureau of Economics; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

27 cm. 

$4.50 

1977- 

1978. 

Annual. 

@ltem 535 

S/N 018-000-00238-8 

Continues: F.T.C. statistical report on mergers and acquisi- 
tions 1973-1976 ISSN 0094-1662 


Bureau of 





1. Consolidation and mergers of corporations — United 
States — Statistics — Periodicals. I. Title. 


OCLC 4055476 


79-11501 
FT 1.13:977 
United States. Federal Trade Commission. 

Court decisions - Federal Trade Commission. Washington, 
Federal Trade Commissien; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

24 cm. 

$10.50 

v. 10- 1976- 

Vols. for 1976- compiled by the Rules and Publications 
Branch of the Office of the Secretary. 

v. 11, Jan. 1, 1977 to Dec. 31, 1977. 

Continues: United States. Federal Trade Commission. 
Statutes and court decisions pertaining to the Federal Trade 
Commission, and: United States. Federal Trade Commission. 
Statutes and court decisions pertaining to the Federal Trade 
Commission. Supplement. 

Annual. 

@ltem 539 

S/N 018-000-00233-7 

ISSN 0190-1184 * 

1. United States. Federal Trade Commission. 
regulation — United States — Cases — Periodicals. 

Key Title: Court decisions - Federal Trade Commission 


2. Trade 


OCLC 4106541 


FOREIGN-TRADE ZONES BOARD 
Washington, DC 20230 


79-11502 
FTZ 1.1:977 
United States. Foreign-Trade Zones Board. 

Annual report of the Foreign-Trade Zones Board to the 
Congress of the United States. Washington, Foreign-Trade 
Zones Board; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

ill. 23 cm. 

$2.20 

1939- 

Title varies slightly. 

39th report, covering fiscal year 1977. 

@ltem 542 

S/N 019-000-0001 1-7 

1. Free ports and zones — Periodicals. 
Foreign-Trade Zones Board. I. Title. 


2. United States. 


OCLC 1348158 


GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


79-11503 
GA 1.2:Au 2/11 
Additional GAO audit standards : auditing computer-based 
systems. — [Washington : General Accounting Office] : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 
20402 
v, 15 p.: ill. ; 23 cm. 
@ltem 545 
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S/N 020-000-00174-7 

pbk. : $1.10 

1. Finance, Public — United States — Accounting. 
diting. I. United States. General Accounting Office. 


2. Au- 


OCLC 4829773 


79-11504 
GA 1.6/2:978 
United States. General Accounting Office. 

Policy and procedures manual for guidance of Federal 
agencies. Title 2. Accounting. Washington, General Account- 
ing Office; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

27 cm. 

$8.00 (U.S., including basic manual and changes for and 
indefinite period) $10.00 (foreign) 

Cover title: GAO manual for guidance of Federal agencies 
Title 2. Accounting 

Transmittal sheet no. 2-23 covering complete revision of 
Title 2 and revised table of contents pages iv-vii. 

@ltem 545-G 

S/N 020-000-8 1001-7 

1. Administrative agencies — United States — Accounting 
— Handbooks, manuals, etc. 2. Finance, Public — United 
States — Accounting — Handbooks, manuals, etc. I. Title. 


OCLC 4507918 


Reports to Congress by Comptroller General of United States 
Order from GAO, Box 1020, Washington, DC 20013; $1.00 
each. Free to members of Congress, Congressional committee 
staff, government officials, college libraries, faculty and stu- 
dents, non-profit organizations (write: GAO, 441 G St., N.W., 
Washington, DC 20548) 


79-11505 
GA 1.13:CED-78-17 
United States. General Accounting Office. 

Improvements needed in the Corps of Engineers’ regulato- 
ry program for protecting the nation’s 
[Washington] : General Accounting Office, 1977 

16 p. ; 27 cm. 

“CED-78-17.” 

“B-114885.” 

Dec. 23, 1977. 

@ltem 546-D (microfiche) 

pbk. 

1. Water quality management — United States. 
conservation — United States. 3 
Corps of Engineers. 


waters. — 


2. Water 
United States. Army 


OCLC 3536186 


79-11506 
GA 1.13:CED-78-148 C 
United States. General Accounting Office. 
16 air and water pollution issues facing the nation : appen- 
dix to report : report to the Congress / by the Comptroller 
General of the United States. — [Washington] : General Ac 
counting Office, 1978. 
107 p. in various pagings ; 28 cm. 
“CED-78-148C.” 
“B-166506.” 
Oct. 11, 1978. 
@ltem 546-D (microfiche) 
pbk. 
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General Accounting Office 


1. Air — Pollution — United States. 2. Water — Pollution 
— United States. I. Title. 


OCLC 4644795 


79-11507 
GA 1.13:CED-78-155 
United States. General Accounting Office. 

What was the effect of the emergency housing program on 
single-family housing construction? : report to the Congress / 
by the Comptroller General of the United States. — 
[Washington] : General Accounting Office, 1978. 

iv, 68 p. : ill. ; 27 cm. 

“CED-78-155.” 

“B-114860.” 

Nov. 21, 1978. 

@ltem 546-C (microfiche) 

pbk. 

1. Housing — United States. 2. Housing policy — United 
States. 3. Construction industry — United States. 4. United 
States. Dept. of Housing and Urban Development. Govern- 
ment National Mortgage Association. I. Title. 


OCLC 4423602 


79-11508 
GA 1.13:CED-78-177 
United States. General Accounting Office. 

Reuse of municipal wastewater and development of new 
technology— emphasis and direction needed : report / by the 
Comptroller General of the United States. — [Washington] : 
General Accounting Office, 1978. 

iii, 39 p. ; 27 cm. 

“CED-78-177.” 

“B-166506.” 

Nov. 13, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. Water reuse — United States. 2. Municipal water 
supply — United States. 3. Sewage — Purification. I. Title. 


OCLC 4457708 


79-11509 
GA 1.13:CED-79-9 
United States. General Accounting Office. 

Minority firms on local public works projects—mixed 
results : report to the Congress / by the Comptroller General 
of the United States. — [Washington] : General Accounting 
Office, 1979. 

v, 65 p. ; 27 cm. 

“CED-79-9.” 

“B-126652." 

Jan. 16, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Minority business enterprises — United States. 2. 
United States — Public works. I. Title. 


OCLC 4618044 


79-11510 
GA 1.13:CED-79-18 
United States. General Accounting Office. 

Developing a domestic common carrier telecommunica- 
tions policy—what are the issues? : report to the Congress / 
by the Comptroller General of the United States. — 
| Washington] : General Accounting Office, 1979. 

vi, 46 p. ; 27 cm. 

“CED-79-18.” 
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Jan. 24, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Telecommunication—Law and _ legislation — United 
States. 2. United States. Federal Communications Commis- 
sion. I. Title. 


OCLC 4670692 


79-11511 
GA 1.13:CED-79-44 
United States. General Accounting Office. 

Domestic housing and community development : issues for 
planning : study / by the staff of the United States General 
Accounting Office. — [Washington] : General Accounting 
Office, 1979. 

47 p. ; 27 cm. 

Issued originally as a GAO internal guide. 

““CED-79-44.” 

Feb. 5, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Housing policy— United States. 2. 
development — United States. I. Title. 


Community 


OCLC 4719647 


79-11512 
GA 1.13:EMD-78-10 
United States. General Accounting Office. 

Emergency natural gas purchases : actions needed to cor- 
rect program abuses and consumer inequities : report to the 
Congress / by the Comptroller General of the United States. 
— [Washington] : General Accounting Office, 1978. 

vi, 37 p. ; 27 cm. 

““EMD-78-10.” 

““B-178205.” 

Jan. 6, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. Gas, Natural— Costs. 2. 
States. I. Title. 


Energy policy — United 


OCLC 4423077 


79-11513 
GA 1.13:EMD-78-77 
United States. General Accounting Office. 

U.S. refining capacity : how much is enough? : report to 
the Congress / by the Comptroller General of the United 
States. — [Washington] : General Accounting Office, 1979. 

vi, 51 p. : map ; 27 cm. 

““EMD-78-77.” 

““B-178205.” 

Jan. 15, 1979. 

Bibliography: p. 49-51. 

@ltem 546-D (microfiche) 

pbk. 

1. Petroleum — United States — Refining. 
industry and trade — United States. I. Title. 


2. Petroleum 


OCLC 4618227 





79-11514 
GA 1.13:EMD-78-91 
United States. General Accounting Office. 

Electric energy options hold great promise for the Tennes- 
see Valley Authority : report to the Congress / by the Comp- 
troller General of the United States. — Washington : General 
Accounting Office, 1978. 

ca. 150 p. : ill. ; 27 cm. 

“EMD-78-91.” 

“B-114850.” 

Nov. 29, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. Tennessee Valley Authority 2. Electric power — Ten- 
nessee Valley region. 3. Electric power-plants — Environ- 
mental aspects — Tennessee Valley region. 4. Energy con- 
servation — Tennessee Valley region. I. Title. 


OCLC 4565020 


79-11515 
GA 1.13:EMD-78-93 
United States. General Accounting Office. 

Mining law reform and balanced resource management : 
report to the Congress / by the Comptroller General of the 
United States. — [Washington] : General Accounting Office, 
1979. 

vii, 62 p. ; 27 cm. 

““EMD-78-93.” 

“B-118678.” 

Feb. 27, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Mining law — United States. 
resources — United States. 
etc. Mining law of 1872. 


2. Mines and mineral 
3. United States. Laws, statutes, 
I. Title. 


OCLC 4763583 


79-11516 
GA 1.13:EMD-79-3 
United States. General Accounting Office. 

Transportation energy conservation in the Federal govern- 
ment : report / by the U. S. General Accounting Office. — 
[Washington] : General Accounting Office, 1979. 

13 p. ; 27 cm. 

“EMD-79-3.” 

“B-178205.” 

Jan. 25, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Transportation — Energy conservation — United States. 
2. United States. Dept. of Energy. I. Title. 


OCLC 4702307 


79-11517 
GA 1.13:EMD-79-29 
United States. General Accounting Office. 

Cleaning up commingled uranium mill tailings : is Federal 
assistance necessary? : report / by the Comptroller General 
of the United States. — [Washington] : General Accounting 
Office, 1979. 

v, 21 p. ; 27 cm. 

“EMD-79-29.” 

“B-164052.” 

Feb. 5, 1979. 

Includes bibliographical references. 


Government Publications — June 1979 


@ltem 546-D (microfiche) 

pbk. 

1. Radioactive waste disposal — United States. 
um mines and mining — United States. I. Title. 


2. Urani- 


OCLC 4721432 


79-11518 
GA 1,.13:FPCD-77-86 
United States. General Accounting Office. 

Department of Defense pay practices for German nationals 
should be changed : report to the Senate Committee on Ap- 
propriations / by the Comptroller General of the United 
States. — [Washington] : General Accounting Office, 1977. 

14 p. ; 27 cm. 

“FPCD-77-86.” 

“B-179343.” 

Dec. 2, 1977. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Dept. of Defense — Officials and em- 
ployees — Salaries, allowances etc. 2. Labor and laboring 
classes — Germany, West. I. Title. 


OCLC 3491685 


79-11519 
GA 1.13:FPCD-78-33 
United States. General Accounting Office. 

Department of Housing and Urban Development reor- 
ganization plan : some accomplishments but more needed : 
report / by the Comptroller General of the United States. — 
Washington : General Accounting Office, 1978. 

iii, 52 p. ; 27 cm. 

“FPCD-78-33.” 

“B-114860.” 

Apr. 10, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Dept. of Housing and Urban Develop- 
ment. I. Title. 


OCLC 4601271 


79-11520 
GA 1.13:FPCD-78-43 
United States. General Accounting Office. 

Comparative growth in compensation for postal and other 
Federal employees since 1970 : report to the Congress / by 
the Comptroller General of the United States. — 
[Washington] : General Accounting Office, 1979. 

iv, 67 p. : ill. ; 27 cm. 

“FPCD-78-43." 

“B-167266.” 

Feb. 1, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Collective bargaining — Government 
United States. 2. Employee-management 
government — United States. I. Title. 


employees — 
relations in 


OCLC 4711182 
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General Accounting Office 


79-11521 
GA 1.13:FPCD-78-49/v.1-2 
United States. General Accounting Office. 

Need for overall policy and coordinated management of 
Federal retirement systems : report / by the Comptroller 
General of the United States. — [Washington] : General Ac- 
counting Office, 1978. 

2 v. ; 28 cm. 

“FPCD-78-49.” 

“B-179810.” 

Dec. 29, 1978. 

Includes bibliographical references. 

@ltem 546-D (microfiche ) 

pbk. 

1. Civil service retirement — United States. I. Title. 


OCLC 4618859 


79-11522 
GA 1.13:FPCD-78-82 
United States. General Accounting Office. 

DOD “total force management’’—fact or rhetoric? : report 
to the Congress / by the Comptroller General of the United 
States. — [Washington] : General Accounting Office, 1979. 

iii, 29 p. ; 27 cm. 

“FPCD-78-82.” 

“B-165959.” 

Jan. 24, 1979. 

Includes bibliographical references. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Dept. of Defense — Personnel manage- 
ment. 2. Military administration. I. Title. 


OCLC 4652780 


79-11523 
GA 1.13:GGD-78-107 
United States. General Accounting Office. 

Welfare payments reduced : an improved method for de- 
tecting erroneous welfare payments : report / by the Comp- 
troller General of the United States. — [Washington] 
General Accounting Office, 1979. 

iii, 42 p. ; 27 cm. 

“GGD-78-107.” 

“B-118638." 

Feb. 5, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Public welfare administration — District of Columbia — 
Quality control. I. Title. 


OCLC 4736498 


79-11524 
GA 1.13:GGD-79-2 
United States. General Accounting Office. 
Audit of the United States Capitol Historical Society. 
Washington, General Accounting Office. 
441 G St., NW, 20548 
27 cm. 
At head of title: By the Comptroller General, report to the 
Congress of the United States. 
“GGD-79-2.” 
For the year ended January 31, 1978. 
Annual. 
@ltem 546-D (Microfiche) 
ISSN 0091-5483 
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1. United States Capitol Historical Society, Washington, 
D.C. I. Title. 
F191.US5U5 
353.007/232 
OCLC 1787141 


79-11525 
GA 1.13:GGD-79-23 
United States. General Accounting Office. 

Audit of the Office of the Attending Physician revolving 
fund -fiscal year 1978 : report to the Congress / by the 
Comptroller General of the United States. — [Washington] : 
General Accounting Office, 1979. 

6 leaves ; 27 cm. 

“GGD-79-23.” 

““*B-181804.” 

Jan. 15, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Congress. Office of the Attending Physi- 
cian. I. Title. 


OCLC 4823071 


79-11526 
GA 1.13:HRD-78-13 
United States. General Accounting Office. 

Health hazard evaluation program needs improvement : re- 
port to the Congress / by the Comptroller General of the 
United States. — [Washington] : General Accounting Office, 
1978. 

iv, 37 p. ; 27 cm. 

“HRD-78-13.” 

““B-163375.” 

May 18, 1978. 

Includes bibliographical references. 

@ltem 546-D (microfiche) 

pbk. 

1. Industrial hygiene — United States. 2. Carcinogens. 
National Institute for Occupational Safety and Health. 
Title. 


OCLC 4300438 


79-11527 
GA 1.13:HRD-78-46 
United States. General Accounting Office. 

Further improvements needed in investigations of Medicaid 
frand and abuse in Illinois : report to the Congress / by the 
Comptroller General of the United States. — [Washington] : 
General Accounting Office, 1978. 

iii, 44 p. ; 27 cm. 

““HRD-78-46.” 

““B-164031(4)” 

Mar. 10, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. Medical ethics — Illinois. 2. 
Title. 


Medicaid — Illinois. I. 


OCLC 4423041 


79-11528 
GA 1.13:HRD-78-71 
United States. General Accounting Office. 

The New Orleans Naval Hospital should be closed and al- 
ternative uses evaluated : report to the Congress / by the 
Comptroller General of the United States. — [Washington] : 
General Accounting Office, 1978. 

iii, 23 p.: ill. ; 27 cm. 





“HRD-78-71.” 

“B-133044.” 

May 15, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. Naval Regional Medical Center. 
VG425.N48U54 1978 
359.7/2/0976335 
OCLC 4434965 


79-11529 


I. Title. 


GA 1.13:HRD-78-72 
United States. General Accounting Office. 

Major Federal equal employment opportunity programs for 
the private sector should be consolidated : report / by the 
Comptroller General of the United States. — [Washington] : 
General Accounting Office, 1978. 

iv, 99 p. ; 27 cm. 

“HRD-78-72.” 

“B-167015.” 

June 9, 1978. 

Includes bibliographical references. 

@ltem 546-D (microfiche) 

pbk. 

1. Discrimination in employment — United States. 
firmative action programs — United States. 
tracts — United States. I. Title. 


2. Af- 
3. Public con- 


OCLC 4151480 


79-11530 
GA 1.13:HRD-78-158 
United States. General Accounting Office. 

Problems in auditing medicaid nursing home chains : re- 
port to the Congress / by the Comptroller General of the 
United States. — [Washington] : General Accounting Office, 
1979. 

ii, 37 p. ; 27 cm. 

“HRD-78-158.” 

“B-164031(3).” 

Jan. 9, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Nursing homes— United States — Accounting. 2. 
Medicaid — United States — Costs. I. Title. 


OCLC 4564929 


79-11531 
GA 1.13:HRD-78-169 
United States. General Accounting Office. 

The Labor Department should reconsider its approach to 
employment security automation : report to the Congress / 
by the Comptroller General of the United States. — 
[Washington] : General Accounting Office, 1978. 

vi, 41 p. ; 27 cm. 

“HRD-78-169.” 

“B-133182.” 

Dec. 28, 1978. 

Includes bibliographical references. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Dept. of Labor. 2. Employment agencies 
— United States. 3. Public administration — United States 
— Automation. I. Title. 


OCLC 4550372 
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79-11532 
GA 1.13:HRD-79-31 
United States. General Accounting Office. 
Social Security Administration should improve its recovery 
of overpayments made to retirement, survivors, and disability 
insurance beneficiaries : report to the Congress / by the 
Comptroller General of the United States. — [Washington] : 
General Accounting Office, 1979. 
iv, 31 p. ; 27 cm. 
“HRD-79-31.” 
“B-164031(4).” 
Jan. 17, 1979. 
@ltem 546-D (microfiche) 
pbk. 
1. United States. Social Security 
Management. 2. Social security — United States. 


Administration — 
I. Title. 


OCLC 4645594 


79-11533 
GA 1.13:ID-78-43/v.1-2 
United States. General Accounting Office. 

Considerations for adjustment assistance under the 1974 
Trade act : a summary of techniques used in other countries : 
report to the Congress / by the Comptroller General of the 
United States. — [Washington] : General Accounting Office, 
1979. 

2 v. ; 27 cm. 

“ID-78-43.” 

“B-152183.” 

Jan. 18, 1979. 

Includes bibliographical references. 

Contents: v. 1. [No distinctive title ].—v. 2. Profiles of ad- 
justment programs in eight countries. 

@ltem 546-D (microfiche) 

pbk. 

1. Trade adjustment assistance. 2. Economic assistance, 
Domestic. I. Title. 


OCLC 4757186 


79-11534 
GA 1.13:ID-78-53 
United States. General Accounting Office. 

Adjustment assistance to firms under the Trade act of 
1974 : income maintenance or successful adjustment : report 
to the Congress / by the Comptroller General of the United 
States. — [Washington] : General Accounting Office, 1978 

iii, 71 p. : ill. ; 27 cm. 

“ID-78-53.” 

“B-152183.” 

Dec. 21, 1978. 

Includes bibliographical references. 

@ltem 546-D (microfiche) 

pbk. 

1. Trade adjustment assistance — United States. 2 
Economic assistance, Domestic — United States. 3. Income 
maintenance programs — United States. I. Title. 


OCLC 4634280 


79-11535 
GA 1.13:ID-78-54 
United States. General Accounting Office. 

Population growth problem in developing countries, coor- 
dinated assistance essential : report to the Congress / by the 
Comptroller General of the United States. — [Washington] : 
General Accounting Office, 1978. 

v, 1O1 p.: ill. ; 27 cm. 
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General Accounting Office 


“ID-78-54.” 

“B-156518.” 

Dec. 29, 1978. 

Includes bibliographical references. 

@ltem 546-D (microfiche) 

pbk. 

1. Underdeveloped 
Economic assistance. 
tional Development. 


areas — Population policy. 2. 
3. United States. Agency for Interna- 
I. Title. 


OCLC 4607228 


79-11536 
GA 1.13:LCD-77-228 
United States. General Accounting Office. 
Additional precious metals can be _ recovered. — 
[Washington] : General Accounting Office, 1977. 
iii, 37 p.: ill. ; 27 cm. 
“LCD-77-228.” 
“B-163084” 
Dec. 28, 1977. 
@ltem 546-D (microfiche) 
pbk. 
1. Precious metals. 
States. 


2. Recycling (Waste, etc.) — United 
3. United States — Executive departments. I. Title. 


OCLC 4423115 
79-11537 


GA 1.13:LCD-78-237 
United States. General Accounting Office. 
Need for uniform security measures in transporting arms, 


ammunition, and explosives : report to the Congress / by the 
Comptroller General of the United States. — [Washington] : 
General Accounting Office, 1978. 

iii, 36 p. ; 27 cm. 

“LCD-78-237.” 

“B-176139.” 

Dec. 21, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Dept. of Defense — Transportation. 2. 
Firearms — Transportation. 3. Ammunition — Transporta- 
tion. 4. Explosives — Transportation. I. Title. 


OCLC 4540996 


79-11538 
GA 1.13:LCD-78-429 A 
United States. General Accounting Office. 

The Navy’s submarine launched ballistic missile force is 
highly ready : report to the Congress / by the Comptroller 
General of the United States. — [Washington] : General Ac- 
counting Office, 1978. 

vi, 48 p.: ill. ; 27 cm. 

“LCD-78-429A.” 

“B-146756.” 

Dec. 21, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Navy — Weapons systems. 
missiles. 


2. Ballistic 
3. Fleet ballistic missile weapons systems. I. Title. 


OCLC 4566601 
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79-11539 
GA 1.13:LCD-78-430 A 
United States. General Accounting Office. 

The readiness of U.S. Air Forces in Europe—selected 
aspects and issues : report to the Congress / by the Comp- 
troller General of the United States. — Washington : The Of- 
fice, 1979. 

ix, 95 p. ; 27 cm. 

“LCD-78-430A.” 

“B-146896.” 

Unclassified version of report LCD-78-430. 

Feb. 16, 1979. 

Includes bibliographical references. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Air Force. Air Forces in Europe. 2. Eu- 
rope — Air defenses, Military. 3. North Atlantic Treaty Or- 
ganization — Armed Forces — Equipment and supplies. 4. 
Airplanes, Military. I. Title. 


OCLC 4698047 


79-11540 
GA 1.13:LCD-78-431 A 
United States. General Accounting Office. 

U.S. military equipment prepositioned in  Eu- 
rope—significant improvements made but some problems 
remain : report / by the U.S. General Accounting Office. — 
[Washington] : General Accounting Office, 1978. 

iv, 49 p.: ill. ; 27 cm. 

“LCD-78-431A.” 

“B-146896.” 

Dec. 5, 1978. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Army — Europe — Supplies and stores. 
2. Military supplies — Storage. 3. Logistics. I. Title. 


OCLC 4518098 


79-11541 
GA 1.13:PAD-79-1 
Social Science Research Council. Committee on Evaluation 
Research. 

Audits and social experiments : a report prepared for the 
U.S. General Accounting Office / Committee on Evaluation 
Research, Social Science Research Council. — [Washington] 
: General Accounting Office, 1978. 

20548 

143 p. in various pagings ; 27 p. 

“PAD-79-1.” 

“B-193022.” 

Oct. 1978. 

Includes bibliographies. 

@ltem 546-D (microfiche) 

pbk. 

1. Evaluation research (Social action programs) 
States — Social policy. 
Office. II. Title. 


2. United 
I. United States. General Accounting 


OCLC 4764917 





79-11542 
GA 1.13:PSAD-79-6 
United States. General Accounting Office. 

Better equipment maintenance and personnel training 
needed to improve firefighting capability on Navy ships : re- 
port / by the U.S. General Accounting Office. — 
[Washington] : General Accounting Office, 1979. 

iii, 12 p. ; 27 cm. 

“PSAD-79-6.” 

“B-163058.” 

Jan. 16, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Ships — Fires and fire prevention. 
Navy — Safety measures. I. Title. 


2. United States. 


OCLC 4765791 


79-11543 
GA 1.13:PSAD-79-8 
United States. General Accounting Office. 

Issues concerning Air Force KC-10A advanced 
tanker/cargo aircraft : report to the Congress / by the Comp- 
troller General of the United States. — [Washington] 
General Accounting Office, 1979. 

iv, 25 p.: ill. ; 27 cm. 

Cover title. 

“PSAD-79-8.” 

“B-163058.” 

Jan. 5, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Jet transports. 2. McDonnell Douglas DC-10 (Jet 
transports) 3. KC-135 (Tanker aircraft) 4. United States. 
Air Force. Strategic Air Command. I. Title. 


OCLC 4617976 


79-11544 
GA 1.13:PSAD-79-14 
United States. General Accounting Office. 
Financial status of major Federal acquisitions September 
30, 1978 : report to the Congress / by the Comptroller 
General of the United States. — Washington : General Ac- 
counting Office, 1979. 
108 p. ; 27 cm. 
“PSAD-79-14." 
“B-182956.” 
Chiefly tables. 
Jan. 11, 1979. 
@ltem 546-D (microfiche) 
pbk. 
1. United States — Appropriations and expenditures. 2. 
Government purchasing — United States. I. Title. 


OCLC 4617971 


79-11545 
GA 1.13:PSAD-79-16 
United States. General Accounting Office. 

The NAVSTAR global positioning system :.a program with 
many uncertainities : report to the Congress / by the Comp- 
troller General of the United States. — [Washington] 
General Accounting Office, 1979. 

iv, 22 p.: ill. ; 27 cm. 

“PSAD-79-16.” 

“B-163058.” 

Jan. 17, 1979. 


Government Publications — June 1979 


@ltem 546-D (microfiche) 

pbk. 

1. Artificial satellites in navigation. 
Force — Weapons systems. 


2. United States. Air 
3. Weapons systems. I. Title. 


OCLC 4629934 


79-11546 
GA 1,13:PSAD-79-22 
United States. General Accounting Office. 

Is the AV-8B Advanced Harrier aircraft ready for full-scale 
development? : report to the Congress / by the Comptroller 
General of the United States. — [Washington] : General Ac- 
counting Office, 1979. 

iv, 19 p.: ill. ; 27 cm. 

“PSAD-79-22.” 

“B-163058.” 

Jan. 30, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Airplanes, Military. I. Title. 


OCLC 4711266 


79-11547 
GA 1.15:974/ind. 
GA 1.15:975/ind. 
GA 1.15:976/ind. 
United States. General Accounting Office. 

Index to the GAO review. Washington, General Acounting 
Office. 

441 G St., NW, 20548 

23 cm. 

1974, 1975, and 1976. 

Annual. 

@ltem 544-A(rev.) 

:. Accounting — Periodicals — Indexes. 2. 
Public — United States — Accounting — Periodicals — In- 
dexes. 3. Government spending policy — United States — 
Periodicals — Indexes. I. Title. 


Finance, 


OCLC 4794778 


79-11548 
GA 1.16/2:978 
United States. General Accounting Office. 
General Accounting Office publications. (Washington, 
General Accounting Office] 
441 G St., NW, 20548 
23 cm. 
June 1978. 
Semiannual. 
@ltem 546-E 
ISSN 0161-6285 
Continues: List of GAO publications 
1. United States. General Accounting Office — Bibliog- 
raphy. 2. Accounting — Bibliography. 3. United States — 
Government publications — Bibliography. I. Title. 


OCLC 1088743 
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Assistant Public Printer — (Superintendent of Documents) Government Printing Office 


ASSISTANT PUBLIC PRINTER 
(Superintendent of Documents) 
Government Printing Office 
Washington, DC 20402 


79-11549 
GP 3.7/2:94/2 
Numerical lists and schedule of volumes of the reports and 
documents of Congress. Washington, U.S. Govt. Print. Off., 
Assistant Public Printer (Supt. of Docs.); for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 
20402 
24 cm. 
$2.10 
73d- Congress; 1933/34- 
94th Congress, 2d session, Jan. 19-Oct. 1, 1976 including 
serials 13130-1 to 13167. 
Annual. 
@ltem 553 
S/N 021-000-00085-0 
Continues in part: Index to the reports and documents of 
Congress with numerical lists and schedule of volumes 
1. United States. Congress — Bibliography. 2. United 
States — Government publications — Bibliography. I. United 
States. Superintendent of Documents. 


OCLC 1768667 


79-11550 
GP 3.8:979/supp. 
United States. Superintendent of Documents. 

Monthly catalog of United States government publications. 
Serials supplement. Washington, U. S. Govt. Print. Off., 
Assistant Public Printer (Supt. of Docs.); for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$2.50 (U.S.) $3.15 (foreign) 

1977- 

Annual. 

@ltem 557 

S/N 021-000-72013-5 

ISSN 0362-6830 

1. United States — Government publications — Periodicals 
— Indexes. 

Key Title: Monthly catalog of United States Government 
publications I. Title. 


OCLC 1642896 


79-11551 
GP 3.22/2:029/2 
United States. Superintendent of Documents. 
Navigation. — Washington : Government Printing Office, 
Superintendent of Documents, 1978. 
20402 
6 p. ; 26 cm. — (Subject bibliography SB ; 029) 
Sept. 7, 1978. 
@ltem 552-A 
S/N 021-029-00809-3 
pbk. 
1. Government publications — Bibliography. 
tion — Bibliography. I. Title. II. Series. 


2. Naviga- 


OCLC 4815925 
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79-11552 
GP 3.22/2:031/4 
United States. Superintendent of Documents. 

Department of Agriculture yearbooks. — Washington 
Government Printing Office, Superintendent of Documents, 
1978. 

20402 

3 p. ; 26cm. — (Subject bibliography SB ; 031) 

Nov. 29, 1978. 

@ltem 552-A 

S/N 021-031-00901-9 

pbk. 

1. Government publications — Bibliography. 2. United 
States. Dept. of Agriculture — Bibliography. 3. Agriculture 
— United States — Bibliography. I. Title. II. Series. 


OCLC 4818670 


79-11553 
GP 3.22/2:032/4 
United States. Superintendent of Documents. 
Oceanography. — Washington : Government Printing Of- 
fice, Superintendent of Documents, 1978. 
20402 
11 p. ; 26 cm. — (Subject bibliography SB ; 032) 
Nov. 22, 1978. 
@ltem 552-A 
S/N 021-032-00901-5 
pbk. 
1. Government publications — Bibliography. 
raphy — Bibliography. I. Title. II. Series. 


2. Oceanog- 


OCLC 4816246 


79-11554 
GP 3.22/2:064/5 
United States. Superintendent of Documents. 
Labor-management relations. — Washington : Government 
Printing Office, Superintendent of Documents, 1979. 
20402 
21 p. ; 26 cm. — (Subject bibliography SB ; 064) 
Feb. 14, 1979. 
@ltem 552-A 
S/N 021-064-00902-2 
pbk. 
1. Government publications — Bibliography. 2. Industrial 
relations — United States — Bibliography. I. Title. II. Se- 
ries. 


OCLC 4827724 


79-11555 
GP 3.22/2:076/4 
United States. Superintendent of Documents. 

Firefighting, prevention, and forest fires. — Washington : 
Government Printing Office, Superintendent of Documents, 
1978. 

20402 

10 p. ; 26 cm. — (Subject bibliography SB ; 076) 

Nov. 21, 1978. 

@ltem 552-A 

S/N 021-076-00902-1 

pbk. 

1. Governmemt publications — Bibliography. 2. 
fires — Prevention and 
prevention — Bibliography. 


Forest 
control — Bibliography. 3. Fire 
I. Title. II. Series. 


OCLC 4812956 





79-11556 
GP 3.22/2:082/4 
United States. Superintendent of Documents. 
Foreign languages. — Washington : Government Printing 
Office, Superintendent of Decuments, 1978. 
20402 
7 p. ; 26cm.— (Subject bibliography SB ; 082) 
Dec. 18, 1978. 
@ltem 552-A 
S/N 021-082-00901-2 
pbk. 
1. Government publications — Bibliography. 
— Study and teaching — Bibliography. I. Title. 


2. Languages 
Il. Series. 


OCLC 4818267 


79-11557 
GP 3.22/2:086/4 
United States. Superintendent of Documents. 
Trees and forest management. — Washington : Govern- 
ment Printing Office, Superintendent of Documents, 1978. 
20402 
15 p. ; 26 cm. — (Subject bibliography SB ; 086) 
Nov. 27, 1978. 
@ltem 552-A 
S/N 021-086-00902-6 
pbk. 
1. Government publications — Bibliography. 
Bibliography. 3. Forest 
Title. II. Series. 


2. Trees — 


management — Bibliography. I. 


OCLC 4827895 


79-11558 
GP 3.22/2:091/4 
United States. Superintendent of Documents. 

Courts and correctional institutions. — Washington 
Government Printing Office, Superintendent of Documents, 
1978. 

20402 

17 p. ; 26 cm. — (Subject bibliography SB ; 091) 

Nov. 20, 1978. 

@ltem 552-A 

S/N 021-091-00901-1 

pbk. 

1. Government publications — Bibliography. 2. Courts — 
United States — Bibliography. 3. Correctional institutions — 
United States — Bibliography. I. Title. II. Series. 


OCLC 4816084 


79-11559 
GP 3.22/2:096/4 
United States. Superintendent of Documents. 

Causes and prevention of violence. — Washington 
Government Printing Office, Superintendent of Documents, 
1979. 

20402 

12 p. ; 26 cm. — (Subject bibliography SB ; 096) 

Jan. 12, 1979. 

@ltem 552-A 

S/N 021-096-00902-1 

pbk. 

1. Government publications — Bibliography. 
— Bibliography. 3. Violence — Bibliography. I. 
Series. 


2. Terrorism 
Title. IL. 


OCLC 4815713 
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79-11560 
GP 3.22/2:098/4 
United States. Superintendent of Documents. 
Military history. — Washington : Government Printing Of- 
fice, Superintendent of Documents, 1979. 
20402 
36 p. ; 26 cm. — (Subject bibliography SB ; 098) 
Jan. 3, 1979. 
@ltem 552-A 
S/N 021-098-00901-6 
pbk. 
1. Government publications — Bibliography. 2. Military 
history — Bibliography. 3. United States — History, Military 
— Bibliography. I. Title. II. Series. 


OCLC 4802355 


79-11561 
GP 3.22/2:108/4 
United States. Superintendent of Documents. 
Workers’ compensation. — Washington Government 
Printing Office, Superintendent of Documents, 1979. 
20402 
3 p. ; 26cm. — (Subject bibliography SB ; 108) 
Feb. 28, 1979. 
@ltem 552-A 
S/N 021-108-00903-8 
pbk. 
1. Government 
men’s compensation — United 
Title. II. Series. 


publications — Bibliography. 2. Work- 
States — Bibliography. I. 


OCLC 4827843 


79-11562 
GP 3.22/2:115/4 
United States. Superintendent of Documents. 
Astronomy and astrophysics. — Washington : Government 
Printing Office, Superintendent of Documents, 1979. 
20402 
12 p. ; 26cm. — (Subject bibliography SB ; 115) 
Jan. 12, 1979. 
@ltem 552-A 
S/N 021-115-00901-8 
pbk. 
1. Government publications — Bibliography. 2. Astrono- 
my — Bibliography. 3. Astrophysics — Bibliography. I. 
Title. Il. Series. 


OCLC 4818511 


79-11563 
GP 3.22/2:119/4 
United States. Superintendent of Documents. 
Hospitals. — Washington : Government Printing Office, Su- 
perintendent of Documents, 1979. 
20402 
8 p. ; 26cm. — (Subject bibliography SB ; 119) 
Jan. 18, 1979. 
@ltem 552-A 
S/N 021-119-00901-3 
pbk. 
1. Government publications — Bibliography. 2. Hospitals 
— United States — Bibliography. I. Title. II. Series. 


OCLC 4812486 
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79-11564 
GP 3.22/2:132/4 
United States. Superintendent of Documents. 
Engineering. — Washington : Government Printing Office, 
Superintendent of Documents, 1979. 
20402 
32 p. ; 26 cm. — (Subject bibliography SB ; 132) 
Jan. 9, 1979. 
@ltem 552-A 
S/N 021-132-00902-8 
pbk. 
1. Government publications — Bibliography. 
ing — Bibliography. I. Title. II. Series. 


2. Engineer- 


OCLC 4812524 


79-11565 
GP 3.22/2:146/4 
United States. Superintendent of Documents. 
Census of manufactures. — Washington Government 
Printing Office, Superintendent of Documents, 1979. 
20402 
8 p. ; 26 cm. — (Subject bibliography SB ; 146) 
Nov. 28, 1978. 
@ltem 552-A 
S/N 021-146-00902-9 
pbk. 
1. Government publications — Bibliography. 
tures — Bibliography. 
Bibliography. I. Title. 


2. Manufac- 
3. United States — Manufactures — 
II. Series. 


OCLC 4818774 


79-11566 
GP 3.22/2:150/4 
United States. Superintendent of Documents. 
Library science. — Washington : Government Printing Of- 
fice, Superintendent of Documents, 1979. 
20402 
9 p. ; 26cm. — (Subject bibliography SB ; 150) 
Jan. 15, 1979. 
@ltem 552-A 
S/N 021-150-00901-8 
pbk. 
1. Government publications — Bibliography. 
science — Bibliography. I. Title. II. Series. 


2. Library 


OCLC 4818157 


79-11567 
GP 3.22/2:163/4 
United States. Superintendent of Documents. 
Drug education. — Washington : Government Printing Of- 
fice, Superintendent of Documents, 1979. 
20402 
15 p. ; 26 cm. — (Subject bibliography SB ; 163) 
Jan. 11, 1979. 
@ltem 552-A 
S/N 021-163-00901-2 
pbk. 
1. Government publications — Bibliography. 2. Drug 
abuse — Study and teaching — United States — Bibliography. 
I. Title. Il. Series. 


OCLC 4818430 
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79-11568 
GP 3.22/2:166/4 
United States. Superintendent of Documents. 
Area handbooks. — Washington : Government Printing Of- 
fice, Superintendent of Documents, 1979. 
20402 
6 p. ; 26cm. — (Subject bibliography SB ; 166) 
Jan. 10, 1979. 
@ltem 552-A 
S/N 021-166-00901-1 
pbk. 
1. Government 
raphy — Bibliography. 


publications — Bibliography. 2. 
I. Title. II. Series. 


Geog- 


OCLC 4818198 


79-11569 
GP 3.22/2:168/5 
United States. Superintendent of Documents. 

Rural Electrification Administration (REA) forms and bul- 
letins. — Washington : Government Printing Office, Superin- 
tendent of Documents, 1979. 

20402 

3 p. ; 26cm. — (Subject bibliography SB ; 168) 

Issued Jan. 17, 1978. 

@ltem 552-A 

S/N 021-168-00901-4 

pbk. 

1. United States. Rural Electrification Administration. 2. 
Government publications — Bibliography. I. Title. II. Se- 
ries. 


OCLC 4802404 


79-11570 
GP 3.22/2:178/4 
United States. Superintendent of Documents. 

National Bureau of Standards product standards. — 
Washington : Government Printing Office, Superintendent of 
Documents, 1979. 

20402 

3 p. ; 26cm. — (Subject bibliography SB ; 178) 

Jan. 11, 1979. 

@ltem 552-A 

S/N 021-178-00901-0 

pbk. 

1. Government publications — Bibliography. 2. United 
States. National Bureau of Standards — Bibliography. I. 
Title. Il. Series. 


OCLC 4815764 


79-11571 
GP 3.22/2:180/3 
United States. Superintendent of Documents. 
National electric rate books. — Washington : Government 
Printing Office, Superintendent of Documents. 1979. 
20402 
3 p. ; 26cm. — (Subject bibliography SB ; 180) 
Feb. 16, 1979. 
@ltem 552-A 
S/N 021-180-00902-2 
pbk. 
1. Government publications — Bibliography. 
utilities — United States — Rates — Bibliography. 
II. Series. 


2. Electric 
I. Title. 


OCLC 4812817 
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79-11572 79-11576 
GP 3.22/2:183/4 


United States. Superintendent of Documents. 


GP 3.22/2:207/3 
United States. Superintendent of Documents. 


Surveying and mapping. — Washington Government 
Printing Office, Superintendent of Documents, 1979. 

20402 

3 p. ; 26 cm. — (Subject bibliography SB ; 183) 

Jan. 2, 1979. 

@ltem 552-A 

S/N 021-183-00901-3 

pbk. 


Civil rights and equal opportunity. — Washington : Govern- 


ment Printing Office, Superintendent of Documents, 1979. 


20402 

21 p. ; 26 cm. — (Subject bibliography SB ; 207) 
Feb. 12, 1979. 

@ltem 552-A 

S/N 021-207-00903-6 

pbk. 


1. Government publications — Bibliography. 2. Civil 
rights — United States — Bibliography. 3. Discrimination in 
employment — United States — Bibliography. I. Title. I. 
Series. 


1. Government publications — Bibliography. 2. Surveying 
— Bibliography. 3. Cartography — Bibliography. I. Title. 
II. Series. 


OCLC 4816313 
79-11573 


OCLC 4827765 


GP 3.22/2:194/4 79-11577 
United States. Superintendent of Documents. 
Internal Revenue Service tax information publications. — 


Washington : Government Printing Office, Superintendent of Adult education. — Washington : Government Printing Of- 
Documents, 1979. fice, Superintendent of Documents, 1979. 


20402 20402 

5 p. ; 26 cm. — (Subject bibliography SB ; 194) 7 p. ; 26cm. — (Subject bibliography SB ; 214) 

Jan. 30, 1979. Jan. 25, 1979. 

@ltem 552-A @ltem 552-A 

S/N 021-194-00902-3 S/N 021-214-00901-6 

pbk. pm. ee “— 

1. United States. Internal Revenue Service — Bibliography. I. Government publications 6 Bibliography. 2. Adult 
2. Government publications — Bibliography. 3. Income tax education — United States — Bibliography. I. Title. Il. Se- 
— United States — Bibliography. I. Title. II. Series. a 


GP 3.22/2:214/3 
United States. Superintendent of Documents. 


OCLC 4816343 OCLC 4815891 


79-11578 
—_— GP 3.22/2:222/2 
United States. Superintendent of Documents. 
NASA educational publications. — Washington : Govern- 
ment Printing Office, Superintendent of Documents, 1978. 
20402 
9 p. ; 26cm. — (Subject bibliography SB ; 222) 
Nov. 16, 1978. 


GP 3.22/2:195/4 
United States. Superintendent of Documents. 
Taxes and taxation. — Washington : Government Printing 
Office, Superintendent of Documents, 1979. 
20402 
20 p. ; 26 cm. — (Subject bibliography SB ; 195) 


Feb. 15, 1979. @ltem 552-A 


Gttom 552-A S/N 021-222-00901-9 
S/N 021-195-00902-0 a. 


pbk. 1. 
1. Government publications — Bibliography. 2. Taxation 
— United States — Bibliography. I. Title. II. Series. 


Government publications — Bibliography. 2. Outer 
space — Exploration — Bibliography. 3. United States. Na- 
tional Aeronautics and Space Administration — Bibliography. 


I. Title. Il. Series. 
OCLC 4812697 


79-11575 OCLC 4815676 
GP 3.22/2:196/3 
United States. Superintendent of Documents. 
Elementary education. — Washington : Government Print- United States. Superintendent of Documents. 
ing Office, Superintendent of Documents, 1979. Physical fitness. — Washington : Government Printing Of- 


20402 fice, Superintendent of Documents, 1979. 


79-11579 
GP 3.22/2:239/3 


9 p. ; 26 cm. — (Subject bibliography SB ; 196) 

Feb. 6, 1979. 

@ltem 552-A 

S/N 021-196-00902-6 

pbk. 

1. Government publications — Bibliography. 2. Educa- 
tion, Primary — United States — Bibliography. I. Title. II. 
Series. 


OCLC 4827389 


20402 

3 p. ; 26cm. — (Subject bibliography SB ; 239) 

Feb. 1, 1979. 

@ltem 552-A 

S/N 021-239-00902-7 

pbk. 

1. Government publications — Bibliography. 2. Physical 


fitness — Bibliography. I. Title. Il. Series. 


OCLC 4816177 
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79-11580 
GP 3.22/2:243/3 
United States. Superintendent of Documents. 
Science experiments and projects. — Washington : Govern- 
ment Printing Office, Superintendent of Documents, 1978. 
20402 
8 p. ; 26 cm. — (Subject bibliography SB ; 243) 
Nov. 20, 1978. 
@ltem 552-A 
S/N 021-243-00901-6 
pbk. 
1. Government publications — Bibliography. 2. Research 
— United States — Bibliography. I. Title. II. Series. 


OCLC 4815963 


79-11581 
GP 3.22/2:246/4 
United States. Superintendent of Documents. 
Alcohol, tobacco, and firearms. — Washington : Govern- 
ment Printing Office, Superintendent of Documents, 1978. 
20402 
6 p. ; 26 cm. — (Subject bibliography SB ; 246) 
Nov. 20, 1978. 
@ltem 552-A 
S/N 021-246-00902-3 
pbk. 
1. Government publications — Bibliography. 
— Bibliography. 3. Firearms — Bibliography. 
— Bibliography. I. Title. II. Series. 


2. Alcohol 
4. Tobacco 


OCLC 4815602 


79-11582 
GP 3.22/2:259/3 
United States. Superintendent of Documents. 
Subversive activities. — Washington : Government Printing 
Office, Superintendent of Documents, 1978. 
20402 
5 p. ; 26 cm. — (Subject bibliography SB ; 259) 
Nov. 20, 1978. 
@ltem 552-A 
S/N 021-259-00903-6 
pbk. 
1. Government publications — Bibliography. 
sive activities — United States — Bibliography. 
Series. 


2. Subver- 
I. Title. Ul. 


OCLC 4827358 


79-11583 
GP 3.22/2:275/3 
United States. Superintendent of Documents. 
Foreign investments. — Washington : Government Printing 
Office, Superintendent of Documents, 1979. 
20402 
6 p. ; 26 cm. — (Subject bibliography SB ; 275) 
Jan. 15, 1979. 
@ltem 552-A 
S/N 021-275-00901-5 
pbk. 
1. Government publications — Bibliography. 2. 
ments, Foreign — Bibliography. I. Title. II. Series. 


Invest- 


OCLC 4812877 
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79-11584 
GP 3.22/2:276/3 
United States. Superintendent of Documents. 
Home economics. — Washington : Government Printing 
Office, Superintendent of Documents, 1978. 
20402 
28 p. ; 26 cm. — (Subject bibliography SB ; 276) 
Nov. 27, 1978. 
@ltem 552-A 
S/N 021-276-00902-0 
pbk. 
1. Government publications — Bibliography. 2. Consumer 
education — Bibliography. 3. Home economics — Bibliog- 
raphy. I. Title. II. Series. 


OCLC 4812657 


79-11585 
GP 3.22/2:278/3 
United States. Superintendent of Documents. 
Canada. — Washington : Government Printing Office, Su- 
perintendent of Documents, 1979. 
20402 
7 p. ; 26cm. — (Subject bibliography SB ; 278) 
Feb. 2, 1979. 
@ltem 552-A 
S/N 021-278-00902-2 
pbk. 
1. Government publications — Bibliography. 
Bibliograph y. I. Title. II. Series. 


2. Canada — 


OCLC 4802481 


79-11586 
GP 3.22/2:282/2 
United States. Superintendent of Documents. 

Congressional Budget Office publications. — Washington : 
Government Printing Office, Superintendent of Documents, 
1978. 

20402 

14 p. ; 26 cm. — (Subject bibliography SB ; 282) 

Nov. 29, 1978. 

@ltem 552-A 

S/N 021-282-00903-8 

pbk. 

1. United States. Congressional Budget Office — Bibliog- 
raphy. 2. Government publications — Bibliography. I. 
Title. II. Series. 


OCLC 4828739 


GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


79-11587 
GS 1.1:978 
United States. General Services Administration. 
General Services Administration annual report. Washing- 
ton, General Services Administration. 
18th and F St., NW, 20405 
26 cm. 
1978. 
@ltem 558 
ISSN 0190-2830 
Continues: Administrator’s annual report - General Ser- 
vices Administration (OCoLC)1266019 





1. United States. General Services Administration. 2. 
Government purchasing — United States — Periodicals. 3. 
United States — Government property — Periodicals. 

Key Title: General Services Administration annual report 
I. Title. 


OCLC 1266047 


79-11588 
GS 1.2:So 8 
Soviet-American glossary Amerikano-Sovetskiy __ ter- 
minologichesiy slovar’.— [Washington] : General Services 
Administration : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 
20405 
94 p.: ill. ; 23 cm. 
S/N 022-000-00175-2 
pbk. : $2.40 
1. English language — Glossaries, vocabularies, etc. 2. 
Russian language — Glossaries, vocabularies, etc. 3. Build- 
ing — United States — Terminology. 4. Building — Russia — 
Terminology. I. United States. General Services Administra- 
tion. II. Title: Amerikano-Sovetskiy terminologicheskiy 
slovar’. 


OCLC 4783156 


79-11589 
GS 1.15:977 
United States. General Services Administration. 

Summary report of real property owned by the United 
States throughout the world. [Washington] General Services 
Administration, Office of Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$2.30 

Title varies slightly. 

1977. 

@ltem 559-A 

S/N 022-000-00164-7 

ISSN 0145-4595 

Continues: Inventory report on real property owned by the 
United States throughout the world 

Related records: Summary report of real property leased to 
the United States throughout the world 

1. United States — Public buildings — Statistics — Periodi- 
cals. 2. United States — Public lands — Statistics — Periodi- 
cals. 

Key Title: Summary report on real property owned by the 
United States throughout the world I. Title. 

JK1613.A245 
333.1/0973 
OCLC 2739273 


79-11590 
GS 1.15/2:977 
United States. General Services Administration. 

Summary report of real property leased to the United 
States throughout the world. [Washington] General Services 
Administration, Office of Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 24 cm. 

$2.00 

1977- 

1977. 

Annual. 

@ltem 559-A 
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S/N 022-000-00 166-3 

Continues: Real property leased to the United States 
throughout the world; inventory report 

Related records: Summary report on real property owned 
by the United States throughout the world ISSN 0145-4595 

1. United States — Government property — Statistics — 
Periodicals. 2. United States — Public buildings — Statistics 
— Periodicals. 3. United States — Public lands — Statistics 
— Periodicals. I. Title. 


OCLC 4624120 


FEDERAL SUPPLY SERVICE 
General Services Administration 
Washington, DC 20405 


79-11591 
GS 2.7/5:978 
United States. Federal Supply Service. 

Federal supply schedule program guide. — Washington 
General Services Administration, Federal Supply Service, 
1978. 

20406 

147 p.: ill. ; 28 cm 

July 1978. 

@ltem 564-B 

pbk. 

1. Government purchasing — United States. 2. 
contracts — United States. I. Title. 


Public 


OCLC 4816401 


NATIONAL ARCHIVES AND RECORDS 
SERVICE 
General Services Administration 
Washington, DC 20403 


79-11592 
GS 4.17/5:977 
National Audiovisual Center. 

Select list - National Audiovisual Center. Washington, 
General Services Administration, National Archives and 
Records Service, National Audiovisual Center. 

20409 

28 cm. 

Sept. 1977 

@ltem 569-C-1 

1. National Audiovisual Center — Bibliography 
visual materials — Catalogs. I. Title. 


2. Audio- 


OCLC 4849197 


79-11593 
GS 4.18:76 
Guides To German records microfilmed at Alexandria, Va. 
Washington, General Services Administration, National 
Archives and Records Service 

8th St. and Pennsylvania Ave., NW, 20408 

no. 1l- 1958- 

No. 1-40 prepared by the Committee for the study of war 
documents of the American Historical Association, in 
cooperation with the National Archives and the Dept. of the 
Army. 

1978. 

Includes index. 

CONTENTS: No. 76. Records of German field commands: 
divisions, pt. XV. 

@ltem 570-C 
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National Archives and Records Service — General Services Administration 


1. Archives — Germany — Inventions, calendars, etc. 2. 
Germany — History — 1933-1945 — Sources — Bibliography. 
I. United States. National Archives and Records Service. 


OCLC 2257318 


FEDERAL REGISTER OFFICE 
General Services Administration 
Washington, DC 20408 


Code of Federal regulations may be purchased from the Supt. 
of Docs. for $400.00 a year, $500.00 additional for foreign 
mailing. 


79-11594 
GS 4.108:ind./978 
United States. Office of the Federal Register. 

Code of Federal regulations. CFR index and finding aids. 
[Washington] General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$5.00 

1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... with ancillaries. 

Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-93549-5 

1. United States. Office of the Federal Register. Code of 
Federal regulations — Indexes. 2. Administrative law — 
United States — Indexes. I. Title. 


OCLC 2786662 


79-11595 
GS 4.108:29/pt.500-1899/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 29. Labor. 
[Washington] General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$6.25 

Parts 500-1899, 1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... with ancillaries. 

Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-935 10-0 

1. Labor laws and legislation — United States — Periodi- 
cals. I. Title. 


OCLC 2786662 


79-11596 
GS 4.108:29/pt.1900-1919/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 29. Labor. 
[Washington] General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$7.00 
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Parts 1900-1919, 1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... with ancillaries. 

Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-93511-8 

1. Labor laws and legislation — United States — Periodi- 
cals. I. Title. 


OCLC 2786662 


79-11597 
GS 4.108:29/pt.1920-end/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 29. Labor. 
[Washington] General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$5.25 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... with ancillaries. 

Part 1920-end, 1978. 

Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-935 12-6 

1. Labor laws and legislation — United States — Periodi- 
cals. I. Title. 


OCLC 2786662 


79-11598 
GS 4.108:32 A/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 32A. National defense, 
appendix. [Washington] General Services Administration, 
National Archives and Records Service, Office of the Federal 
Register; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$4.00 

1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 

.. with ancillaries. 

Revised annualiy as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-93526-6 

1. United States — Defenses — Periodicals. I. Title. 


OCLC 2786662 


79-11599 
GS 4.108:32/pt.400-589/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 32. National defense. 
[Washington] General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$4.50 

Parts 400-589, 1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... with ancillaries. 





Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-935 19-3 

1. United States. Dept. of the Army — Rules and practice. 
2. United States — Defenses — Periodicals. I. Title. 


OCLC 2786662 


79-11600 
GS 4.108:32/pt.590-699/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 32. National defense. 
[Washington] General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$4.50 

Parts 590-699, 1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... with ancillaries. 

Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-93520-7 

1. United States — Defenses — Periodicals. I. Title. 


OCLC 2786662 


79-11601 
GS 4.108:32/pt.700-799/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 32. National defense. 
[Washington] General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$6.00 

Parts 700-799, 1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
.. with ancillaries. 

Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-93521-5 

1. United States. Navy Dept.— Rules and practice. 2. 
United States — Defenses — Periodicals. I. Title. 


OCLC 2786662 


79-11602 
GS 4.108:32/pt.800-999/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 32. National defense. 
[Washington] General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$5.50 

Part 800-999, 1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... with ancillaries. 

Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-93522-3 
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1. United States. Dept. of the Air Force — Rules and prac- 
tice. 2. *00 United States — Defenses — Periodicals. I. 
Title. 


OCLC 2786662 


79-11603 
GS 4.108:33/pt.200-end/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 33. Navigation and 
navigable waters. [Washington] General Services Administra- 
tion, National Archives and Records Service, Office of the 
Federal Register; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

ill. 24 cm. 

$5.75 

Part 200-end, 1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... with ancillaries. 

Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-93528-2 

1. United States. Army. Corps of Engineers — Rules and 
practice. 2. St. Lawrence Seaway Development Corporation 
— Rules and practice. 3. Inland navigation—Law and 
legislation — United States — Periodicals. 4. Maritime law 
— United States — Periodicals. I. Title. 


OCLC 2786662 


79-11604 
GS 4.108:35/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 35. Panama Canal. 
[Washington] General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 24 cm. 

$4.75 

1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 

.. with ancillaries. 

Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-93530-4 

1. Panama Canal. I. Title. 


OCLC 2786662 


79-11605 
GS 4.108:36/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 36. Parks, forests, and 
public property. [Washington] General Services Administra- 
tion, National Archives and Records Service, Office of the 
Federal Register; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

ill. 24 cm. 

$5.00 

1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... with ancillaries. 

Revised annually as of July 1. 
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Federal Register Office — General Services Administration 


@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-93531-2 

1. National parks and reserves — United States — Periodi- 
cals. 2. Forestry law and legislation— United States — 
Periodicals. 3. Public institutions — Law and legislation — 
United States — Periodicals. I. Title. 


OCLC 2786662 


79-11606 
GS 4.108:40/pt.0-49/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 40. Protection of en- 
vironment. [Washington] General Services Administration, 
National Archives and Records Service, Office of the Federal 
Register; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$4.75 

Parts 0-49, 1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
... with ancillaries. 

Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-93535-5 

1. United States. Environmental Protection Agency — 
Rules and practice. 2. Environmental law — United States 
— Periodicals. I. Title. 


OCLC 2786662 


79-11607 
GS 4.108:40/pt.100-399/978 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 40. Protection of en- 
vironment. [Washington] General Services Administration, 
National Archives and Records Service, Office of the Federal 
Register; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$5.50 

Parts 100-399, 1978. 

Special edition of the Federal Register, containing a codifi- 
cation of documents of general applicability and future effect 
.. with ancillaries. 

Revised annually as of July 1. 

@ltem 572-B, 572-C (Microfiche) 

S/N 022-003-93538-0 

1. Environmental law — United States — Periodicals. I. 
Title. 


OCLC 2786662 


79-11608 
GS 4.108:49/pt.100-199/977/errata 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 49. Transportation 
[errata]. Washington, General Services Administration, Na- 
tional Archives and Records Service, Office of the Federal 
Register. 

20405 

24 cm. 

Inserts pages 134a and 134b to the Code of Federal regu- 
lations, Title 49, Transportation, parts 100-199, revised Oct 
1., 1977. 

@liem 572 
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1. Transportation — Law and legislation — United States. 
I. Title. 


OCLC 2786662 


79-11609 
GS 4.113/3:961-77 
United States. President. 

Codification of Presidential proclamations and executive 
orders. [Washington] General Services Administration, Na- 
tional Archives and Records Service, Office of the Federal 
Register; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 24 cm. 

$6.50 

Jan. 20, 1961/Jan. 20, 1977- 

Jan. 20, 1961/Jan. 20, 1977. 

Annual. 

@ltem 574-A 

S/N 022-002-00060-1 

1. Executive orders— United States — Periodicals. 2. 
Presidents — United States — Archives — Periodicals. 3. 
United States — Proclamations — Periodicals. I. United 
States. Office of the Federal Register. II. Title. 


OCLC 4826797 


HEALTH, EDUCATION, AND WELFARE 
DEPT. 
Washington, DC 20201 


79-11610 
HE 1.2:El 2/976-77/v.1-2 
United States. Dept. of Health, Education, and Welfare. Office 
for Civil Rights. 

Directory of elementary and secondary school districts, 
and schools in selected school districts : school year 1976- 
1977. — [Washington] : Dept. of Health, Education, and 
Welfare, Office for Civil Rights, 1979. 

20201 

2 v. (xvi, 1955 p.) ; 28 cm. 

Research conducted by Opportunity Systems, Inc., and 
DBS Corporation, under contract HEW-100-76-0199. 

@ltem 445 

pbk. 

1. School districts — United States — Directories. 
schools — United States — Directories. 3. 
schools — United States — Directories. I. Title. 


2. High 
Elementary 


OCLC 4846528 


79-11611 
HE 1.28:979 
United States. Dept. of Health, Education and Welfare. 
Telephone directory - Department of Health, Education 
and Welfare. Washington, Dept. of Health, Education, and 
Welfare; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
26 cm. 
$4.00 
Spring 1979. 
@ltem 444-H 
S/N 017-000-00217-1 
1. United States. Dept. of Health, Education, and Welfare 
— Directories — Telephone. I. Title. 


OCLC 2662028 





79-11612 


HE 1.54:10-11 
Block, A. Harvey. 

Developing a client based feedback system for improving 
human service programs / A. Harvey Block, David Richard- 
son, Jr. — [Rockville, Md. : Dept. of Health, Education, and 
Welfare, Office of the Secretary, Office of Assistant Secreta- 
ry for Planning and Evaluation], Project Share, 1979. 

20852 

102 p. in various pagings ; 27 cm.— (Human services 
monograph series ; no. 10) (Human services monograph se- 
ries ; no. 11) (DHEW publication ; no. (OS) 76-130) 

On cover: The Mock County experience. 

February 1979. 

@ltem 444-K-3 

pbk. 

1. Social work administration. 2. Social service — Infor- 
mation services. I. Richardson, David, 1948- II. Project 
Share. Ill. Title. IV. Series. V. Series. VI. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (OS) 76-130. 


OCLC 4769843 


SOCIAL SECURITY ADMINISTRATION 
Health, Education, and Welfare Dept. 


Baltimore, MD 21235 


79-11613 


HE 3.2:B 43/6/977 

Social Security beneficiaries in metropolitan areas. Washington, 
Dept. of Health, Education, and Welfare, Social Security Ad- 
ministration, Office of Research and Statistics; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

30 cm. (DHEW publication ; no. (SSA) 79-1129) 

$2.30 

1973- 

1977. 

Annual. 

@ltem 516 

S/N 017-070-003 16-8 

ISSN 0163-3554 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (SSA) 

1. Social security — United States — Statistics — Periodi- 
cals. 2. Social Security— U. S.— statistics. I. United 
States. Social Security Administration. Office of Research 
and Statistics. II. Series: United States. Dept. of Health, 
Education, and Welfare. DHEW publication ; no. (SSA) 79- 
11929. [DNLM 1. Social Security — U. S. — statistics.] 


OCLC 4302649 


Government Publications — June 1979 


79-11614 


HE 3.2:St 2 


United States. Office of Family Assistance. 


Characteristics of state plans for aid to families with de- 
pendent children under the Social security act title IV-A : 
and for Guam, Puerto Rico, & Virgin Islands; old age 
assistance, aid to the blind, aid to the permanently & totally 
disabled, under titles 1, X, XIV, and XVI (AABD) of the So- 
cial security act. — 1978 ed. — Washington : Dept. of Health, 
Education, and Welfare, Social Security Administration, Of- 
fice of Family Assistance : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

xiv, 238 p. ; 30 cm.— (DHEW publication ; no. (SSA) 
78-21235) 

“Characteristics series, data as of April 1978." 

On cover: Need, eligibility, administration. 

Editors: Catherine M. Miller, Elizabeth H. Chief. 

@ltem 516 

S/N 017-070-00315-0 

pbk. : $5.00 

1. Child welfare — United States— States. 2. Social 
security — United States. I. Miller, Catherine M. II. Chief, 
Elizabeth H. Ill. Title. IV. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no 
(SSA) 78-21235. 


OCLC 4816562 


79-11615 


HE 3.6/3:So 1/3/978 


United States. Social Security Administration. 


Social security handbook : retirement insurance, survivors 
insurance, disability insurance, health insurance, supplemen 
tal security income, black lung benefits.— 6th ed. — 
(Baltimore, Md.] : Dept. of Health, Education, and Welfare, 
Social Security Administration ; Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

v. 525 p. ; 24 cm. — (DHEW publication ; no. (SSA) 77 
10135) 

July 1978. 

@ltem 516-C 

S/N 017-070-00299-4 

pbk. : $4.75 

1. Insurance, Social. 2. Retirement income. 3. Aged. I. 
Title. Il. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication ; no. (SSA) 77-10135. 


OCLC 4846297 


SOCIAL AND REHABILITATION SERVICE 
Health, Education, and Welfare Dept. 
Washington, DC 20201 


79-11616 


HE 17.19/2:972 


United States. Social and Rehabilitation Service. Division of 


Finance. 

Source of funds expended for public assistance payments 
Washington, Dept. of Health, Education, and Welfare, Social 
and Rehabilitation Service, Office of Financial Management, 
Division of Finance. 

20201 

27 cm. (DHEW publication ; no. (SRS) 73-04004) 

1971/72- 

Chiefly tables. 

Report covers fiscal year 1972. 
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Social and Rehabilitation Service — Health, Education, and Welfare Dept. 


Continues: Source of funds expended for public assistance 
payments and for the cost of administration, services, and 
training, fiscal year, ISSN 0145-1618, issued by: National 
Center for Social Statistics. 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication 

1. Public welfare — United States — Finance — Periodicals. 
I. Title. II. Series: United States. Dept. of Health, Educa- 
tion, and Welfare. DHEW publication ; no. (SRS) 73-04004. 


OCLC 4829253 


EDUCATION OFFICE 
Health, Education, and Welfare Dept. 
Washington, DC 20202 


79-11617 
HE 19.102:C 18/6/978 
Profiles of career education projects; supported under sections 

402 and 406 of the Education amendments of 1974 (Public 
Law 93-380). Washington, Dept. of Health, Education, and 
Welfare, [Education Division], Office of Education, Office of 
Career Education; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

28 cm. 

$4.75 

Vol. for 1975/76 prepared for Office of Career Education, 
U.S. Office of Education by Pacific Consultants; 1976/77- by 
Thomas Buffington & Associates. 

“A project conducted under 300-78-0237.” 

Fourth year’s program covering fiscal year 1978 funding. 

@ltem 461 (rev. 1965) : 

S/N 017-080-01987-6 

1. Career education— United States — Periodicals. 2. 
Career education — United States — States — Periodicals. I. 
United States. Office of Career Education. II. Thomas 
Buffington & Associates. 


OCLC 4155582 


79-11618 
HE 19.102:C 41 
United States. Office of Education. 

A check list for evaluating materials. — [Washington] : 
Dept. of Health, Education, and Welfare, Education Divi- 
sion], Office of Education, 1979. 

20202 

[6] p. ; 22 cm. 

Performed to a contract no. 300760460 with the Office of 
Education, U.S. Dept. of Health, Education, and Welfare. 

@ltem 461 (Rev. 1965) 

pbk. 

1. Sexism. 


2. Sex discrimination. I. Title. 


OCLC 4752980 


79-11619 
HE 19.102:F 11 
United States. Bureau of Higher and Continuing Education. 
Factbook - Bureau of Higher and Continuing Education. 
[ Washington, Dept. of Health, Education, and Welfare, Edu- 
cation Division, Office of Education], Bureau of Higher and 
Continuing Education. 
7th and D Sts., SW, 20202 
27 cm. 
“Summary of program information through fiscal year 
1978.” 
“Prepared by BHCE Planning Staff.” 
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@ltem 461 (Rev.1965) 

1. United States. Bureau of Higher and Continuing Educa- 
tion. 2. Federal aid to higher education — United States — 
Periodicals. I. Title. 


OCLC 4828669 


79-11620 
HE 19.102:St 2 
State/city list of lenders. [Washington, Dept. of Health, Educa- 
tion, and Welfare, Education Division], Office of Education, 
Bureau of Student Financial Assistance. 
7th and D St., SW, 20202 
20 x 27 cm. 
Jan. 1979. 
Semiannual. 
@ltem 461(rev.1965) 
1. Student loan funds — United States — Directories. I. 
United States. Office of Education. Bureau of Student Finan- 
cial Assistance. 


OCLC 4822956 


79-11621 
HE 19.102:T 78 
Matthews, Martha. 

Try it, you'll like it! : a student’s introduction to nonsexist 
vocational education / Martha Matthews, Shirley McCune, 
Resource Center on Sex Roles in Education, National Foun- 
dation for the Improvement of Education. — [Washington] : 
Dept. of Health, Education, and Welfare, [Education Divi- 
sion], Office of Education, 1978. 

20202 

57 p. : ill. ; 26 cm. — (DHEW publication ; no. (OE) 78- 
09004) 

Prepared under Contract no. 300-76-0426 for the Bureau 
of Occupational and Adult Education. 

Information incorrect in publication as to sale by Supt. of 
Docs. 

@ltem 461 (Rev. 1965) 

pbk. 

1. Vocational education. 2. Sex discrimination in educa- 
tion. I. McCune, Shirley, joint author. II. United States. 
Office of Education. III. National Foundation for the Im- 
provement of Education. Resource Center on Sex Roles in 
Education. IV. Title. V. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(OE) 78-09004. 


OCLC 4401374 


79-11622 
HE 19.120:41 
Research relating to children; bulletin. Urbana, Ill., ERIC 
Clearinghouse on Early Childhood Education; Washington, 
for sale by the Supt. of Docs, U.S. Govt. Print. Off. 

20402 

26 cm. 

$4.25 

no. 1- 1949- 

Bulletin -26, -Jan./May 1970, issued by Clearinghouse for 
Research in Child Life; bulletin 27- June 1970/Feb. 1971- is- 
sued by ERIC Clearinghouse on Early Childhood Education 
pursuant to contract OCD-CB-02 with the Children’s Bureau, 
Dept. of Health, Education, and Welfare. 

Bulletin 41, Mar.-Aug. 1978. 

Supplements accompany some numbers. 

@ltem 453-A 

S/N 017-080-01982-5 





1. Children — Research — United States — Periodicals. I. 
ERIC Clearinghouse on Early Childhood Education. II. 
United States. Children’s Bureau. 


OCLC 2469477 


79-11623 


HE 19.128:W 84/3 
Wehren, Aileen. 

Resources in women’s educational equity : non-print media 
and materials / Aileen Wehren, Educational Testing Service. 
— [Washington] : Dept. of Health, Education and Welfare, 
[Education Division], Office of Education : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20202 

243 p. ; 28 cm. 

February 1978. 

@ltem 455-D 

S/N 017-080-01836-5 

pbk. : $4.25 

1. Education of women— Audio-visual materials — 
Catalogs. 2. Discrimination in education — Audio-visual 
materials — Catalogs. I. United States. Office of Education. 
II. Educational Testing Service. III. Title. 


OCLC 4413825 


79-11624 


HE 19.142:978 
Clearinghouse Adell. 

Clearinghouse Adell’s catalog of adult education projects. 
Rockville, Md., Dept. of Health, Education, and Welfare, 
[Education Division], Office of Education, [Bureau of Occu- 
pational and Adult Education, Division of Adult Education], 
Clearinghouse Adell; Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$6.25 

Vols. for 1977/78- developed by Informatics Inc. under 
contract no. 300-77-0483. 

“Funded under the Adult education act, sections 306 (A) 
(4) and 309 (1) and (2)” 

Report covers fiscal year 1978. 

Annual. 

@ltem 455-A-16 

S/N 017-080-01878-1 

1. Adult education — United States — Finance — Catalogs. 
2. Adult education and state — United States — Periodicals. 

I. Informatics Inc. II. Title. 


OCLC 4790094 


79-11625 


HE i9.143:147 
Steiger, JoAnn M. 

Fostering sex fairness in vocational education : strategies 
for administrators / written by JoAnn M. Steiger and Sue H. 
Schlesinger, Steiger, Fink and Koiscoff, Inc. — [Washington : 
Dept. of Health, Education, and Welfare, Education Division, 
Office of Education, Bureau of Occupational and Adult Edu- 
cation] : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 

20402 

viii, 24 p. ; 28 cm. — (Information series - Bureau of Oc- 
cupational and Adult Education ; no. 147) 

Bibliography: p. 21-23. 

@ltem 461-D-2 


Government Publications — June 1979 


S/N 017-080-01979-5 

pbk. : $1.40 

1. Sex discrimination in education. 2. Educational 
equalization — United States. I. Schlesinger, Sue H., joint 
author. II. United States. Bureau of Occupational and Adult 
Education. III. Steiger, Fink, and Kosicoff, inc. IV. Title. 
V. Series: United States. Bureau of Occupational and Adult 
Education. Information series - Bureau of Occupational and 
Adult Education ; no. 147. 


OCLC 4836724 


79-11626 


HE 19.143:150 


Braden, Paul V. 


The role of vocational education in the Nation’s economic 
development / written by Paul V. Braden, U.S. Dept. of 
Commerce and Krishan K. Paul, the Urban Observatory of 
Metropolitan Nashville. — [Washington : Dept. of Health, 
Education, and Welfare, Education Division, Office of Edu- 
cation, Bureau of Occupational and Adult Education] : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

viii, 23 p. ; 28 cm. — (Information series - Bureau of Oc- 
cupational and Adult Education ; no. 150) 

Contractor: National Center for Research in Vocational 
Education, Ohio State University. 

Contract No.: OEC-300-78-0032. 

Project no.: 498AH 80003. 

Bibliography: p. 20-23. 

@ltem 564-D-2 

S/N 017-080-01968-0 

pbk. : $1.40 

1. Vocational education — United States. 2. United States 
— Economic conditions. I. Paul, Krishan. II. United States. 
Bureau of Occupational and Adult Education. III. United 
States. Dept. of Commerce. IV. Urban Observatory of 
Metropolitan Nashville. V. Ohio State University. National 
Center for Research in Vocational Education. VI. Title. 
VII. Series: United States. Bureau of Occupational and Adult 
Education. Information series - Bureau of Occupational and 
Adult Education ; no. 150. 


OCLC 4844560 


79-11627 


HE 19.143:151 


Stevens, David Walter. 


The coordination of vocational education programs with 
CETA / written by David W. Stevens, University of Missouri- 
Columbia. — [Washington : Dept. of Health, Education, and 
Welfare, Education Division, Office of Education, Bureau of 
Occupational and Adult Education] : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

viii, 29 p. ; 28 cm. — (Information series - Bureau of Oc- 
cupational and Adult Education ; no. 151) 

Bibliography: p. 24-26. 

@ltem 461-D-2 

S/N 017-080-01973-6 

pbk. : $1.60 

1. Vocational education— United States. 2. Manpower 
policy — United States. I. United States. Bureau of Occupa- 
tional and Adult Education. II. University of Missouri- 
Columbia. Ill. Title. IV. Series: United States. Bureau of 
Occupational and Adult Education. Information series - Bu- 
reau of Occupational and Adult Education ; no. 151. 


OCLC 4836784 
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Education Office — Health, Education, and Welfare Dept. 


79-11628 
HE 19.143:154 
Ahmann, J. Stanley. 

Needs assessment for program planning in vocational edu- 
cation / written by J. Stanley Ahmann, Iowa State University. 
— [Washington : Dept. of Health, Education, and Welfare, 
Education Division, Office of Education, Bureau of Occupa- 
tional and Adult Education] : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979. 

20402 

viii, 34 p. ; 28 cm. — (Information series - Bureau of Oc- 
cupational and Adult Education ; no. 154) 

Includes bibliographies. 

@ltem 461-D-2 

S/N 017-080-01974-4 

pbk. : $1.70 

1. Vocational education — United States. 2. Curriculum 
planning — United States. I. United States. Bureau of Occu- 
pational and Adult Education. II. lowa State University. 
Ill. Title. IV. Series: United States. Bureau of Occupational 
and Adult Education. Information series - Bureau of Occupa- 
tional and Adult Education ; no. 154. 


OCLC 4829527 


79-11629 
HE 19.143:155 
Pucel, David J. 

Longitudinal methods as a tool for evaluating vocational 
education / written by David J. Pucel, University of Min- 
nesota. — [Washington : Dept. of Health, Education, and 
Welfare, Education Division, Office of Education, Bureau of 
Occupational and Adult Education] : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

20 p. : ill. ; 28 cm. — (Information series - Bureau of Oc- 
cupational and Adult Education ; no. 155) 

Bibliography: p. 20. 

@ltem HE 19.143:155 

S/N 017-080-01976-1 

pbk. : $1.30 

1. Vocational education — United States. 2. Vocational 
education — Longitudinal studies. I. United States. Bureau 
of Occupational and Adult Education. II. Minnesota. 
University. III. Title. IV. Series: United States. Bureau of 
Occupational and Adult Education. Information series - Bu- 
reau of Occupational and Adult Education ; no. 155. 


OCLC 4837991 


79-11630 
HE 19.143:157 
Grasso, John T. 

Impact evaluation in vocational education : the state of the 
art / written by John T. Grasso, West Virginia University. — 
{Washington : Dept. of Health, Education, and Welfare, Edu- 
cation Division, Office of Education, Bureau of Occupational 
and Adult Education] : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

viii, 47 p. ; 28 cm. — (Information series - Bureau of Oc- 
cupational and Adult Education ; no. 157) 

Project no. 498AH80003. 

Contract No. OEC-300-78-0032. 

Contractor: National Center for Research in Vocational 
Education, Ohio State University. 

Bibliography: p. 28-47. 

@ltem 461-D-2 
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S/N 017-080-01977-9 

pbk. : $2.30 

1. Vocational education — United States. I. United States. 
Bureau of Occupational and Adult Education. II. West Vir- 
ginia University. III. Ohio State University. National Center 
for Research in Vocational Education. IV. Title. V. Series: 
United States. Bureau of Occupational and Adult Education. 
Information series - Bureau of Occupational and Adult Edu- 
cation ; no. 157. 


OCLC 4844487 


79-11631 


HE 19.143:158 


Hopkins, Charles O. 


Date sources for vocational education evaluation / written 
by Charles O. Hopkins, Oklahoma State Department for Vo- 
cational and Technical Education. — [Washington : Dept. of 
Health, Education, and Welfare, Education Division, Office 
of Education, Bureau of Occupational and Adult Education] 
: for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

viii, 25 p. ; 28 cm. — (Information series - Bureau of Oc- 
cupational and Adult Education ; no. 158) 

Project no. 498AH80003. 

Contract No. OEC-300-78-0032. 

Contractor: National Center for Research in Vocational 
Education, Ohio State University. 

Bibliography: p. 16-17. 

@ltem 461-D-2 

S/N 017-080-01978-7 

pbk. : $1.50 

1. Vocational education — United States — Evaluation. I. 
United States. Bureau of Occupational and Adult Education. 
Il. Oklahoma. State Dept. of Vocational and Technical Edu- 
cation. III. Ohio State University. National Center for 
Research in Vocational Education. IV. Title. V. Series: 
United States. Bureau of Occupational and Adult Education. 
Information series - Bureau of Occupational and Adult Edu- 
cation ; no. 158. 


OCLC 4853377 


NATIONAL INSTITUTE OF EDUCATION 
Health, Education, and Welfare Dept. 
Washington, DC 20208 


79-11632 


HE 19.202:G 76/4 


National Institute of Education. 


Grants for research on law and government in education. 
Washington, Dept. of Health, Education, and Welfare, 
[Education Division], National Institute of Education. 

1200 19th St., NW, 20208 

26 cm. 

1978/79- 

“Program on educational policy and organization.” 

Report covers fiscal year 1979. 

@ltem 461-D-5 

1. Educational research — Research grants — United States 
— Periodicals. 2. Federal aid to education — United States 
— Periodicals. 1. Title. 


OCLC 4756563 





79-11633 
HE 19.202:R 31/2 
National Institute of Education. Panel for the Review of 
Laboratory and Center Operations. 

Research and development centers and regional educa- 
tional laboratories : strengthening and stabilizing a national 
resource : final report of the Panal for the Review of Labora- 
tory and Center Operations. — [Washington : Dept. of 
Health, Education, and Welfare, Education Division], Na- 
tional Institute of Education, 1979. 

20208 

x, 174 p. ; 26 cm. 

Submitted to the U.S. Congress and the Director of the 
National Institute of Education. 

January 1979. 

Bibliography: p. 51-53. 

@ltem 461-D-5 

pbk. 

1. Educational research — United States. I. National In- 
stitute of Education. II. Title. 


OCLC 4790241 


79-11634 
HE 19.216:978 
National Institute of Education. Office of Public Affairs. 

Grants competitions & RFPs : planned NIE activities dur- 
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(Geology) — New Jersey. I. United States. Geological Sur- 
vey. Il. Title. Ill. Series: United States. Geological Survey. 
Professional paper ; 1023. 

QE606.5.U6D7 
551.8/7 
OCLC 2633482 


79-11812 


I 19.16:1032-A 
I 19.16:1032-A/maps 


De Witt, Wallace, 1920- 


Physical stratigraphy of the Genesee formation (Devonian) 
in western and central New York / by Wallace de Witt, Jr., 
and G. W. Colton. — [Reston, Va.] : Dept. of the Interior, 
Geological Survey ; Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

iii, A22 p. : ill., maps ; 29 cm & portfolio (7 fold. leaves of 
plates : ill., map) — (Geological Survey professional paper ; 
1032-A) 

“Stratigraphy and conodonts of the Genesee formation 
(Devonian) in western and central New York.” 

Bibliography: p. A21-A22. 

@ltem 624 

S/N 024-001-03087-0 

pbk. : $7.00 

1. Geology, Stratigraphic — Devonian. 2. Geology — New 
York (State) I. Colton, George Willis, 1920- , joint author. 
II. United States. Geological Survey. Ill. Title. IV. Title: 
Stratigraphy and conodonts of the Genesee formation 
(Devonian) in western and central New York. V. Series: 
United States. Geological Survey. Professional paper ; 1032- 
A. 

QE665.D49 
$51.7/4 
OCLC 2815684 
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79-11813 


I 19.16:1035-C 
Pipiringos, George Nicholas, 1918- 

Lithology and subdivisions of the Jurassic stump formation 
in southeastern Idaho and adjoining areas / by George N. 
Pipiringos and Ralph W. Imlay. — [Reston, Va.] : Dept. of 
the Interior, Geological Survey ; Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print., 1979. 

20402 

iii, C25 p. : ill, maps ; 29 cm.— (Geological Survey 
professional paper ; 1035-C) 

“Unconformities, correlation, and nomenclature of some 
Triassic and Jurassic rocks, Western interior United States.” 

Bibliography: p. C25. 

@ltem 624 

S/N 024-001-03 150-7 

pbk. : $1.60 

1. Geology, Stratigraphic — Jurassic. 2. Geology — The 
West. 3. Geology — Idaho. I. Imley, Ralph Willard, 1908- 
joint author. II. United States. Geological Survey. III. 
Title. IV. Title: Unconformities, correlation, and nomnecla- 
ture of some Triassic and Jurassic rocks, western interior 
United States. V. Series: United States. Geological Survey. 
Professional paper ; 1035-C. 

QE681.P49 
$51.7/6 
OCLC 3649801 


79-11814 


I 19.16:1056 
United States. Geological Survey. 

Chronological narrative of the 1969-71 Mauna Ulu erup- 
tion of Kilauea Volcano, Hawaii / by Donald A. Swanson ... 
{et al.]. — [Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington ; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

v, 55 p. : ill. (some col.), maps (3 fold. col. in pocket) ; 29 
cm. — (Geological Survey professional paper ; 1056) 

Bibliography: p. 54-55. 

@ltem 624 

S/N 024-001-03136-1 

pbk. : $4.25 

1. Kilauea. I. Swanson, Donald A. II. Title. III. Series: 
United States. Geological Survey. Professional paper ; 1056. 


OCLC 4790714 


79-11815 


I 19.16:1086 
Hotz, Preston Enslow, 1913- 

Regional metamorphism in the Condrey Mountain 
quadrangle, North-central Klamath Mountains, California / 
by Preston E. Hotz. — [Reston, Va.] : Dept. of the Interior, 
Geological Survey ; Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

iii, 25 p. : ill. ; 29 cm.— (Geological Survey professional 
paper ; 1086) 

Bibliography: p. 24-25. 

@ltem 624 

S/N 024-001-03 160-4 

pbk. : $1.50 

1. Metamorphism (Geology) 2. Geology — Klamath 
Mountains, Calif. and Or. I. United States. Geological Sur- 
vey. Il. Title. III. Series: United States. Geological Survey. 
Professional paper ; 1086. 


OCLC 4846113 
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79-11816 


I 19.16:1095 


May, Rodd J. 


Thermoluminescence dating of Hawaiian basalt / by Rodd 
J. May. — [Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

iii, 47 p. : ill. ; 29 cm.— (Geological Survey professional 
paper ; 1095) 

Bibliography: p.41-43. 

@ltem 624 

S/N 024-001-03142-6 

pbk. : $2.40 

1. Thermoluminescence dating. 2. Basalt — Hawaii. I. 
United States. Geological Survey. II. Title. III. Series: 
United States. Geological Survey. Professional paper ; 1095. 
QES5S08.M36 
551.7/01 
OCLC 4492453 


79-11817 


I 19.16:1127 


Waitt, Richard B. 


Late Cenozoic deposits, landforms, stratigraphy, and tec- 
tonism in Kittitas Valley, Washington / by Richard B. Waitt, 
Jr. — [Reston, Va.] : Dept. of the Interior, Geological Survey 
; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 

20402 

iii, 18 p. : ill., maps ; 29 cm. — (Geological Survey profes- 
sional paper ; 1127) 

Bibliography: p. 16-18. 

@ltem 624 

S/N 024-001-03147-7 

pbk. : $1.30 

1. Geology, Stratigraphic— Cenozoic. 2. Geology — 
Washington (State) — Kittitas County. I. United States. 
Geological Survey. II. Title. Ill. Series: United States. 
Geological Survey. Professional paper ; 1127. 


OCLC 4792573 


79-11818 


I 19.42/4:78-96 


Heimes, Frederick J. 


Preliminary applications of Landsat images and aerial 
photography for determing land-use, geologic, and hydrologic 
characteristics : Yampa River basin, Colorado and Wyoming 
/ by Frederick J. Heimes, Gerald K. Moore, and Timothy 
Doak Steele. — [Reston, Va.] : Dept. of the Interior, Geolog- 
ical Survey ; Denver, Colo. : for sale by the Open File Ser- 
vices, 1978. 

P.O. Box 25425, 80225 

v, 48 p. : ill. (some col.), maps. ; 26 cm.— (Water 
resources investigations ; 78-96) (Open-file report - U.S. 
Geological Survey) 

Oct. 1978. 

Bibliography: p. 41-42. 

@ltem 624-B 

pbk. 

1. Remote sensing — Yampa River watershed, Colo. and 
Wyo. I. Moore, Gerald K., joint author. II. Steele, 
Timothy Doak, joint author. III. United States. Geological 
Survey. IV. Title. V. Series: Jnited States. Geological Sur- 
vey. Water resources investigations ; 78-96. VI. Series: 
United States. Geological Survey. Open-file report. 


OCLC 4795227 





79-11819 


I 19.42/4:78-105 


Andrews, Edmund D. 


Present and potential sediment yields in the Yampa River 
basin, Colorado and Wyoming / by Edmund D. Andrews. — 
[Reston, Va.] : Dept. of the Interior, Geological Survey, 
1978. 

22092 

iv, 33 p. : ill, maps ; 26 cm.— (Water resources in- 
vestigations ; 78-105) 

Dec. 1978. 

@ltem 624-B 

pbk. 

1. Sedimentation and  deposition— Yampa _ River 
watershed, Colo. and Wyo. 2. Sediment, Suspended — 
Yamps River watershed, Colo. and Wyo. I. United States. 
Geological Survey. II. Title. III. Series: United States. 
Geological Survey. Water resources investigations ; 78-105. 


OCLC 4772180 


79-11820 


I 19.42/4:78-138 
Meyer, William, 1939- 

Effects of seepage from fly-ash settling ponds and con- 
Struction dewatering on ground-water levels in the Cowles 
unit, Indiana Dunes National Lakeshore, Indiana / by William 
Meyer and Patrick Tucci. — [Reston, Va.] : Dept. of the In- 
terior, Geological Survey, 1979. 

22092 

vii, 95 p. : ill, maps ; 28 cm.— (Water resources in- 
vestigations ; 78-138) 

“Prepared in cooperation with the National Park Service.” 

Bibliography: p. 95. 

@ltem 624-B 

pbk. 

1. Water, Underground — Indiana — Indiana Dunes Na- 
tional Lakeshore — Mathematical models. 2. Water table — 
Indiana — Indiana Dunes National Lakeshore. 3. Indiana 
Dunes National Lakeshore, Ind. 4. Water quality — Indiana 
Dunes National Lakeshore. I. Tucci, Patrick, joint author. 
Il. United States. Geological Survey. III. United States. Na- 
tional Park Service. IV. Title. V. Series: United States. 
Geological Survey. Water resources investigations ; 78-138. 


OCLC 4714759 


79-11821 


I 19.42/4:78-140 


Clement, Ralph W. 


Temperature in streams of New Mexico for the period Oc- 
tober 1964 to September 1969 / by Ralph W. Clement. — 
[Reston, Va.] : Dept. of the Interior, Geological Survey, 
1978. 

22092 

iv, 30 p. : ill., map ; 26 cm. — (Water resources investiga- 
tions ; 78-140) 

Prepared in cooperation with the Office of the New Mex- 
ico State Engineer and the Interstate Stream Commission. 

Nov. 1978. 

Bibliography: p. 29-30. 

@ltem 624-B 

pbk. 


Government Publications — June 1979 


1. Rivers—New Mexico— Temperature. I. United 
States. Geological Survey. II. New Mexico. State Engineer. 
Ill. New Mexico. Interstate Stream Commission. IV. Title. 
V. Series: United States. Geological Survey. Water resources 
investigations ; 78-140. 


OCLC 4841030 


79-11822 


I 19.42/4:79-20 


Planert, Michael. 


Effects of pumping on ground-water levels near Taylor- 
sville, Bartholomew County, Indiana / by Michael Planert 
and Patrick Tucci. — [Reston, Va.] : Dept. of the Interior, 
Geological Survey, 1979. 

22092 

iv, 22 p. : ill, maps ; 28 cm.— (Water resources in- 
vestigations ; 79-20) 

“Prepared in cooperation with the Indiana Department of 
Natural Resources.” 

Bibliography: p. 22. 

@ltem 624-B 

pbk. 

1. Water-supply — Indiana — Bartholomew County. I. 
Tucci, Patrick. II. United States. Geological Survey. III. 
Indiana. Dept. of Natural Resources. IV. Title. V. Series: 
United States. Geological Survey. Water resources investiga- 
tions ; 79-20. 


OCLC 4760668 


79-11823 


I 19.53/2:TN-76-1 


Water resources data for Tennessee. Nashville, Tenn., Dept. of 


the Interior, Geological Survey, Water Resources Division; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

ill. 26 cm. (U.S. Geological Survey water-data report ; TN- 
76-1) 

1964/65- 

Prepared in cooperation with the Tennessee Dept. of Con- 
servation, Division of Water Resources; the Tennessee Valley 
Authority; and with other State, municipal and Federal agen- 
cies. 

Water year 1976. 

1964/65-74 issued in 2 pts. 

Water resources data for all states are cumulated in Sur- 
face water supply of the United States. 

@ltem 619-E-42 (Microfiche) 

Main series: U.S. Geological Survey water-data report 

Supersedes: United States. Geological Survey. Surface 
Water Branch. Surface water records of Tennessee 1960/61- 
1963/64 

1. Stream measurements — Tennessee — Yearbooks. 2. 
Water quality — Tennessee — Yearbooks. 3. Water 
resources development — Tennessee — Yearbooks. I. 
United States. Geological Survey. Water Resources Division. 
II. Series. 


OCLC 1160691 
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79-11824 
I 19.53/2:WY-77-2 
Water resources data for Wyoming. Cheyenne, Wyo., Dept. of 

the Interior, Geological Survey, Water Resources Division; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

26 cm. (U.S. Geological Survey water-data report ; WY- 
77-2) 

1964/65- 

Prepared in cooperation with the State of Wyoming and 
with other agencies. 

Water year 1977. 

1964/65-74 issued in 2 pts.; 1977 in 2 vols. 

CONTENTS: v. 2. Green River Basin, Bear River Basin, 
Snake River Basin. 

Water resources data for all states are cumulated in Sur- 
face water supply of the United States. 

@ltem 619-E-50 

ISSN 0364-3565 

Main series: U.S. Geological Survey water-data report 

Continues: Surface water records of Wyoming 

1. Stream measurements — Wyoming — Yearbooks. 2. 
Water quality — Wyoming — Yearbooks. 3. Water 
resources development — Wyoming — Yearbooks. I. United 
States. Geological Survey. Water Resources Division. II. Se- 
ries. 


OCLC 1163535 


79-11825 
I 19.76:77-56 
Zimmerman, Everett Alfred, 1927- 

Ground-water resources of Colquitt County, Georgia / by 
E. A. Zimmerman. — Doraville, Ga. : Dept. of the Interior, 
Geological Survey ; [Denver, Colo. : for sale by the Open 
File Services Section], 1977. 

P. O. Box 25425, 80225 

vi, 41 p. : ill., maps (some col.) ; 26 cm. — (Open-file re- 
port - U.S. Geological Survey ; 77-56) 

“Prepared in cooperation with the Georgia Department of 
Natural Resources, Geologic and Water Resources Division.” 

June 1977. 

Bibliography: p. 40-41. 

pbk. 

1. Water, Underground — Georgia — Colquitt County. I. 
United States. Geological Survey. II. Georgia. Geologic and 
Water Resources Division. III. Title. IV. Series: United 
States. Geological Survey. Open-file report ; 77-56. 


OCLC 3990991 


79-11826 
I 19.76:78-200 
Quality of rivers of the United States; based on the National 
Stream Quality Accounting Network (NASQAN). Reston, 
Va., Dept. of the Interior, Geological Survey. 
22092 
col. maps 26 cm. (Open-file report - U.S. Geological Sur- 
vey ; 78-200) 
1975 water year. 
Annual. 
@ltem 624-H 
Main series: Open-file report - U.S. Geological Survey 
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1. Water quality — United States — Statistics — Periodicals. 
2. Stream measurements— United States — Statistics — 
Periodicals. I. United States. Geological Survey. II. Series: 
United States. Geological Survey. Open-file report ; 78-200. 


OCLC 4781092 


79-11827 


I 19.76:78-885 


Alley, William M. 


Reconnaissance evaluation of water resources for hydraulic 
coal mining, Grand Hogback coal field, Garfield and Rio 
Blanco Counties, Colorado / by William M. Alley, Linda J. 
Britton, and Elaine L. Boyd. — Lakewood, Colo. : Dept. of 
the Interior, Geological Survey ; Denver, Colo. : for sale by 
the Open-File Services Section 1978. 

Box 25425, 80225 

iv, 37 p. : ill., maps ; 28 cm.— (Open-file report - U.S. 
Geological Survey ; 78-885) 

Nov. 1978. 

Bibliography: p. 34-35. 

@ltem 624-H 

pbk. 

1. Coal mines and mining — Colorado — Garfield County 
— Water-supply. 2. Coal mines and mining — Colorado — 
Rio Blanco County — Water-supply. I. Britton, L. J., joint 
author. II. Boyd, Elaine L., joint author. III. United States. 
Geological Survey. IV. Title. V. Series: United States. 
Geological Survey. Open-file report ; 78-885. 


OCLC 4812317 


RECLAMATION BUREAU 
Interior Dept. 
Washington, DC 20240 


79-11828 


I 27.2:C 72/21/978 


United States. Bureau of Reclamation. 


The story of the Columbia Basin project / United States 
Department of the Interior, Bureau of Reclamation. — 
Washington : The Bureau : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

45 p., | fold. leaf: ill., col. map ; 24 cm. 

@ltem 660 

S/N 024-003-00128-7 

pbk. : $2.40 

1. Columbia Basin project. I. Title. 


OCLC 4846572 


79-11829 


1 27.2:P 91 


Arkansas-White-Red Basins Inter-agency Committtee. Standing 


Committee on Exchange of Program Information. 

Preauthorization of planning activities of the Bureau of 
Reclamation, the Corps of Engineers, and the Soil Conserva- 
tion Service. [Washington, Dept. of the Interior, Bureau of 
Reclamation] 

20240 

fold. maps 28 cm. 

Report covers fiscal year 1977. 

ISSN 0565-0631 





1. Water resources development — Collected works. I. 
United States. Bureau of Reclamation. II. United States. 
Army. Corps of Engineers. III. United States. Soil Conserva- 
tion Service. 

Key Title: Preauthorization planning activities of the Bu- 
reau of Reclamation, the Corps of Engineers, and the Soil 
Conservation Service IV. Title. 

TC423.6.A74a 
333.9/102/0976 
OCLC 2620716 


79-11830 
I 27.71/2:977 
United States. Bureau of Reclamation. Upper Colorado Region. 

Colorado River storage project and participating projects, 
annual report. [Salt Lake City, Utah, Dept. of the Interior, 
Bureau of Reclamation, Upper Colorado Region; Washing- 
ton, for sale by the Supt. of Docs., U.S. Govt. Print. Off. ] 

20402 

ill., maps. 22 x 28 cm. 

$1.50 

In pocket: Exhibit-Historical and projected repayment of 
authorized reimbursable investment. 

21st report, covering transitional quarter and fiscal year 
1977. 

@ltem 664-D 

S/N 024-003-00127-9 

ISSN 0145-1596 

1. Colorado River storage project — Yearbooks. 2. Water 
resources development — Colorado — Colorado River 
watershed. I. Title. 
TC425.C6U53b 
333.9/102/097913 
OCLC 2533813 


MINES BUREAU 
Interior Dept. 
Washington, DC 20241 


Unless otherwise indicated, publications are available from the 
Bureau, 4800 Forbes Ave., Pittsburgh, Pa. 15213 


79-11831 
I 28.5:977 
United States. Bureau of Mines. 

List of Bureau of Mines publications and articles, with sub- 
ject and author index. [Washington] Dept. of the Interior, 
Bureau of Mines; for sale by the Supt. of Docs., U.S. Govt. 
Print Off. 

20402 

28 cm. (Special publication - Bureau of Mines) 

$3.25 

1960- 

Jan.-Dec. 1977. 

Also issued in quinquennial cumulated editions, 1960/64- 

@ltem 638 

S/N 024-004-01934-4 

ISSN 0501-722X 

Main series: United States. Bureau of Mines. Special publi- 
cation - Bureau of Mines 

1. Mineral industries — Bibliography. 2. United States. 
Bureau of Mines — Bibliography. I. Title. II. Series: United 
States. Bureau of Mines. Special publication - Bureau of 
Mines. 


OCLC 1953370 


Government Publications — June 1979 


79-11832 


I 28.37:975/v.2 


Minerals yearbook. Washington, Dept. of the Interior, Bureau 


of Mines; for sale by the Supt. of Docs., U. S. Govt. Print. 
Off. 

20402 

ill. 24 cm. 

$10.75 

1932/33- 

Issued in 3 vols., 1952-62; in 4 vols., 1963-69; in 3 vols., 
1970- 

Chapters that will later be included in the bound vols. are 
issued as preprints in advance of publication as they are 
completed. 

1975, v. 2, Area reports: Domestic. 

Indexed by: Chemical abstracts ISSN 0009-2258 

@ltem 639 

S/N 024-004-01938-7 

ISSN 0076-8952 : CODEN: MYEAAG 

Has supplement: Statistical appendix to Minerals yearbook 
1932/33-1935 

Continues: Mineral resources of the United States 1882- 
1931 

1. Mineral industries — United States — Statistics — Year- 
books. 2. Mines and mineral resources — United States — 
Statistics — Yearbooks. I. United States. Bureau of Mines. 


OCLC 1847412 


79-11833 


I 28.37:975/v.3 


Minerals yearbook. Washington, Dept. of the Interior, Bureau 


of Mines; for sale by the Supt. of Docs., U. S. Govt. Print. 
Off. 

20402 

ill., maps. 24 cm. 

$17.75 

1932/33- 

Indexed by: Chemical abstracts ISSN 0009-2258 

1975. 

Chapters that will later be included in the bound vols. are 
issued as preprints in advance of publication as they are 
completed. 

CONTENTS: v. 3. Area reports: International. 

Issued in 3 vols., 1952-62; in 4 vols., 1963-69; in 3 vols., 
1970- 

@ltem 639 

S/N 024-004-01939-5 

ISSN 0076-8952 : CODEN: MYEAAG 

Has supplement: Statistical appendix to Minerals yearbook 
1933-1935 

Continues: Mineral resources of the United States 1882- 
1931 

1. Mineral industries — United States — Statistics — Year- 
books. 2. Mines and mineral resources — United States — 
Statistics — Yearbooks. I. United States. Bureau of Mines. 


OCLC 1847412 


79-11834 


I 28.37/a:Al 82/976 


United States. Bureau of Mines. 


Aluminum. [Pittsburgh, Pa.] Dept. of the Interior, Bureau 
of Mines. 

15213 

24 cm. 

At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook 

Annual. 
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1. Aluminum industry and trade — United States — 
Statistics. I. Title. 


OCLC 2704715 


79-11835 
1 28.37/a 2:An 47/976 
United States. Bureau of Mines. 
The mineral industry of Angola. [Pittsburgh, Pa.] Dept. of 
the Interior, Bureau of Mines. 
15213 
24 cm. 
At head of title: Preprint from the 1976 Bureau of Mines 
Minerals yearbook 
Annual. 
1. Mineral industries — Angola — Statistics. I. Title. 


OCLC 2704715 


79-11836 
I 28.37/4:Ar 4 k/979 
Minerals in the economy of Arkansas. [Washington] Dept. of 
the Interior, Bureau of Mines. 
Publications Distribution Branch, 4800 Forbes Ave., Pitt- 
sburgh, PA 15213 
ill. 27 cm. (State mineral profiles, SMP) 
1978- 
Vols. for 1978- prepared in cooperation with Arkansas 
Geological Commission. 
1979. 
Includes bibliographical references. 
@ltem 639-B 
Main series: United States. Bureau of Mines. State mineral 
profiles 
1. Mineral industries — Arkansas. 2. Mines and mineral 
resources — Arkansas. I. United States. Bureau of Mines. 
Il. Arkansas Geological Commission. 


OCLC 4216745 


79-11837 
1 28.37/4:Or 3 
Minerals in the economy of Oregon. [Washington] Dept. of the 
Interior, Bureau of Mines. 
Publications Distribution Branch, 4800 Forbes Ave., Pitt- 
sburgh, PA 15213 
ill. 27 cm. (State mineral profiles ; SMP) 
1978- 
Vols. for 1978- prepared in cooperation with Oregon Dept. 
of Geology and Mineral Industries. 
1979. 
Includes bibliographies. 
@ltem 639-C 
Main series: United States. Bureau of Mines. State mineral 
profiles 
1. Mineral industries— Oregon. 2. Mines and mineral 
resources — Oregon. I. United States. Bureau of Mines. II 
Oregon. State Dept. of Geology and Mineral Industries. 


OCLC 4269274 


79-11838 
I 28.37/4:16 
Minerals in the economy of Massachusetts. [Washington] Dept. 
of the Interior, Bureau of Mines. 
Publications Distribution Branch, 4800 Forbes Ave., Pitt- 
sburgh, PA 15213 
v. ill. 27 cm. (State mineral profiles ; SMP-16) 
1978- 
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Vols. for 1978- prepared in cooperation with Mas- 
sachusetts Dept. of Environmental Quality Engineering. 

Aug. 1978. 

Includes bibliographies. 

Main series: United States. Bureau of Mines. State mineral 
profiles 

1. Mineral industries — Massachusetts. 2. Mines and 
mineral resources — Massachusetts. I. United States. Bureau 
of Mines. II. Massachusetts. Dept. of Environmental Quality 
Engineering. 


OCLC 4224006 


79-11839 


I 28.37/4:18 


Minerals in the economy of Maine. [Washington] Dept. of the 


Interior, Bureau of Mines. 

Publications Distribution Branch, 4800 Forbes Ave., Pitt- 
sburgh, PA 15213 

v. ill. 27 cm. (State mineral profiles ; SMP-18) 

1978- 

Vols. for 1978- prepared in cooperation with Maine 
Geological Survey. 

Aug. 1978. 

Includes bibliographies. 

Main series: United States. Bureau of Mines. State mineral 
profiles 

1. Mines and mineral resources — Maine. 2. Mineral in- 
dustries — Maine. I. United States. Bureau of Mines. II. 
Maine Geological Survey. 


OCLC 4251879 


79-11840 


I 28.37/4:19 


Minerals in the economy of Kansas. [Washington] Dept. of the 


Interior, Bureau of Mines. 

Publications Distribution Branch, 4800 Forbes Ave., Pitt- 
sburgh, PA 15213 

v. ill. 27 cm. (State mineral profiles ; SMP-19) 

1978- 

Vols. for 1978- prepared in cooperation with Kansas 
Geological Survey. 

Aug. 1978. 

Includes bibliographies. 

Main series: United States. Bureau of Mines. State mineral 
profiles 

1. Mineral industries— Kansas. 2. Mines and mineral 
resources — Kansas. I. United States. Bureau of Mines. II. 
Kansas. State Geological Survey. 


OCLC 4269266 


79-11841 


I 28.37/4:51 


Minerals in the economy of California. [Washington] Dept. of 


the Interior, Bureau of Mines. 

Publications Distribution Branch, 4800 Forbes Ave., Pitt- 
sburgh, PA, 15213 

v. ill 27 cm. (State mineral profiles ; SMP-51) 

1978- 

Vols. for 1978- prepared in cooperation with California 
Division of Mines and Geology, Dept. of Conservation. 

Oct. 1978. 

Includes bibliographies. 

Main series: United States. Bureau of Mines. State mineral 
profiles 





1. Mineral industries — California. 2. Mines and mineral 
resources — California. I. United States. Bureau of Mines. 
Il. California. Division of Mines and Geology. 


OCLC 4380738 


79-11842 
I 28.111:977 
Feldspar and related minerals. Washington, Dept. of the Interi- 
or, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual advance summary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Feldspar — United States. 
Mines. II. Series. 


I. United States. Bureau of 


OCLC 3054615 


79-11843 
I 28.122:977/advance 
Pumice and volcanic cinder. Washington, Dept. of the Interior, 
Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Non- 
metallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual advance summary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Pumice industry — United States. 
etc. I. United States. Bureau of Mines. 


2. Volcanic ash, tuff, 
II. Series. 


OCLC 3058333 


79-11844 
I 28.123:977 
Asbestos. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Non- 
metallic Minerals. 
Annual preliminary releases of information pending publi- 
cation of the Bureau of Minerals yearbook. 
Annual advance summary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Asbestos industry — United States. I. 
Bureau of Mines. ILI. Series. 


United States. 


OCLC 3027273 


79-11845 
1 28.128:977 
Natural graphite. Washington, Dept. of the Interior, Bureau of 
Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in Bureau's Division of Nonmetallic 
Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual advance summary for 1977. 


Government Publications — June 1979 


Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 

1. Graphite — United States. 
Mines. II. Series. 


I. United States. Bureau of 


OCLC 3058580 


79-11846 
I 28.130:977 
Mica. Washington, Dept. of the Interior, Bureau of Mines. 
20241 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Division of Nonmetallic 
Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual advance summary for 1977. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Mica— United States. I. 
Mines. II. Series. 


United States. Bureau of 


OCLC 3058641 


79-11847 
I 28.133:977/rev. 
Perlite. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau's Division of Non- 
metallic Metals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual advance summary for 1977, revised. 
Main series: United States. Bureau of Mines. Mineral in- 
dustry surveys 
1. Perlite. 


I. United States. Bureau of Mines. II. Series. 


OCLC 3057783 


79-11848 
I 28.153:978 
United States. Bureau of Mines. 
Mining research review. [Washington] Dept. of the Interi- 
or, Bureau of Mines. 
20241 
ill. 23 cm 
1976- 
“An annual review of selected mining research activities of 
the Bureau of Mines.” 
Sept. 1978. 
@ltem 638-F 
1. Mining 
Mine safety — United States — Periodicals. 


research — United States — Periodicals. 2. 
1. Title. 


OCLC 4562595 


NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20240 


79-11849 
1 29.2:C 43/2/978-79 
United States. National Park Service. National Capital Region. 
Children’s interpretive programs. [Washington, Dept. of 
the Interior], National Park Service, National Capital Region. 
20242 
ill. 28 cm. 
1978-79. 
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National Park Service — Interior Dept. 


@ltem 648 

1. National parks and reserves — Interpretive programs — 
United States. 2. National parks and reserves — Interpretive 
programs — Washington metropolitan area. 3. Children — 
United States. I. Title. 


OCLC 4766933 


79-11850 
I 29.2:C 85 
Crawford, Vern. 

Craters of the moon : life in a volcanic landscape / by 
Vern Crawford. — [Washington] : Dept. of the Interior, Na- 
tional Park Service, Division of Publications : for sale by the 
Supt. of Doc., U.S. Govt. Print. Off., 1978. 

20402 

67 p. : col. ill. ; 18 cm. 

Bibliography: p. 67. 

S/N 024-005-00724-5 

pbk. : $2.50 

1. Natural history — Idaho — Craters of the Moon National 
Monument. 2. Craters of the Moon National Monument, 
Idaho. I. United States. National Park Service. II. Title. 
QH105.12C7 
574.5/265 
OCLC 3868079 


79-11851 
I 29.2:F 77 mo/3 
Stokely, Jim. 

Constant defender : the story of Fort Moultrie / by Jim 
Stokely. — Washington : Dept. of the Interior, National Park 
Service : for sale by the Supt of Docs., U.S. Govt. Print. Off., 
1978. 

20402 

94 p. : col. ill., col. maps ; 18 cm. 

Includes bibliographical references. 

@ltem 648 

S/N 024-005-00731-8 

pbk. : $2.75 

1. Moultrie, Fort, S.C. — History. 
tional Park Service. II. Title. 
F279.C48M687 
975.7/91 
OCLC 3166669 


I. United States. Na- 


79-11852 
I 29.6:Ev 27/2/978 
United States. National Park Service. 

Everglades National Park, Florida / National Park Service, 
U.S. Department of the Interior. — [Washington] : The Ser- 
vice : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1978. 

20402 

1 sheet : 
cm. 

@ltem 651 

S/N 024-005-00720-2 

pbk. : $0.60 

1. Everglades National Park, Fla. 


col. ill., col. map ; 60 x 42 cm. fold to 10 x 22 


I. Title. 


OCLC 4837514 
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79-11853 
I 29.6/2:P 75/2/978 
United States. National Park Service. 

Point Reyes National Seashore, California / National Park 
Service, U.S. Department of the Interior. — [Washington] : 
The Service : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 

20402 

1 sheet : col. ill., col. map ; 40 x 42 cm. fold. to 10 x 21 
cm. 

@ltem 651 

S/N 022-003-91485-4 

pbk. : $0.35 

1. Point Reyes National Seashore, Calif. I. Title. 


OCLC 4838051 


79-11854 
I 29.39:G 22/978-2 
United States. National Park Service. 
Gateway National Recreation Area, New York/New Jersey 
/ National Park Service, U.S. Department of the Interior. — 
[Washington] : The Service : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 
20402 
1 sheet : col. ill., col. maps ; 60 x 42 cm. fold. to 10 x 21 
cm. 
@ltem 654 
S/N 024-005-00734-2 
pbk. : $0.70 
1. Gateway National Recreation Area, N.Y. and N.J. I. 
Title. 


OCLC 4827571 


79-11855 
I 29.39:G 56 
United States. National Park Service. 

Golden Gate National Recreation Area, California / Na- 
tional Park Service, U.S. Department of the Interior. — 
[Washington] : The Service : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

1 sheet : col. ill., col. maps ; 60 x 42 cm. fold to 10 x 21 
em. 

@ltem 654 

S/N 024-005-00741-5 

pbk. : $0.70 

1. Golden Gate National Recreation Area, Calif. I. Title. 


OCLC 4827716 


79-11856 
I 29.71:979 
Camping in the national park system. Washington, Dept. of the 
Interior, National Park Service; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 
20402 
ill., map 24 x 21 fold. to 24 x 10 cm. 
$1.40 
1965- 
Cover title. 
1979. 
@ltem 355 
S/N 024-005-00753-9 
Continues: Camping facilities in areas administered by the 
National Park Service 1959-63 





1. Camp sites, facilities, etc. — United States. 2. National 
parks and reserves — United States. I. United States. Na- 
tional Park Service. 


OCLC 2226089 


79-11857 
I 29.86:M 57/v.3 
Coastal Environments, inc. 

Cultural resources evaluation of the northern Gulf of Mex- 
ico continental shelf / by Coastal Environments, inc. — 
Washington : Dept. of the Interior, National Park Service, 
Office of Archeology and Historic Preservation, Interagency 
Archeological Services, 1977- 

20240 

v. : ill., maps ; 28 cm. & atlas (11 leaves of plates : maps ; 
63 x 96 cm.) — (Cultural resource management studies) 

Contents: v. 3. Plates. 

V. 3 is not available through depository distribution. 

pbk. 

1. Shipwrecks. 2. Gulf States — Antiquities. 3. Gulf 
States — History. 4. Gulf States— Maps. I. United States. 
Interagency Archeological Services Division. II. United 
States. Office of Archeology and Historic Preservation. III. 
Title. IV. Series. 


OCLC 3674961 


79-11858 
I 29.94:977 
Interagency Grizzly Bear Study Team. 

Yellowstone grizzly bear investigations; annual report of 
the Interagency Study Team. [Washington] Dept. of the In- 
terior, National Park Service. 

20240 

ill. 27 cm. 

1977. 

Includes bibliography. 

@ltem 646-L 

1. Grizzly bear — Periodicals. 
— Yellowstone National Park — Periodicals. I. 
States. National Park Service. II. Title. 


2. Grizzly bear — Research 
United 


OCLC 4845264 


FISH AND WILDLIFE SERVICE 
Interior Dept. 
Washington, DC 20240 


79-11859 
I 49.2:R 31/5 
United States. Fish and Wildlife Service. 
Fishery resources. [Washington] Dept. of the Interior, Fish 
and Wildlife Service. 
20242 
ill. 27 cm. 
Report covers fiscal year 1977. 
Presents annual activities of the Fishery Resources Pro- 
gram. 
@ltem 612 
1. Fishery 
Title. 


resources — United States — Yearbooks. I. 


OCLC 4767423 
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79-11860 


I 49.2:Sq 2/2 


Holden, Paul B. 


Habitat requirements of juvenile Colorado River squawfish 
/ by Paul B. Holden, Bio/West inc. — Fort Collins, Colo. : 
Dept. of the Interior, Fish and Wildlife Service, Office of 
Biological Services, Western Energy and Land Use Team ; 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print 
Off., 1977. 

20402 

71 p.: ill., map ; 27 cm. — (FWS/OBS ; 77/65) 

“Contract Number 1 4-16-0009-77-050.” 

“Interagency Agreement Number EPA-IAG-D7-E685.” 

Oct. 1977. 

Bibliography: p. 47. 

@ltem 612 

S/N 024-010-00487-8 

pbk. : $2.75 

1. Fishes — Green River, Wyo.-Utah. I. Western Energy 
and Land Use Team. II. Bio/West. III. Title. IV. Series: 
United States. Fish and Wildlife Service. Office of Biological 
Services. FWS/OBS ; 77/65. 


OCLC 4715525 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


79-11861 
IC 1.25:976/pt.1 
United States. Interstate Commerce Commission. Bureau of 
Accounts. 

Annual report on transport statistics in the United States. 
Washington, Interstate Commerce Commission; [for sale by 
the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

28 cm. 

$4.50 

Added title page title: Transport statistics in the United 
States. Part 1. Railroads, their lessors and proprietary compa- 
nies, and electric companies. 

90th report, 1976. 

@item 699 

S/N 026-000-01133-7 

1. Railroads — United States — Statistics — Periodicals. 2. 
Transportation — United States — Statistics — Periodicals. I 
Title. 


OCLC 3179252 


79-11862 
IC 1.33:C 29/978 
United States. Interstate Commerce Commission. 

Publications catalog - Interstate Commerce Commission. 
Washington, Interstate Commerce Commission, Office of 
Communications & Consumer Affairs. 

20423 

23 cm. 

June 1978. 

@ltem 674-C 

1. United States. Interstate Commerce Commission — 
Bibliography. 2. Interstate commerce — Bibliography — 
Catalogs. I. Title. 


OCLC 4811233 
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Interstate Commerce Commission 


79-11863 
IC 1.34:979 
United States. Interstate Commerce Commission. 

Interstate Commerce Commission’s report to the President 
and the Congress. Effectiveness of the act. Amtrak. 
[Washington] Interstate Commerce Commission. 

20423 

v. ill. 27 cm. 

OEffectiveness of the act. Amtrak 

Other title: Report on the effectiveness of the Rail pas- 
senger service act of 1970 (Public law 91-518) 1977- 

Title varies slightly. 

March 15, 1978 [i.e. 1979] 

ISSN 0147-2178 

1. Amtrak — Periodicals. 
— Periodicals. I. Title. 
HE2708.146 
385/.0973 
OCLC 3117031 


2. Railroad law — United States 


JUSTICE DEPARTMENT 
Washington, DC 20530 


79-11864 
J 1.55:977 
United States. Dept. of Justice. 
United States Attorneys’ 
[Washington] Dept. of Justice. 
Constitution Ave. and 10th St. N. W. 20530 
28 cm. 


Offices statistical report. 


Report covers fiscal year 1977. 

@ltem 717-B-6 

ISSN 0162-668X 

1. Judicial 
Title. 
KF180.J86 
347/.73/13 
OCLC 4185217 


Statistics — United States — Periodicals. I. 


79-11865 
J 1.55:978 
United States. Dept. of Justice. 
United States Attorneys’ 
[Washington] Dept. of Justice. 
20530 
v. ill. 28 cm. 


Offices statistical 


Report covers fiscal year 1978. 

@ltem 717-B-6 

ISSN 0162-668X 

1. Judicial 
Title. 
KF180.J86 
347/.73/13 
OCLC 4185217 


Statistics — United States — Periodicals. I. 
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IMMIGRATION AND NATURALIZATION 
SERVICE 
Justice Dept. 
Washington, DC 20536 


79-11866 
J 21.9:En 3/sec.1/978 
United States. Immigration and Naturalization Service. 

English, home and community life.— Rev. 1978. — 
[Washington] : Dept. of Justice, Immigration and Naturaliza- 
tion Services : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 

20402 

vi, 108 p. : ill. ; 26 cm. — (Federal textbook on citizenship 
: home study course) 

“M-41 (Rev. 1978) Y” 

Contents: Sec. 1. For the student. 

@ltem 724 

S/N 027-002-00209-1 

pbk. : $3.25 

1. Citizenship — Study and teaching — United States. 2. 
United States— Politics and government— Study and 
teaching. I. Title. 


OCLC 4795295 


UNITED STATES MARSHALS SERVICE 
Justice Dept. 
Washington, DC 20530 


79-11867 
J 26.2:L 41 
United States. Law Enforcement Assistance Administration. 
The National Institute of Law Enforcement and Criminal 
Justice. — Washington : Dept. of Justice, Law Enforcement 
Assistance Administration, 1979. 
20531 
32 p. : ill. ; 23 cm. 
@ltem 968-H-1 
pbk. 
1. National Institute of Law Enforcement and Criminal 
Justice. 2. Criminal justice, Administration of — United 
States. I. Title. 


OCLC 4786002 


79-11868 
J 26.9:C 86 
Johnson, Emily 
Basic sources in criminal justice : a selected bibliography / 
compiled by Emily Johnson ; Marjorie Kravitz, supervising 
editor, National Criminal Justice Reference Service ; 
[prepared by Aspen Systems Corp.].— (Rockville, Md.] : 
Dept. of Justice, Law Enforcement Assistance Administra- 
tion, National Institute of Law Enforcement and Criminal 
Justice ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 
20402 
ix, 182 p. ; 26 cm. 
Prepared under Contract no. J-LEAA-023-77. 
May 1978. 
@ltem 968-H-2 
S/N 027-000-007 14-7 
pbk. : $3.75 





1. Criminal justice — United States — Bibliography. I. 
Kravitz, Marjorie. II. United States. National Criminal 
Justice Reference Service. III. Aspen Systems Corporation. 
IV. National Institute of Law Enforcement and Criminal 
Justice. V. Title. 


OCLC 4609103 


79-11869 
J 26.9:C 86/2 
National Institute of Law Enforcement and Criminal Justice. 
NCJRS selected bibliographies ...— [Washington] : Dept. 
of Justice, Law Enforcement Assistance Administration, Na- 
tional Institute of Law Enforcement and Criminal Justice, 
1978. 
20531 
[7] p. ; 19 x 13 cm. 
At head of title: For criminal justice information. 
@ltem 968-H-2 
pbk. 
1. United States. National Criminal Justice Reference Ser- 
vice. 2. Criminal justice, Administration of — United States 
— Bibliography. I. Title. 


OCLC 4765302 


79-11870 
J 26.9:F 51 
Ray, Marla Wilson. 

Firearm use in violent crime : a selected bibliography / 
compiled by Marla Wilson Ray, Office for Improvements in 
the Administration of Justice, U.S. Dept. of Justice, Robert 
N. Brenner, Marjorie Kravitz, National Criminal Justice 
Reference Service ; [prepared by Aspen Systems Corp.]. — 
{Rockville, Md.] Dept. of Justice, Law Enforcement 
Assistance Administration, National Institute of Law Enforce- 
ment and Criminal Justice, 1978. 

20402 

ix, 111 p. ; 26 cm. 

Prepared under contract no. J-LEAA-023-77. 

September 1978. 

@ltem 968-H-2 

S/N 027-000-00756-2 

pbk. : $2.75 

1. Firearms. I. Brenner, Robert N., joint author. II. 
Kravitz, Marjorie, joint author. III. United States. National 
Criminal Justice Reference Service. IV. United States. 
Dept. of Justice. Office for Improvements in the Administra- 
tion of Justice. V. National Institute of Law Enforcement 
and Criminal Justice. VI. Aspen Systems Corporation. VII. 
Title. 


OCLC 4786659 


79-11871 
J 26.9:P 75/2 
Brenner, Robert N. 

Police management : a selected bibliography / compiled by 
Robert N. Brenner ; Marjorie Kravitz, supervising editor, Na- 
tional Criminal Justice Reference Service ; [prepared by 
Aspen Systems Corp.]. — Rockville, Md. : Dept. of Justice, 
Law Enforcement Assistance Administration, National In- 
stitute of Law Enforcement and Criminal Justice, National 
Criminal Justice Reference Service, 1978. 

20850 

vii, 106 p. ; 26 cm. 

Prepared under contract no. J-LEAA-023-77. 

May 1978. 
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@ltem 968-H-2 

pbk. 

1. Police administration — United States — Bibliography. 
I. Kravitz, Marjorie. II. United States. National Criminal 
Justice Reference Service. III. Aspen Systems Corporation. 
IV. National Institute of Law Enforcement and Criminal 
Justice. V. Title. 


OCLC 4612909 


79-11872 


J 26.9:P 93 


Johnson, Carolyn. 


Prison industries : a selected bibliography / compiled by 
Carolyn Johnson, Marjorie Kravitz, supervising editor, Na- 
tional Criminal Justice Reference Service ; [prepared by 
Aspen Systems Corporation]. — [Washington] Dept. of 
Justice, Law Enforcement Assistance Administration, Na- 
tional Institute of Law Enforcement and Criminal Justice, 
1978. 

20531 

vii, 32 p. ; 26 cm. 

Prepared under contract no. J-LEAA-023-77. 

May 1978. 

@ltem 968-H-2 

pbk. 


1. Convict labor— United States — Bibliography. I. 
United States. National Criminal 


Justice Reference Service. III. Aspen Systems Corporation. 


Kravitz, Marjorie. II. 


IV. National Institute of Law Enforcement and Criminal 
Justice. V. Title. 


OCLC 4759293 


79-11873 
J 26.9:P 96 
Cain, Anthony A. 
Public defender programs : a selected bibliography / com- 
piled by Anthony A. Cain; Marjorie Kravitz, supervising edi- 
Justice Reference Service. — 


of Justice, 


Criminal 
Dept. 
Assistance Administration, National Institute of Law Enforce- 
ment and Criminal Justice, 1978. 

20531 
vii, 39 p. ; 27 cm. 


tor, National 


[Washington] Law Enforcement 


Prepared by Aspen Systems Corp. under Contract no. J- 
LEAA-023-77. 

June 1978. 

@ltem 968-H-2 

1. Legal aid — United States — Bibliography. I. Kravitz, 
Marjorie. II. United States. National Criminal Justice 
Reference Service. III. National Institute of Law Enforce- 


ment and Criminal Justice. IV. Aspen Systems Corporation. 
V. Title. 


OCLC 4612770 


Page 213 





United States Marshals Service — Justice Dept. 


79-11874 


J 26.9:P 96/2 
Ferry, John 

Publications of the National Institute of Law Enforcement 
and Criminal Justice : a comprehensive bibliography / com- 
piled by John Ferry, Marjorie Kravitz, Ollie Smith, National 
Criminal Justice Reference Service ; [prepared by Aspen 
Systems Corp.] — [Rockville, Md.] : Dept. of Justice, Law 
Enforcement Assistance Administration, National Institute of 
Law Enforcement and Criminal Justice ; Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

vii, 230 p. ; 26 cm. 

Prepared under Contract No. J-LEAA-023-77. 

February 1978. 

@ltem 968-H-2 

S/N 027-000-00740-6 

pbk. : $4.50 

1. Law enforcement — United States — Bibliography. 2. 
Criminal justice — United States — Bibliography. I. Kravitz, 
Marjorie II. Smith, Ollie L. Ill. United States. National 
Criminal Justice Reference Service. IV. National Institute of 
Law Enforcement and Criminal Justice. V. Aspen Systems 
Corporation. VI. Title. 


1. Courts — Bibliography. 2. Criminal justice, Administra- 
tion of — Bibliography. I. Berkson, Larry, joint author. II. 
National Institute of Law Enforcement and Criminal Justice. 
Ill. Title. 


OCLC 4720930 


79-11877 


J 26.9:V 66 


Cain, Anthony A. 


Victim/witness assistance : a selected bibliography / com- 
piled by Anthony A. Cain, Marjorie Kravitz, supervising edi- 
tor, National Criminal Justice Reference Service ; [prepared 
by Aspen Systems Corp.]. — [Washington] : Dept. of Justice, 
Law Enforcement Assistance Administration, National In- 
stitute of Law Enforcement and Criminal Justice, 1978. 

20531 

vii, 43 p. ; 26 cm. 

Prepared under contract no. J-LEAA-023-77. 

June 1978. 

@ltem 968-H-2 

pbk. 

1. Victims of crimes — United States — Bibliography. 2. 
Witnesses — United States — Bibliography. I. Kravitz, Mar- 


jorie. II. United States. National Criminal Justice Reference 
Service. III. Aspen Systems Corporation. IV. National In- 
stitute of Law Enforcement and Criminal Justice. V. Title. 


OCLC 4675452 


79-11875 
J 26.9:Sp 3 
National Institute of Law Enforcement and Criminal Justice. 
Speedy trial : a selected bibliography and comparative 
analysis of state speedy trial provisions / by Burke O’Hara 


OCLC 4771632 


79-11878 
J 26.10:SD-NCS-C-25 
United States. Bureau of the Census. 


Fort ... [et al], Midwest Research Institute ; [prepared by 
Aspen Systems Corps.].— [Rockville, Md.] : Dept. of 
Justice, Law Enforcement Assistance Administration, Na- 
tional Institute of Law Enforcement and Criminal Justice, 
National Criminal Justice Reference Service, 1978. 

20850 

v, 194 p. ; ill. ; 26 cm. 

Prepared under Contract no. J-LEAA-023-77. 

August 1978. 

@ltem 968-H-2 

pbk. 

1. Speedy trial — United States — States — Bibliography. 
2. Trials — United States — States — Bibliography. I. Fort, 
Burke O'Hara. II. United States. National Criminal Justice 
Reference Service. II]. Aspen Systems Corporation. IV. 
Midwest Research Institute, Kansas City, Mo. V. Title. 


OCLC 4770946 


Milwaukee : public attitudes about crime / prepared by the 
Bureau of the Census. — [Washington] : Dept. of Justice, 
Law Enforcement Assistance Administration, National 
Criminal Justice Information and Statistics Service, 1978. 

20531 

vi, 50 p. : ill. ; 26 cm. — (A national crime survey report ; 
no. SD-NCS-C-25) 

December 1978. 

@ltem 968-H-1 

pbk. 

1. Crime and_ criminals — Wisconsin — Milwaukee — 
Public opinion. 2. Victims of crimes surveys — Wisconsin — 
Milwaukee. 3. Milwaukee, Wis. — Police — Public opinion. 
I. United States. National Criminal Justice Information and 
Statistics Service. II. Title. III. Series. 

HV6795.MS5US55 1977 
301.15/43/364977595 
OCLC 2875195 


79-11876 
J 26.9:Un 3 79-11879 
Carbon, Susan. 
Literature on court unification : an annotated bibliography 
/ by Susan Carbon and Larry Berkson. — [Washington] : 
Dept. of Justice, Law Enforcement Assistance Administra- 
tion, National Institute of Law Enforcement and Criminal 


J 26.17:1 
United States. National Criminal Justice Reference Service. 
International summaries : a collection of selected transla- 
tions in law enforcement and criminal justice / National 


Justice : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 


1978. 
20402 
v, 38 p. ; 26 cm. 
Supported by grant no. 76-NI-99-1024. 
June 1978. 
@ltem 968-H-2 
S/N 027-000-00694-9 
pbk. : $1.70 


Page 214 


Criminal Justice Reference Service. — Rockville, Md. : Dept. 
of Justice, Law Enforcement Assistance Administration, Na- 
tional Institute of Law Enforcement and Criminal Justice, 
National Criminal Justice Reference Service, 1978- 

20850 

v. ; 26 cm. 

Supervising editor: Marjorie Kravitz. 

July 1978. 

@ltem 968-H-7 

pbk. 





Government Publications — June 1979 


1. Law enforcement — Abstracts. 2. Criminal justice, Ad- At head of title: National evaluation program, phase II re- 
ministration of — Abstracts. I. Kravitz, Marjorie. II. Na- port. 
tional Institute of Law Enforcement and Criminal Justice. Supported by Contract No. J-LEAA-015-77, awarded to 


Ill. Title. f 
Systems Sciences, Inc. 


OCLC 4772336 January 1979. 
79-11880 @ltem 717-R 
J 26.20:0101.01 S/N 027-000-00758-9 


National Institute of Law Enforcement and Criminal Justice. pbk. : $3.50 

NILECJ standard on the ballistic resistance of police body 1. Drug abuse — Treatment — United States. 2. Crime 
armor; a voluntary national standard promulgated by the Na- and criminals — United States. I. System Sciences, inc. II. 
tional Institute of Law Enforcement and Criminal Justice. — Title. 
[Washington] : Dept. of Justice, Law Enforcement 
Assistance Administration, National Institute of Law Enforce- 
ment and Criminal Justice : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 SUPREME COURT 

vi, 10 p. ; 26 cm. — (Law enforcement standards program Washington, DC 20543 
NILECJ-STD-0101.01) 

Formulated by the Law Enforcement Standards Laboratory 79-11883 
of the National Bureau of Standards. Ju 6.8:429 

Supersedes NILECJ-STD-0101.00 dated March 1972. United States. Supreme Court. 

December 1978. United States reports. Washington, Supreme Court; for sale 


@ltem 717-J by the Supt. of Docs., U.S. Govt. Print. Off. 
S/N 027-000-00729-5 Preto 


pbk. : $1.00 yon 
1. Arms and armor — Standards. 2. Police — Equipment oo 
and supplies. I. Title. II. Title: Ballistic resistance of police $10.75 
body armor. III. Series: National Institute of Law Enforce- v. 1- 1790- 
ment and Criminal Justice. Law enforcement standards pro- Other title: Cases adjudged in the Supreme Court 
gram NILECJ-STD ; 0101.01. Title varies slightly. 
v. 429, Oct. term, 1976. 
@ltem 741 
79-11881 S/N 028-001-00398-2 
J 26.21:A/21 
National Institute of Law Enforcement and Criminal Justice. : 
Street lighting projects / by James M. Tien ... [et al.]. — States. Supreme Court. I. Title. 
[Rockville, Md.] : Dept. of Justice, Law Enforcement 
Assistance Administration, National Institute of Law Enforce- OCLC 1768670 
ment and Criminal Justice, 1979. 
ger ill. ; 28 National Evaluation P Pan 
m2 r ty et cm.— (National Evaluation Program : Washington, DC 20217 
At head of title: National Evaluation Program, phase I re- 79-11884 


“= d by Grant No. 76-NI-99-0090 ded to Publi aenahiaiind 
ees ee Peeve Pe eee United States. Tax Court. 


Systems Evaluation, Inc. : , : 

January 1979. Reports of the United States Tax Court. Washington, Tax 
Includes bibliographical references. Court; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
@ltem 717-R 20402 
pbk. 23 cm. 

1. Street-lighting — United States. 2. Roads — United $12.75 
States — Lighting. I. Tien, James M_ II. Title. v. 1- Oct. 22, 1942- 


OCLC 4786859 


OCLC 4829309 


1. Law reports, digests, etc. — United States. 2. United 


Spine title: United States Tax Court reports 
OCLC 4789939 : ‘ i 
Title varies slightly. 


79-11882 Vol. 70, April 1-Sept. 30, 1978. 
J 26.21:B/1 
National Institute of Law Enforcement and Criminal Justice. 
Evaluation of treatment of alternatives to street crime. — @ltem 742 
[Washington] : Dept. of Justice, Law Enforcement S/N 028-005-00139-0 
Assistance Administration, National Institute of Law Enforce- 


4 Criminal Justi f i ain ‘D Supersedes: United States. Tax Court. Reports of the 
ment and Criminal Justice : for sale by the Supt. of Docs., ited States Board of Tax A Is 1924-1942 
U.S. Govt. Print. Off., 1979. ee ee 


20402 1. Taxation — United States — Cases. I. Title. 


Semiannual. 


xii, 150 p. ; 28 cm. — (National evaluation program : Se- 
ries B ; no. 1) OCLC 2041173 
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Federal Judicial Center 


FEDERAL JUDICIAL CENTER 
Washington, DC 20005 


79-11885 
Ju 13.10:78-2 
Federal Judicial Center. 

Improving the Federal court library system : report and 
recommendations submitted to the Judicial Conference of 
the United States / by the Board of the Federal Center. — 
[Washington] : Federal Judicial Center, 1978. 

20005 

xxix, 110 p. ; 27 cm. 

FJC ; R-78-2 

February 1978. 

Includes bibliographical references. 

@ltem 743-C-3 

pbk. 

1. Law libraries — United States. I. Title. 


OCLC 4335289 


LABOR DEPARTMENT 
Washington, DC 20210 


79-11886 
L 1.2:Em 7/16/977 
United States. Dept. of Labor. 

Employee retirement income security act. Report to Con- 
gress. Washington, Dept. of Labor, Labor-Management Ser- 
vices Administration, Pension and Welfare Benefit Programs. 

20216 

28 cm. 

1977- 

“Report of the Secretary of Labor to the Congress.” 

1977. 

@ltem 745 

Continues: Administration of the Employee Retirement In- 
come Security Act ISSN 0146-7352 

1. Pension trusts — United States — Periodicals. I. United 

States. Labor-Management Services Administration. Pension 
and Welfare Benefit Programs. II. Title. 


OCLC 4820141 


79-11887 
L 1.7/2:C 18/3 
United States. Labor-Management Services Administration. 
A guide to careers in LMSA / U.S. Department of Labor, 
Labor-Management Services Administration. — [Washington] 
: The Administration, [1979?] 
20210 
49 p.: ill. ; 21 cm. 
@ltem 745-A 
pbk. 
1. United States. Labor-Management Services Administra- 
tion — Appointments, promotions, salaries. I. Title. 


OCLC 4846539 
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79-11888 
L 1.51:975 
United States. Labor-Management Services Administration. Of- 

fice of Labor-Management Standards Enforcement. 

Compliance, enforcement and reporting under the Labor- 
management reporting and disclosure act. [Washington] 
Dept. of Labor, Labor-Management Services Administration, 
Office of Labor-Management Standards Enforcement; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 28 cm. 

$3.25 

1974- 

Report year ends June 30. 

1975. 

@ltem 762-D-3 

S/N 029-000-00347-5 

Continues: United States. Office of Labor-Management 
and Welfare-Pension Reports. Compliance, enforcement and 
reporting under the Labor-management reporting and disclo- 
sure act 

1. Labor laws and legislation — United States — Periodi- 
cals. 2. Unfair labor practices — United States — Periodi- 
cals. I. Title. 


OCLC 4757740 


LABOR STATISTICS BUREAU 
Labor Dept. 
Washington, DC 20210 


79-11889 
L 2.2:P 29/979 
United States. Bureau of Labor Statistics. 

National survey of professional, administrative, technical, 
and clerical pay. [Washington] Dept. of Labor, Bureau of 
Labor Statistics. 

20212 

v. 28 cm. 

1959/60- 

March 1979, definitions of occupations. 

@ltem 769 

ISSN 0501-7041 

1. White collar workers — United States— Job descrip- 
tions. I. Title. 


OCLC 1604150 


79-11890 
L 2.3:1900-81 
Area wage surveys. Selected metropolitan areas. [Washington] 
Dept. of Labor, Bureau of Labor Statistics; for sale by the 
Supt. of Docs., U.S. Govt Print. Off. 
20402 
ill. 21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 
1900-81) 
$3.00 
[Ist]- 1968/69- 
1976. 
@ltem 768-A-1 
S/N 029-001-02184-4 
Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 





Government Publications — June 1979 


1. Wages— United States — Statistics — Periodicals. I. 1. Wages — Building trades — United States — Statistics — 
United States. Bureau of Labor Statistics. II. Series: United Periodicals. 2. Hours of labor — United States — Statistics 
States. Bureau of Labor Statistics. Bulletin - Bureau of Labor — Periodicals. I. United States. Bureau of Labor Statistics. 
Statistics ; 1900-81. Il. Series: United States. Bureau of Labor Statistics. Bulletin - 

Bureau of Labor Statistics ; 2012. 


OCLC 1285592 
79-11891 


OCLC 4754350 
L 2.3:1998 sawe 
United States. Bureau of Labor Statistics. 
Bargaining calendar. [Washington] Dept. of Labor, Bureau 
of Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 


L 2.3:2013 
United States. Bureau of Labor Statistics. 

Characteristics of major collective bargaining agreements. 
$ Washington, Dept. of Labor, Bureau of Labor Statistics; for 
Print. Off. sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 20402 

28 cm. (Bulletin - Bureau of Labor Statistics ; 1998) 28 cm. (Bulletin - Bureau of Labor Statistics ; 2013) 

$2.30 $2.75 

1978- July 1, 1976. 

Annual. Chiefly tables. 

@ltem 768-A-1 Annual. 

S/N 029-001-02192-5 @ltem 768-A-1 

Main series: Bulletin - Bureau of Labor Statistics ahi et ovrgal 

Continues: Wage calendar Main series: Bulletin - Bureau of Labor Statistics ISSN 

1. Collective bargaining — United States — Periodicals. 2. 0082-9021 
Wages — United States — Statistics — Periodicals. I. Title. 1. Collective labor agreements — United States — Statistics 
II. Series: United States. Bureau of Labor Statistics. Bulletin - — Periodicals. I. Title. II. Series: United States. Bureau of 
Bureau of Labor Statistics ; 1998. Labor Statistics. Bulletin - Bureau of Labor Statistics ; 2013. 

HD8051.A34a 

OCLC 4763148 331/.89/0973 


OCLC 3658937 
79-11892 


L 2.3:2007 79-11895 
United States. Bureau of Labor Statistics. 

Industry wage survey, women’s and misses’ dresses, August 
1977 / U.S. Department of Labor, Bureau of Labor Statistics. 
— Washington : Dept. of Labor, Bureau of Labor Statistics : 20402 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 28 cm. (Bulletin - Bureau of Labor Statistics ; 2015) 

20se2 $3.00 

vi, 33 p. ; 28 cm. — (Bulletin - Bureau of Labor Statistics July 1, 1977. 

; 2007) Chiefly tables. 

Feb. 1979. @ltem 768-C-4 

@ltem 768-C-1 S/N 029-001-02285-9 

S/N 029-001-02275-1 Main series: Bulletin - Bureau of Labor Statistics ISSN 

pbk. : $1.20 0082-9021 
1. Wages — Transport workers — United States — Periodi- 

cals. I. United States. Bureau of Labor Statistics. II. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 2015. 


L 2.3:2015 
Union wages and hours: local truckdrivers and helpers. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 


1. Wages — Clothing workers — United States. I. Title. 
II. Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 2007. 


OCLC 4840507 OCLC 4332510 


79-11893 79-11896 
L 2.3:2012 L 2.3:2025-59 
Union wages and hours. Building trades. [Washington] Dept. of United States. Bureau of Labor Statistics. 
Labor, Bureau of Labor Statistics; for sale by the Supt. of Area wage survey. Columbus, Ohio, metropolitan area. 
Docs., U.S. Govt. Print. Off. Washington, Dept. of Labor, Bureau of Labor Statistics; for 
20402 sale by the Supt. of Docs., U.S. Govt. Print. Off. 
28 cm. (Bulletin - Bureau of Labor Statistics ; 2012) 20402 
$3.75 20 x 26 cm. (Bulletin - Bureau of Labor Statistics ; 2025- 
July 1, 1977. 59) 


$1.50 
Chiefly tables. 
eae! os as Oct. 1965- 


Oct. 1978. 
@ltem 768-C-4 @ltem 768-B-37 
S/N 029-001-02278-6 S/N 029-001-02273-5 
Main series: Bulletin - Bureau of Labor Statistics ISSN Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 0082-9021 
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Labor Statistics Bureau — Labor Dept. 


Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey 

1. Wages—Ohio— Columbus’ metropolitan area — 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 
I. Title. II. Series: United States. Bureau of Labor Statistics. 
Bulletin - Bureau of Labor Statistics ; 2025-59. 


OCLC 2305906 


79-11897 


L 2.3:2025-60 


United States. Bureau of Labor Statistics. 


Area wage survey: Miami, Florida, metropolitan area. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

20 x 26 cm. (Bulletin - Bureau of Labor Statistics ; 2025- 
60) 

$1.30 

Dec. 1965- 

Oct. 1978. 

@ltem 768-B-11 

S/N 029-001-02276-0 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

Supersedes in part: Occupational wage survey 

1. Wages — Florida — Miami metropolitan area — Statistics 
— Periodicals. 2. Job descriptions — Periodicals. I. Title. 
II. Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 2025-60. 


OCLC 2237018 


79-11898 


L 2.3:2025-61 


United States. Bureau of Labor Statistics. 


Area wage survey. Los Angeles-Long Beach, California, 
metropolitan area. Washington, Dept. of Labor, Bureau of 
Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

20 x 26 cm. (Bulletin - Bureau of Labor Statistics ; 2025- 
61) 

$1.50 

Oct. 1978. 

@ltem 768-B-6 

S/N 029-001-02279-4 

ISSN 0147-7072 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

Supersedes in part: United States. Bureau of Labor 
Statistics. Area wage survey: Los Angeles-Long Beach and 
Anaheim-Santa Ana-Garden Grove, California, metropolitan 
area 

1. Wages — California — Los Angeles metropolitan area — 
Statistics — Periodicals. 2. Wages — California — Long 
Beach — Statistics — Periodicals. 3. Job descriptions — 
Periodicals. I. Title. Il. Series: United States. Bureau of 
Labor Statistics. Bulletin - Bureau of Labor Statistics ; 2025- 
6l. 

HD4976.L6U5S5a 
331.2/9794/93 
OCLC 2505695 
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79-11899 
L 2.3:2025-62 
United States. Bureau of Labor Statistics. 

Area wage survey. Memphis, Tennessee-Arkansas-Missis- 
sippi, metropolitan area. Washington, Dept. of Labor, Bureau 
of Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

20 x 26 cm. (Bulletin - Bureau of Labor Statistics ; 2025- 
62) 

$1.00 

Nov. 1978. 

@ltem 768-B-44 

S/N 022-001-02280-8 

ISSN 0364-3395 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

Continues: United States. Bureau of Labor Statistics. Area 
wage survey, the Memphis, Tennessee-Arkansas, 
metropolitan area 

1. Wages — Tennessee — Memphis — Statistics — Periodi- 
cals. 2. Wages — Arkansas — Statistics — Periodicals. 3. 
Wages — Mississippi — Statistics — Periodicals. 4. Job 
descriptions — Periodicals. I. Title. II. Series: United 
States. Bureau of Labor Statistics. Bulletin - Bureau of Labor 
Statistics ; 2025-62. 

HD4976.M4US53a 
331.2/9768/19 
OCLC 2305890 


79-11900 
L 2.3:2025-63 
United States. Bureau of Labor Statistics. 

Area wage survey. Akron, Ohio, metropolitan area. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

20 x 26 cm. (Bulletin - Bureau of Labor Statistics ; 2025- 
63) 

$1.00 

June 1966- 

Dec. 1978. 

@ltem 768-B-37 

S/N 029-001-0228 1-6 

ISSN 0148-5237 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey 

1. Wages — Ohio — Akron metropolitan area — Statistics 
— Periodicals. 2. Job descriptions — Periodicals. I. Title. 
II. Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 2025-63. 


OCLC 2305918 


79-11901 
L 2.3:2025-64 
United States. Bureau of Labor Statistics. 

Area wage survey. Saginaw, Michigan metropolitan area. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

20 x 26 cm. (Bulletin - Bureau of Labor Statistics ; 2025- 
64) 

$1.00 

Nov. 1978. 

@ltem 768-B-24 

S/N 025-001-02283-2 





ISSN 0099-1902 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

1. Wages — Michigan — Saginaw — Statistics — Periodi- 
cals. 2. Job descriptions — Periodicals. I. Title. II. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau 
of Labor Statistics ; 2025-64. 


OCLC 2237033 


79-11902 


L 2.3:2025-65 


United States. Bureau of Labor Statistics. 


Area wage survey: Anaheim-Santa Ana-Garden Grove, 
California metropolitan area. Washington Dept. of Labor, 
Bureau of Labor Statistics; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

20 x 26 cm. (Bulletin - Bureau of Labor Statistics ; 2025- 
65) 

$1.30 

Oct. 1978. 

@ltem 768-B-6 

S/N 029-001-02284-1 

ISSN 0362-4242 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

Supersedes in part: Area wage survey: Los Angeles-Long 
Beach and Anaheim-Santa Ana-Garden Grove, California, 
metropolitan area 

1. Wages — California — Anaheim — Statistics — Periodi- 
cals. 2. Wages — California — Santa Ana — Statistics. 3. 
Wages — California — Santa Ana — Statistics — Periodicals. 
4. Wages — California — Garden Grove — Statistics — 
Periodicals. 5. Job descriptions — Periodicals. I. Title. II. 
Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 2025-65. 

HD4976.L6A35 
331.2/9794/96 
OCLC 2237038 


79-11903 


L 2.3:2025-66 


United States. Bureau of Labor Statistics. 


Area wage survey. Dayton, Ohio, metropolitan area. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

20 x 26 cm. (Bulletin - Bureau of Labor Statistics ; 2025- 
66) 

$1.00 

Jan. 1966- 

Dec. 1978. 

@ltem 768-BV-37 

S/N 029-001-02282-4 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey 

1. Wages — Ohio — Dayton metropolitan area — Statistics 
— Periodicals. 2. Job descriptions — Periodicals. I. Title. 
II. Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 2025-66. 


OCLC 2237029 


Government Publications — June 1979 


79-11904 


L 2.3:2025-67 


United States. Bureau of Labor Statistics. 


Area wage survey: Jacksonville, Florida, metropolitan area. 
Washington Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

20 x 26 cm. (Bulletin - Bureau of Labor Statistics ; 2025- 
67) 

$1.00 

Dec. 1978. 

@ltem 768-B-11 

S/N 029-001-02287-5 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

Supersedes in part: United States. Bureau of Labor 
Statistics. Occupational wage survey 

1. Wages — Florida — Jacksonville — Statistics — Periodi- 
cals. 2. Job descriptions — Periodicals. I. Series: United 
States. Bureau of Labor Statistics. Bulletin - Bureau of Labor 
Statistics ; 2025-67. 

HD8051.A62 
[HD4976.J3A37] 
331.2975912 
OCLC 2225692 


79-11905 


L 2.3:2025-68 


United States. Bureau of Labor Statistics. 


Area wage survey. Denver-Boulder, Colorado, 
metropolitan area. [Washington] Dept. of Labor, Bureau of 
Labor Statistics; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

v. ill. 20 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 
2025-68) 

$1.20 

Chiefly tables. 

Dec. 1978. 

@ltem 768-B-7 

S/N 029-001-02288-3 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

1. Wages —Colorado— Denver metropolitan area — 
Statistics — Periodicals. 2. Wages — Colorado — Boulder — 
Statistics — Periodicals. 3. Job descriptions — Periodicals. 

I. Title. Il. Series: United States. Bureau of Labor Statistics. 
Bulletin - Bureau of Labor Statistics ; 2025-68. 
HD4976.D45A37 

331.2/9788/8 

OCLC 2237027 


79-11906 


L 2.15:D 48/977 


United States. Bureau of Labor Statistics. North Central Re- 


gional Office. 

Municipal government wage survey, Detroit, Michigan, 
January 1977 / U.S. Department of Labor, Bureau of Labor 
Statistics, North Central Region V. — Chicago, Ili. : Dept. of 
Labor, Bureau of Labor Statistics, North Central Regional 
Office, 1977. 

60604 

14, 16 p. ; 28 cm.— (Regional report - Bureau of Labor 
Statistics, North Central Region ; 77-5) 

“Supplement to Reg. Rpt. 76-3.” 

pbk. 
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Labor Statistics Bureau — Labor Dept. 


1. Detroit, Mich. — Officials and employees — Salaries, al- 
lowances, etc. I. Title. II. Series: United States. Bureau of 
Labor Statistics. North Central Regional Office. Regional re- 
port - Bureau of Labor Statistics, North Central Regional Of- 
fice ; 77-5. 

HD8083.A4N63 no. 77-5 
[JS844.A4] 

331/.0977 s 
(331.2/81/352077434] 
OCLC 3166877 


79-11907 
L 2.71:564 
United States. Bureau of Labor Statistics. 

Publications of the Bureau of Labor Statistics. 
{Washington} Dept. of Labor, Bureau of Labor Statistics. 

20212 

26 cm. (Report - Bureau of Labor Statistics ; 564) 

Jan.-June 1978. 

Semiannual. 

@ltem 768-G 

ISSN 0148-530X 

Main series: United States. Bureau of Labor Statistics. Re- 
port - Bureau of Labor Statistics 

Continues: Catalog of publications: bulletins, reports and 
releases 1964-June 1969 

1. United States. Bureau of Labor Statistics — Bibliography 
— Periodicals. 2. Labor and laboring classes — United 
States — Bibliography — Periodicals. I. Title. II. Series: 
United States. Bureau of Labor Statistics. Report - Bureau of 
Labor Statistics ; 564. 


OCLC 3117103 


79-11908 
L 2.71/4:77-2 
United States. Bureau of Labor Statistics. North Central Re- 
gional Office. 

State government wage survey, Wisconsin, fall 1976 / U.S. 
Department of Labor, Bureau of Labor Statistics, North Cen- 
tral Region V.— Chicago, Ill. : Dept. of Labor, Bureau of 
Labor Statistics, North Central Regional Office, 1977. 

v, 78 p. ; 28 cm.— (Regional report - U.S. Bureau of 
Labor Statistics, North Central Region ; 77-2) 

“This study was made by Woodrow C. Linn.” 

pbk. 

1. Wisconsin — Officials and employees — Salaries, al- 
lowances, etc. I. Linn, Woodrow C. II. Title. III. Series: 
United States. Bureau of Labor Statistics. North Central Re- 
gional Office. Regional report - Bureau of Labor Statistics, 
North Central Regional Office ; 77-2. 

HD8083.A4N63 no. 77-2 
[JK6057] 

331/.0977 s 
[331.2/81/3539775] 
OCLC 3144722 


79-11909 
L 2.71/4:77-6 
United States. Bureau of Labor Statistics. North Central Re- 
gional Office. 

State government wage survey, Minnesota, January 1977 / 
U.S. Department of Labor, Bureau of Labor Statistics, North 
Central Region V.— Chicago, Ill. : Dept. of Labor, Bureau 
of Labor Statistics, North Central Regional Office, 1977. 

230 S. Dearborn St. 60604 

iv, 51 p. ; 28 cm.— (Regional report - Bureau of Labor 
Statistics, North Central Regional Office ; 77-6) 

“This study was made by Woodrow C. Linn.” 
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1. Minnesota — Officials and employees — Salaries, al- 
lowances, etc. I. Linn, Woodrow C. II. Title. III. Series: 
United States. Bureau of Labor Statistics. North Central Re- 
gional Office. Regional report - Bureau of Labor Statistics, 
North Central Regional Office ; 77-6. 

HD8083.A4N63 no. 77-6 
[JK6157] 

331/.0977 s 
[331.2/81/3539776] 
OCLC 3143182 


79-11910 


L 2.71/4:77-7 


United States. Bureau of Labor Statistics. North Central Re- 


gional Office. 

State government wage survey, Ohio, February 1977 / U.S. 
Department of Labor, Bureau of Labor Statistics, North Cen- 
tral Region V.— Chicago, Ill. : Dept. of Labor, Bureau of 
Labor Statistics, North Central Regional Office, 1977. 

230 Dearborn St. 60604 

v. 54 p. ; 28 cm.— (Regional report - Bureau of Labor 
Statistics, North Central Regional Office ; 77-7) 

“This study was made by Woodrow C. Linn. 

pbk. 

1. Ohio — Officials and employees — Salaries, allowances, 
etc. I. Linn, Woodrow C. II. Title. III. Series: United 
States. Bureau of Labor Statistics. North Central Regional 
Office. Regional report - Bureau of Labor Statistics, North 
Central Regional Office ; 77-7. 

HD8083.A4N63 no. 77-7 
(JK5557] 

331/.0977 s 
(331.2/81/3539771] 
OCLC 3143255 


79-11911 


L 2.98:215 


Young, Anne McDougall 


Students, graduates, and dropouts in the labor market, Oc- 
tober 1977 / Anne McDougall Young. — [Washington] 
Dept. of Labor, Bureau of Labor Statistics, 1978. 

20212 

p. 44-47, 21 p. ; 28 cm.— (Special labor force report ; 
215) 

Reprinted from June 1978 Monthly labor review, with sup- 
plementary tables. 

Chiefly tables. 

@ltem 768-R 

pbk. 

1. Labor supply — United States — Statistics. 2. Student 
employment — Statistics. 3. Dropouts — Employment — 
United States. I. United States. Bureau of Labor Statistics. 
II. Title. III. Series: United States. Bureau of Labor 
Statistics. Special labor force report ; 215. 


OCLC 4822035 


79-11912 


L 2.98:216 


United States. Bureau of Labor Statistics. 


Marital and family characteristics of workers, March 1977 / 
Howard Hayghe. — [Washington] : Dept. of Labor, Bureau 
of Labor Statistics, 1979. 

20212 

p. 51-54, 48 p. ; 28 cm.— (Special labor force report ; 
216) 

Reprinted from Feb. 1978 Monthly Labor Review with 
supplementary tables. 

Chiefly tables. 





Includes bibliographical references. 

@ltem 768-R 

pbk. 

1. Labor and laboring classes — United States — Statistics. 
2. Labor supply — United States — Statistics. I. United 
States. Bureau of Labor Statistics II. Title. Ill. Series: 
United States. Bureau of Labor Statistics. Special labor force 
report ; 216. 


OCLC 4752484 


79-11913 


L 2.99/2:977-79/v.1-2 


United States. Bureau of Labor Statistics. 


Digest of selected health and _ insurance plans. 
[Washington] Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$18.00 (U.S., including basic manual and supplements for 
an indefinite period) $22.50 (foreign) 

1977-79- ed. 

1977-79 ed., v. 1-2. 

1977-79- issued in 2 vols. 

CONTENTS: v. 1. Health benefits.—v. 2. Insurance 
benefits. 

Updated by continuing supplements and cumulated irregu- 
larly. 

@ltem 768-K 

S/N 029-001-81001-6 

Continues: Digest of heath and insurance plans 

Related records: Digest of selected pension plans 

1. Insurance, Health — United States. 2. Social security — 
United States. I. Title. 


OCLC 4758331 


79-11914 


L 2.105:in 2/975 


United States. Bureau of Labor Statistics. North Central Re- 


gional Office. 

Municipal government wage surveys, Indianapolis, Indiana, 
May 1975 / U.S. Department of Labor, Bureau of Labor 
Statistics, North Central Regional Office, 1975. — Chicago, 
Ill. : Dept. of Labor, Bureau of Labor Statistics, North Cen- 
tral Regional Office, 1975. 

60604 

20 p. ; 27 cm.— (Regional report - Bureau of Labor 
Statistics, North Central Regional Office ; 75-6) 

(Supplement to Regional Report no. 74-7) 

pbk. 

1. Indianapolis, Ind. — Officials and employees — Salaries, 
allowances, etc. I. Title. II. Series: United States. Bureau 
of Labor Statistics. North Central Regiona! Office. Regional 
report - Bureau of Labor Statistics, North Central Regional 
Office ; 75-6. 


OCLC 4156509 


Government Publications — June 1979 


79-11915 
L 2.105:M 51/975 
United States. Bureau of Labor Statistics. Southeastern Re- 
gional Office. 

Municipal government wage survey, Memphis, Tennessee, 
November 1975 / Dept. of Labor, Bureau of Labor Statistics, 
Southeastern Regional Office. — Atlanta, Ga. : Dept. of 
Labor, Bureau of Labor Statistics, Southeastern Regional Of- 
fice, 1976. 

1371 Peachtree St., N.E., Suite 540, 30309 

iv, 28 p. ; 27 cm.— (Regional report - Bureau of Labor 
Statistics, Southeastern Regional Office ; 33) 

“Prepared by Robert F. McNeely.” 

Aug. 1976. 

pbk. 

1. Memphis, Tenn. — Officals and employees — Salaries, 
allowances, etc. I. McNeely, Robert F. Il. Title. III. Se- 
ries: United States. Bureau of Labor Statistics. Southeastern 
Regional Office. Regional report - Bureau of Labor Statistics, 
Southeastern Regional Office ; 33. 


OCLC 4840172 


79-11916 
L 2.109:978-80 
United States. Labor Research Advisory Council. 

Directory of the Labor Research Advisory Council to the 
Bureau of Labor Statistics. [Washington] Dept. of Labor, Bu- 
reau of Labor Statistics. 

20212 

27 cm. 

1978-80. 

@ltem 768-N-1 

ISSN 0091-9497 

1. United States. Labor Research Advisory Council — 
Directories. I. United States. Bureau of Labor Statistics. II. 
Title. 

HD8061.US5a 
331.88/025/73 
OCLC 1788608 


OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


79-11917 
L 35.2:Oc 1/3 
United States. Occupational Safety and Health Administration. 
Occupational safety and health activities in the Federal 
government; the President’s annual report to the Senate and 
House of Representatives. [Washington] Dept. of Labor, Oc- 
cupational Safety and Health Administration. 
20212 
21 cm. 
June 2, 1978 (transmitted to Congress), covering activities 
during 1976. 
@ltem 765 
1. United States — Officials and employees — Health and 
hygiene — Periodicals. 1. United States. President. II. Title. 


OCLC 4763263 


Page 221 





Occupational Safety and Health Administration — Labor Dept. 


79-11918 


L 35.2:Oc 1/5 
United States. Occupational Safety and Health Administration. 
Office of Federal Agency Safety and Health Programs. 

Occupational safety and health for the Federal employee. 
— Washington : Dept. of Labor, Occupational Safety and 
Health Administration, Office of Federal Agency Safety Pro- 
grams, 1979. 

20210 

44 p. ; 27 cm. 

Jan. 1, 1979. 

@ltem 765 

pbk. 

1. Industrial safety. 2. United States — Officials and em- 
ployees — Health and hygiene. I. Title. 


OCLC 4850601 


79-11919 


L 35.8:M 33 
United States. Occupational Safety and Health Administration. 

Maritime manual of standard alleged violation elements / 
U. S. Department of Labor, Occupational Safety and Health 
Administration. — Washington : The Administration, 1979 

20210 

2, 377 p. ; 28 cm. 

@ltem 745-C-1 

pbk. 

1. Ships — Safety regulations — United States. 2. 
Merchant marine — United States — Safety measures. I. 
Title. 


OCLC 4852651 


EMPLOYMENT STANDARDS 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


79-11920 


L 36.3:177/4 
Labor offices in the United States and Canada. [Washington] 
Dept. of Labor, Employment Standards Administration, Of- 
fice of Program Development and Accountability. 

20210 

24 cm. (Bulletin - Employment Standards Administration ; 
177) (ESA publication ; 1437) 

Vols. prior to 1978 were issued by the Division of State 
Employment Standards. 

1978. 

Continues: Labor offices in the United States and Canada, 
issued by: United States. Bureau of Labor Standards. 

@ltem 763 

Main series: Bulletin - Employment Standards Administra- 
tion 

Main series: United States. Employment Standards Ad- 
ministration. ESA publication 
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1. Labor bureaus — United States — Directories. 2. Labor 
bureaus — Canada — Directories. I. United States. Employ- 
ment Standards Administration. Office of Program Develop- 
ment and Accountability. II. United States. Employment 
Standards Administration. Division of Employment Stan- 
dards. III. Series: United States. Employment Standards Ad- 
ministration. Bulletin - Employment Standards Administra- 
tion ; 177. IV. Series: United States. Employment Standards 
Administration. ESA publication ; 1437. 

HD4814.U3 
350/.83/097 
OCLC 1784590 


79-11921 


L 36.13:977 


United States. Employment Standards Administration. 


Black lung benefits act. Annual report on administration of 
the act. [Washington] Dept. of Labor, Employment Stan- 
dards Administration. 

20210 

28 cm. 

1977- 

“Submitted to Congress.” 

1977. 

@ltem 746-C-4 

Continues: Black lung benefits act of 1972; annual report 
on administration of the act 1973/74-76 ISSN 0360-4888 

1. Coal-miners — Legal status, laws, etc. — United States 
— Periodicals. 2. Lungs — Dust diseases — Periodicals. 3. 
Insurance, Disability — United States — Periodicals. I. Title. 


OCLC 4758100 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


79-11922 


L 37.2:J 57/9/v.1-2 


United States. Employment and Training Administration. Office 


of Youth Programs. 

Assessments of the Jobs Corps performance and impacts. 
— [Washington] : Dept. of Labor, Employment and Training 
Administration, Office of Youth Programs, 1979. 

20210 

2 v. : ill. ; 28 cm. 

Feb. 1979. 

Includes bibliographical references. 

@ltem 780-A-1 

pbk. 

1. United States. Job Corps. I. Title. 


OCLC 4818270 


79-11923 


L 37.2:R 31/978 


United States. Employment and Training Administration. 


Research and development projects. [Washington] Dept. 
of Labor, Employment and Training Administration. 

20213 

v. 26 cm. 

1976- 

1978 edition. 

Annual. 

@ltem 780-A-1 

ISSN 0161-407X 





Continues: United States. Dept. of Labor. Manpower Ad- 
ministration. Manpower research and development projects 
1971-75 

1. Labor supply — Research — United States — Periodicals. 
2. Manpower policy — Research — United States — Periodi- 
cals. 

Key Title: Research and development projects - U.S. De- 
partment of Labor, Employment and Training Administration 
I. Title. 

HD5723.A414 
331.1/0973 
OCLC 3744927 


79-11924 


L 37.2:Y 8/10 
United States. Employment and Training Administration. Office 
of Youth Programs. 

A knowledge development plan for youth initiatives, fical 
1979 / U.S. Department of Labor, Employment and Training 
Administration, Office of Youth Programs. — [Washington] : 
The Office, 1978. 

20213 

96 p. ; 28 cm. 

Dec. 1978. 

@ltem 780-A-1 

pbk. 

1. Youth — Employment — United States. 2. Vocational 
guidance — United States. 3. Occupational training — 
United States. I. Title. 


OCLC 4842008 


79-11925 


L 37.8/2:324 
United States. Job Corps. 

Advanced general education program : a high school self- 
study program. — Rev. fall 1977.— Washington : Dept. of 
Labor, Employment and Training Administration, Job Corps 
: [for sale by the Supt. of Docs., U.S. Govt. Print. Off.], 
1977. 

20402 

126 v., 1 sheet: ill. ; 27 cm. — (ET ; 324) 

Includes Teacher’s guide, Course outline, Screening tests, 
Student’s handbook, Students’ answer keys, Teacher’s answer 
key, Unit tests, JC form 195, Student progress/performance 
record, and 119 lesson books. 

@ltem 747-B 

S/N 029-000-00340-8 

pbk. : $40.00 (per set) 

1. General educational development tests. 2. High school 
equivalency examination. 3. Adult education. I. Title. II. 
Title: High school self-study program. 


OCLC 4828918 


79-11926 


L 37.8/6:W 89/979 
United States. Employment and Training Administration. 

Work experience perspectives : CETA program models / 
Dept. of Labor, Employment and Training Administration. — 
Rev. ed. — Washington : Dept. of Labor, Employment and 
Training Administration, 1979. 

20213 

ix, 33 p.: ill. ; 28 cm. 

Authors: Marion W. Pines and James H. Morlock. 

Includes bibliographical references. 

@ltem 780-A-7 

pbk. 


Government Publications — June 1979 


1. Work. 2. Manpower policy — United States. I. Pines, 
Marion W. II. Morlock, James H Ill. Title. IV. Title: 
Comprehensive employment and training act program 
models. 


OCLC 4852661 


79-11927 


L 37.14:67 


United States. Employment and Training Administration. 


Assessing large scale public job creation / Dept. of Labor, 
Employment and Training Administration. — Washington : 
Dept. of Labor, Employment and Training Administration : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

xvi, 282 p. ; 28 cm. — (R&D monograph ; 67) 

@ltem 746-H 

S/N 029-000-00362-9 

pbk. : $4.75 

1. Full employment policies. 2. Public works. I. Title. 
II. Series: United States. Employment and Training Adminis- 
tration. R&D monograph ; 67. 


OCLC 4850798 


APPRENTICESHIP AND TRAINING BUREAU 
Labor Dept. 
Washington, DC 20210 


79-11928 


L 37.106/2:Am 3 


United States. Employment and Training Administration. 


National apprenticeship and training standards for Amer- 
ican Public Works Association / U.S. Department of Labor, 
Employment and Training Administration. — [Washington] : 
The Administration, 1979. 

20210 

iii, 28 p. ; 22 cm. 

@ltem 748 

pbk. 

1. Apprentices — United States. 2. United States — Public 
works. 3. American Public Works Association. I. Title. 


OCLC 4846612 


UNEMPLOYMENT INSURANCE SERVICE 
Labor Dept. 
Washington, DC 20210 


79-11929 


L 37.210:978-2 
L 37.210:979 


Significant provisions of State unemployment insurance laws. 


Washington, Dept. of Labor, Employment and Training Ad- 
ministration, Unemployment Insurance Service. 

20213 

27 cm. 

July 1978, Jan. 1979. 

Semiannual. 

@ltem 761-A 

Continues: United States. Bureau of Employment Security. 
Significant provisions of State unemployment insurance laws 

1. Insurance, Unemployment — United States — Periodi- 
cals. I. United States. Unemployment Insurance Service. 


OCLC 4179755 
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Mining Safety and Health Administration — 


MINING SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


79-11930 


L 38.10:1092 

Injury experience in the nonmetallic mineral industries, except 
stone and coal. [Washington] Dept. of Labor, Mine Safety 
and Health Administration. 

ill. 27 cm. (Informational report - Mine Safety and Health 
Administration ; IR 1092) 

Vols. for 19 - issued by the Bureau of Mines; 19 -72 
prepared by the Branch of Recurring Reports, Health and 
Safety Analysis Center, Mining Enforcement and Safety Ad- 
ministration; 1973-75 by the Center’s Division of Mining In- 
formation Systems. 

Vols. for 19 - issued as Information circular; 19 -75 as 
MESA informational report IR. 

Vols. for 19 -75 classed: I 69.9: 

1976. 

Annual. 

@ltem 637-A 

Main series: Informational report - Mine Safety and Health 
Administration 

Continues: Injury experience in the nonmetal industries 
(except stone and coal) 1956/57- ISSN 0498-7802 

1. Mineral industries— United States — Accidents — 
Periodicals. I. United States. Mine Safety and Health Ad- 
ministration. II. United States. Mining Enforcement and 
Safety Administration. III. Series: United States. Mine 
Safety and Health Administration. Informational report - 
Mine Safety and Health Administration ; IR 1092. 


OCLC 2847829 


79-11931 


L 38.10:1095 
United States. Mine Safety and Health Administration. 

Injury experience in the metallic mineral industries. 
[Washington] Dept. of Labor, Mine Safety and Health Ad- 
ministration. 

22203 

27 cm. (Informational report - Mine Safety and Health Ad- 
ministration ; IR 1095) 

1976- 

1976. 

Continues: Injury experience in the metallic mineral indus- 
tries, ISSN 0160-8452, issued by: United States. Division of 
Mining Information Services. 

Annual. 

@ltem 637-A 

ISSN 0160-8452 

Main series: Informational report - Mine Safety and Health 
Administration 

1. Mineral industries— United States — Accidents — 
Statistics — Periodicals. I. Title. II. Series: United States. 
Mine Safety and Health Administration. Informational report 
- Mine Safety and Health Administration ; IR 1095. 


OCLC 4782354 
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Labor Dept. 


LIBRARY OF CONGRESS 
Washington, DC 20540 


Additional entries follow Copyright Office entries. 


79-11932 
LC 1.2:W 93 
Wright, Wilbur, 1867-1912. 

Photographs by the Wright Brothers : prints from the glass 
negatives in the Library of Congress : a micropublication 
commemorating the seventy-fifth anniversary of the first 
flight by the Wright Brothers, December 17, 1903. — 
Washington : Library of Congress : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

20 p. : ill., 5 sheets of microfiche (in pocket) ; 19 cm. 

Reproduced from the collection in the Prints and Photo- 
graphs Division in the Library of Congress. 

@ltem 786 

S/N 030-014-00003-1 

ISBN 0-8444-0266-4 : pbk. : $4.00 

1. Wright, Orville, 1871-1948. 2. Aeronautics — United 
States — History — Pictorial works. I. Wright, Orville, 1871- 
1948, joint author II. United States. Library of Congress. 
Prints and Photographs Division. III. Title. 

Microfiche TL521 
629.13/0092/4 
OCLC 4714036 


COPYRIGHT OFFICE 
Library of Congress 
Washington, DC 20559 


Catalog of copyright entries. Available as complete set, Pts. 1 
through 14. Supt. of Docs. subscription $75.00 a year, $18.75 
additional for foreign mailing. S/N 030-000-80010-1. 


79-11933 
LC 3.6/5:v.31/pt.1/no.1/sec.1-2 
Catalog of copyright entries. Third series. Part 1: Books and 

pamphlets including serials and contributions to periodicals. 
Washington, Library of Congress, Copyright Office; for sale 
by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

29 cm. 

$10.00 (sec. 1-2) 

Spine title: Catalog of copyright entries, Books 

Jan.-June 1977, sec. 1-2. 

Issued in 2 sections: Sec. 1. Index.—Sec. 2. Current and 
renewal registrations. 

Semiannual. 

@ltem 791 

S/N 030-002-72003-5 (sec.1-2) 

ISSN 0041-7815 

1. Copyright — United States — Periodicals. 2. Book re- 
gistration, National — Periodicals. 3. Legal deposit (of 
books, etc.) — United States — Periodicals. I. United States. 
Copyright Office. 

Key Title: Books and pamphlets including serials and con- 
tributions to periodicals 


OCLC 3864098 





LIBRARY OF CONGRESS 
Washington, DC 20540 


79-11934 
LC 17.2:C 43/6 
United States. Library of Congress. 

Chinese periodicals in the Library of Congress / compiled 
by Han Chu Huang, Chinese and Korean Section, Orientalia 
Division. — Washington : Library of Congress : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

521 p. ; 27 cm. 

S/N 030-000-00100-1 

$11.00 ISBN 0-8444-0222- 

1. United States. Library of Congress. 2. Chinese periodi- 
cals — Bibliography — Catalogs. I. Huang, Han Chu, 1913- 
Il. Library of Congress. Orientalia Division. Chinese and 
Korean Section. III. Title. 

Z6958.C5U53 1977 
[PN5362] 

016.05 

OCLC 2596899 


79-11935 
LC 19.2:M 97/4 
National Library Service for the Blind and Physically Han- 
dicapped. 

Music & musicians. Braille scores catalog, organ. Washing- 
ton, Library of Congress, National Library Service for the 
Blind and Physically Handicapped. 

Music section, 20542 

28 cm. 

OBraille scores catalog, organ 

Other title: Music and musicians: braille organ music 
catalog 

1978. 

@ltem 806 

ISSN 0145-3149 

1. Braille music-notation — Bibliography — Catalogs. 2. 
Organ music — Bibliography — Catalogs. I. Title. 


OCLC 4823026 


79-11936 
LC 19.11:L 61/968-78 
Pool, Jane. 

Library services for the blind and physically handicapped : 
a bibliography, 1968-1978 / prepared by Jane Pool. — 
Washington : Library of Congress, National Library Service 
for the Blind and Physically Handicapped, 1979. 

20542 

73 p. ; 27 cm. 

At head of title: References services. 

a Pig 

February 1979. 

@ltem 806 

pbk. 

1. Libraries and the handicapped — United States — 
Bibliography. 2. Blind, Libraries for the — Bibliography. I. 
National Library Service for the Blind and Physically Han- 
dicapped. II. Title. 


OCLC 4844031 


Government Publications — June 1979 


79-11937 
LC 40.2:F 71 
Library of Congress. Recording Laboratory. 
Folk recordings : selected from the Archive of Folk Song. 
— [Washington] Library of Congress, Motion Picture, 
Broadcasting and Recorded Sound Division, Recording 
Laboratory, [19787] 
20540 
29 p. ; 23 x 11 cm. 
@ltem 813 
pbk. 
1. Library of Congress. Archive of Folk Song. 2. Folk 
music — Catalogs. 3. Folk music — Catalogs. I. Title. 


OCLC 4818431 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


79-11938 
LR 1.1:978 
United States. National Labor Relations Board. 

Annual report of the National Labor Relations Board. 
Washington, National Labor Relations Board; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 23 cm. 

$4.00 

1936/36- 

Report year ends June 30 1936-76; Sept. 30, 1977- 

43rd report, covering fiscal year 1978. 

Includes bibliographical references. 

@ltem 824 

S/N 031-000-00189-7 

1. Arbitration, Industrial — United States — Periodicals. 
2. United States. National Labor Relations Board. 


OCLC 1606614 


79-11939 
LR 1.6/2:L 41/2/978 
United States. National Labor Relations Board. Office of the 
General Counsel. 

A guide to basic law and procedures under the National 
labor relations act / prepared in the Office of the General 
Counsel, National Labor Relations Board.— Rev. ed. — 
Washington : The Office ; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

x, 59 p.: map ; 5 x 22 cm. 

@ltem 827-A 

S/N 031-000-00187-1 

pbk. : $2.20 

1. Labor laws and legislation — United States — Hand- 
books, manuals, etc. I. Title. 


OCLC 4771956 


79-11940 
LR 1.8:223/corr.sh. 
United States. National Labor Relations Board. 
Decisions and orders of the National Labor Relations 
Board. Washington, National Labor Relations Board. 
20570 
v. 24 cm. 
v. 1- Dec. 7, 1935/July 1, 1936- 
Correction sheet to vol. 223 correcting issuing date for 223 
NLRB 251, Cedars-Sinai Medical Center. 
@ltem 826 
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National Labor Relations Board 


ISSN 0083-2227 79-11944 
1. Labor laws and legislation — United States — Cases. 2. NAS 1.12/8:1-3 
Arbitration, Industrial — United States — Cases. I. Title. United States. Langley Research Center, Hampton, Va. 
Mission operations status bulletin. [Hampton, Va.] Na- 
331.154 tional Aeronautics and Space Administration, Langley 
OCLC 1768562 Research Center. 
3 nos. 26 cm. 
79-11941 no. 1-3, Mar. 31-Apr. 25, 1975. 
LR 1.8:224/rev.page 1066 no. 1-3, Mar. 31-Apr. 25, 1975. 
United States. National Labor Relations Board. Continued by: Launch and mission operations status bul- 


Decisions and orders of the National Labor Relations letin no. 4-12 
Board. Washington, National Labor Relations Board. *% 


Viking Mars Program. 2. Space photography — 


20570 Periodicals. I. Title. 
v. 24 cm. 


v. 1- Dec. 7, 1935/July 1, 1936- OCLC 4819620 
Correction for page 1066. 
@em 826 79-11945 
ISSN 0083-2227 ’ NAS 1.12/8:4-12 
1. Labor laws and legislation — United States — Cases. 2. United Stetes. Langley Ressasch Comter, pEngaee, ve 
Arbitration, Industrial — United States — Cases. I. Title. weer -_ gst egg te Se — 
Va.], National Aeronautics and Space Administration, 
331.154 —- aaa 
GUase Someees no. 4-12, May 9-Sept. 10, 1975. 
79-11942 no. 4-12, May 9-Sept. 10, 1975. 
LR 1.8:226/corr.sh. Continues: Mission operations status bulletin no. 1-3 
United States. National Labor Relations Board. Changed back to: Mission operations status bulletin no. 13- 
Decisions and orders of the National Labor Relations 18 
Board. Washington, National Labor Relations Board. 1. Viking Mars Program. 2. Space photography — 
20570 Periodicals. I. Title. 
v. 24 cm. 
v. 1- Dec. 7, 1935/July 1, 1936- OCLC 4787619 
Correction for 226 NLRB no. 193. 79-11946 


@ltem 826 NAS 1.12/8:13-18 

ISSN 0083-2227 United States. Langley Research Center, Hampton, Va. 

1. Labor laws and legislation — United States — Cases. 2. Mission operations status bulletin. [Hampton, Va.], Na- 
Arbitration, Industrial — United States — Cases. I. Title. tional Aeronautics and Space Administration, Langley 

Research Center. 
331.154 6 nos. ill. 26 cm. 
OCLC 1768562 no. 13-18, Nov. 10, 1975-Mar. 19, 1976. 
no. 13-18, Nov. 10, 1975-Mar. 19, 1976. 
NATIONAL AERONAUTICS AND SPACE Continues: Launch and mission operations status bulletin 
ADMINISTRATION pape ins 


Washington, DC 20546 Continued by: Mission status bulletin. Viking porject, mis- 
sion to Mars! no. 19- 


79-11943 1. Viking Mars Program. 2. Space photography — 
NAS 1.2:V 94 Periodicals. I. Title. 
California Institute of Technology, Pasadena. Jet Propulsion 
Laboratory. OCLC 4787694 
Voyager : journey to the outer planets. — Pasenda, Calif. : 79-11947 
National Aeronautics and Space Administration, California NAS 1.12/8:19-37 
Institute of Technology, Jet Propulsion Laboratory ; United States. Langley Research Center, Hampton, Va. 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print. Mission status bulletin. Viking project, mission to Mars. 
Off., 1979. Hampton, Va. National Aeronautics and Space Administra- 
20402 tion, Langley Research Center, Viking Project Office. 
[12] p. : col. ill. ; 28 cm. 20 nos. ill. 26 cm. 
“S 22-263-2.” no. 19-, Mar. 26, 1976- 
@ltem 830-C Vols for Mar. 26, 1976- issued jointly with Jet Propulsion 
S/N 033-000-00752-3 Laboratory, Pasadena, Calif. 
pbk. $1.00 Each issue has also has distinctive title. 
1. Project Voyager. 2. Jupiter probes. 3. Saturn probes. no. 32, July 1, 1976 called Special status bulletin. Viking 
I. Title. project, mission to Mars! 
no. 19-37, Mar. 26, 1976-Aug. 4, 1976. 
OCLC 4757555 Continues: Mission operations status bulletin no. 13-18 
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1. Viking Mars Program. 2. Space photography — 
Periodicals. I. California Institute of Technology, Pasadena. 
Jet Propulsion Laboratory. II. Title. 


OCLC 4794398 


79-11948 


NAS 1.15:58184 
Pitts, David E. 

Serve storm environments : a Skylab EREP final report / 
David E. Pitts, Lyndon B. Johnson Space Center, Yoshikazu 
Sasaki, University of Oklahoma, J. T. Lee, National Serve 
Storms Laboratory. — [Washington] : National Aeronautics 
and Space Administration, Scientific and Technical Informa- 
tion Office ; Springfield, Va. : for sale by the National 
Technical Information Service, 1978. 

22161 

146 p. in vaxious pagings : ill. ; 27 cm. — (NASA techni- 
cal memorandum ; 58184) 

Includes bibliographical references. 

@ltem 830-D (microfiche) 

pbk. 

1. Storms. I. Sasaki, Yoshikazu, 1927- joint author. II. 
Lee, Jean Theodore, 1922- III. United States. National 
Aeronautics and Space Administration. Scientific and 
Technical Information Office. IV. Lyndon B. Johnson Space 
Center. V. University of Oklahoma. VI. National Severe 
Storms Laboratory. VII. Title. 


OCLC 4781356 


79-11949 


NAS 1.15:58208 

Wilmarth, Verl Richard, 1921- 

The Skylab S191 spectrometer experiment : analysis of 
data and their applications to the earth sciences / V. R. Wil- 
marth, Lydon B. Johnson Space Center, D. A. Rainey, and 
W. R. Johnson, Lockheed Electronics Company. — 
[Washington] : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Office ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1978. 

22161 

ix, 79 p.: ill. ; 27 cm. — (NASA technical memorandum ; 
58208) 

July 1978. 

Includes bibliographical references. 

@ltem 830-D (nj crofiche) 

pbk. 

1. Atmospheric radiation — Measurement. 2. Spectrome- 
ter. 3. Astronautics in earth sciences. I. Rainey, D. A. , 
joint author. Il. Johnson, William Robert, 1919- IIL. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Office. IV. Lyn- 
don B. Johnson Space Center. V. Lockheed Electronics 
Company. VI. Title. 


OCLC 4431275 


Government Publications — June 1979 


79-11950 


NAS 1.15:74045 


Johnson, Charles B. 


Heat transfer distributions induced by elevon deflections 
on swept wings and adjacent surfaces at Mach 6 / Charles B. 
Johnson Langley Research Center, and Louis G. Kaufman II, 
Grumman Aerospace Corporation. — [Washington] : Na- 
tional Aeronautics and Space Administration, Scientific and 
Technical Information Office ; Springfield, Va. : for sale by 
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dustrial — United States. I. United States. National Railroad 
Adjustment Board. II. Title. 


OCLC 1967007 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


79-12035 
NS 1.2:R 31/17/953-79 
National patterns of R & D resources; funds & personnel in the 

United States. Washington, National Science Foundation; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 24 x 30 cm. (NSF 78-313) 

$2.40 

1953/68- 

Subtitle varies. 

1953-1978/79. 

@ltem 834-C 

S/N 038-000-00399-2 

Main series: United States. National Science Foundation. 
NSF 

1. Research — United States — Finance — Periodicals. 2. 
Research Support — periodicals 3. Science—U. S.— 
periodicals I. United States. National Science Foundation. 

Key Title: National patterns of R. & D. resources 
[DNLM 1. Research Support — periodicals 2. Science — U. 
S. — periodicals] 


OCLC 0932428 
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79-12036 


NS 1.2:R 31/34 


Recent research reports. Washington, National Science Foun- 


dation, Directorate for Applied Science and Research Appli- 
cations; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (NSF/RA-790012) 

$2.50 

Feb. 1978- 

At head of title: Applied science and research applications. 

March 1979. 

@ltem 834-C 

S/N 038-000-00403-4 

Main series: United States. National Science Foundation. 
NSF/RA 

Supersedes: Recent RANN reports (OCoLC)4038750 

1. Science — United States — Bibliography. 2. Technolo- 
gy— United States — Bibliography. I. National Science 
Foundation. Directorate of Applied Science and Research 
Applications. 


OCLC 4632714 


79-12037 


NS 1.22:F 96/969-79 


United States. National Science Foundation. Division of 


Science Resources Studies. 

An analysis of Federal R & D funding by function. 
Washington, National Science Foundation; for sale by the 
Supt. of Docs., U.S. Govt Print. Off. 

20402 

24 x 30 cm. (Surveys of science resources series) (NSF 78- 
320) 

$2.50 

1960/72- 

Title varies slightly. 

Report covers fiscal years 1969-79. 

@ltem 834-T 

S/N 038-000-00402-6 

ISSN 0145-4625 

Main series: United States. National Science Foundation. 
NSF 

Main series: United States. National Science Foundation. 
Surveys of science resources series 

1. Research — United States — Finance — Periodicals. 2. 
Federal aid to research — United States — Periodicals. I. 
Title. II. Series: United States. National Science Founda- 
tion. Surveys of science resources series. 

Q180.U5U54h 
338.973 
OCLC 2744084 


79-12038 


NS 1.37:2/11 


United States. National Science Foundation. 


Program report. Washington, National Science Foundation; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 26 cm. (NSF 79-6) 

$2.40 

v. l- Mar. 1977- 

Cover title: Program report - National Science Foundation 

Distinctive title: Behavioral and neural sciences 

“Presented by: Directorate for Biological, Behavior, and 
Social Sciences, Division of Behavioral and Neural Scineces.”’ 

“Prepared by: Office of Planning and Resources Manage- 
ment, Division of Strategic Planning and Analysis, Program 
Review Office." 

v. 2, no. 11, Jan. 1979. 





Each issue covers a different subject. 

@ltem 834-N-3 

S/N 038-000-00401-8 

Main series: United States. National Science Foundation. 
NSF 

1. Science and state — United States. 2. Research — 
United States. 3. Behaviorism (Psychology) 4. Neu- 
ropsychology — Research — United States. I. Title. 


OCLC 3170635 


79-12039 


NS 1.39:978 


United States. National Science Foundation. 


Summaries of projects completed. Washington, National 
Science Foundation; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

26 cm. 

$13.25 

1976/77- 

Report covers fiscal year 1978. 

@ltem 834-N-4 

S/N 038-000-00398-4 

ISSN 0161-4169 

1. Research grants— United States — Periodicals. 2. 
Science — Periodicals. 3. United States. National Science 
Foundation. I. Title. 

Q180.USU54j 
505 
OCLC 3734795 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


79-12040 


P 1.10/8:979 


United States Postal Service. 


National zip code & post office directory. Washington, 
United States Postal Service; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

v. 27 cm. (Publication - United States Postal Service ; 65) 

$7.50 

1979- 

1979. 

@ltem 839-A-3 

S/N 039-000-0026 1-2 

Main series: Publication - United States Postal Service 

Formed by the union of Directory of post officesand Na- 
tional zip code directory ISSN 0160-6476 

1. Zip code —- United States — Directories. 2. Postal ser- 
vice — United States — Directories. I. Title. II. Series: 
United States Postal Service. Publication United States 
Postal Service ; 65. 


OCLC 4647226 


79-12041 


P 1.12/5:Chap.6/970-75 


United States Postal Service. 


Postal service manual. [Washington] United States Postal 
Service; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 23 cm. 

$16.50 (U.S., chapters 1-6, 1975 consolidation) $20.75 
(foreign ) 

Oct. 1970- 

CONTENTS: Chapter 6. Facilities. 


Government Publications — June 1979 


Loose-leaf for updating. 

Includes transmittal notices which are also later issued with 
the separate issue of each chapter. 

Reprint of chapter 6, June 13, 1978. 

S/N 039-000-8 1004-2 

Has supplement: Instructions for mailers 

Continues: United States. Post Office Dept. Postal manual 


1. Postal service — United States — Handbooks, manuals, 
etc. I. Title. 


OCLC 2784700 


79-12042 


PM 1.2:Eq 2 


United States. Office of Personnel Management. Intergovern- 


mental Personnel Programs. 

EEO statistical report on employment in state and local 
government : employment security, health, and welfare pro 
grams : comparison of 1970, 1974, 1976. — Washington : Of 
fice of Personnel Management, Intergovernmenta! Personnel 
Programs, 1979. 

20415 

[46] p. ;27 cm. — (IPP ; 152-101) 

January 1979. 

@ltem 299 

pbk. 

1. Discrimination in employment — United States 
Statistics. 2. Civil service — United States — Minority em- 
ployment — Statistics. I. Title. Il. Series: United States. Of 
fice of Personnel Management. Intergovernmental Personnel 
Programs. IPP ; 152-101 


OCLC 4842127 


79-12043 


PM 1.2:L 11 


Sulzner, George T. 


The impact of labor-management relations upon selected 
Federal personnel policies and practices : a survey and as- 
sessment / by George T. Sulzner, University of Mas 
sachusetts/Amherst. — [Washington] : Office of Personnel 
Management : for sale by the Supt. of Docs., U.S. Govt 
Print. Off., 1979. 

20402 

130 p. ; 27 cm. — (OPM document ; 124-76-1) 

January 1979. 

Includes bibliographical references 

@ltem 295 

S/N 006-000-01082-2 

pbk. : $3.00 

1. Personnel management — United States. 2. Employee 
management relations in government. I. United States. Of- 
fice of Personnel Management. II. University of Mas 
sachusetts at Amherst. III. Title. IV. Series: United States 
Office of Personnel Management. OPM document ; 124-76- 
i 


OCLC 4790528 
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United States Postal Service 


79-12044 
PM 1.19:979-81 
United States. Office of Personnel Management. 

Interagency training catalog of courses. Washington, Office 
of Personnel Management; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

24 cm. (Pamphlet - Office of Personnel Management ; T- 
9) 

$3.50 

1979-8 1- 

1979-81. 

Continues: Interagency training catalog of courses, ISSN 
0360-5019, issued by: United States. Civil Service Commis- 
sion. Bureau of Training. 

Biennial. 

@ltem 296-A 

S/N 006-000-01075-0 

ISSN 0360-5019 

Main series: Pamphlet - Office of Personnel Management 

Has supplement: Interagency training calendar of courses 
ISSN 0145-1049 

1. Civil service — Study and teaching — United States — 
Periodicals. 2. Employees, Training of — United States — 
Periodicals. I. Title. II. Series: United States. Office of 
Personnel Management. Pamphlet - Office of Personnel 
Management ; T-9. 


OCLC 4789946 


PRESIDENT OF THE UNITED STATES 


79-12045 
Pr 36.8:Su 7/2/R 29/975-2 


United States. President’s National Advisory Council on Sup- 
plemental Centers and Services. 

Annual report - National Advisory Council on Supplemen- 
tary Centers and Services. [Washington] President’s National 
Advisory Council on Supplementary Centers and Services. 

425 13th St., NW, Suite 529, 20004 

28 cm. 


Distinctive title: Educational innovation and development; 
an annual report on ESEA Title III 

Title varies slightly. 

7th report, March 1975. 

ISSN 0091-2107 

1. Federal aid to education — United States. 2. Educa- 
tional innovations — United States. 3. United States. Pre- 
sident’s National Advisory Council on Supplementary Cen- 
ters and Services. 

Key Title: Annual report. E.S.E.A. Title 3 - National Ad- 
visory Council on Supplementary Centers and Services I. 
Title. 

LB2825.USa 
379/.1212/0973 
OCLC 1786680 


79-12046 
Pr 39.2:H 34 
New directions in international health cooperation : a report to 
the President. — Washington : [Office of the President] : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 
20402 
xxxi, 347 p.: 
Spring 1978. 
Includes bibliographies. 
@item 850 


ill. (1 fold. in pocket) ; 27 cm. 
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S/N 040-000-00404-1 

pbk. : $5.75 

1. Hygiene, Public — International cooperation. 
States. President. 


I. United 


OCLC 4786555 


79-12047 
Pr 39.8:An 8/An 8 
United States. National Commission for the Review of Antitrust 
Laws and Procedures. 

Report to the President and the attorney general of the 
National Commission for the Review of Antitrust Laws and 
Procedures. — [Washington] : National Commission for the 
Review of Antitrust Laws and Procedures : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

xiii, 414 p. ; 23 cm. 

January 22, 1979. 

Includes bibliographical references. 

@item 851-J 

S/N 040-000-00401-7 

pbk. : $4.75 

1. Antitrust law — United States __I. Title. 


OCLC 4755864 


79-12048 
Pr 39.8:C 63/C 63 
United States. President’s Commission on Coal. 

First public hearing of the President’s Commission on 
Coal. — [Washington] 
1979. 

20500 

334 p. ; 21 cm. 


President’s Commission on Coal, 


Held in Conference Center, State Capitol Complex, Char- 
leston, West Virginia, October 20, 1978. 

@ltem 851-J 

pbk. 


1. Coal trade — United States. I. Title. 


OCLC 4794368 


79-12049 
Pr 39.8:C 63/C 63/978 
United States. President’s Commission on Coal. 

Second public hearing of the President’s Commission on 
Coal. — [Washington] President’s Commission on Coal, 
[19787] 

20500 

457 p.: ill. ; 21 cm. 

Law School Auditorium, Univerisity of Denver, Colorado, 
October 26, 1978. 

@ltem 851-J 

pbk. 

1. Coal trade — United States. I. Title. 


OCLC 4820305 





MANAGEMENT AND BUDGET OFFICE 
Executive Office of the President 
Washington, DC 20503 


79-12050 
PrEx 2.2:P 19 
United States. Office of Management and Budget. 
Paperwork and red tape : new perspectives, new directions 
: a report to the President and the Congress from the Office 
of Management and Budget. — Washington : Executive Of- 
fice of the President, Office of Management and Budget : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 
20402 
141 p. in various pagings : ill. ; 24 cm. 
June 1978. 
@ltem 854 
S/N 041-001-00167-1 
pbk. : $2.50 
1. Public records — United States. 
work — United States. I. Title. 


2. Government paper- 


OCLC 4116389 


CENTRAL INTELLIGENCE AGENCY 
Executive Office of the President 
Washington, DC 20505 


79-12051 
PrEx 3.10:0i 5/977 
United States. Central Intelligence Agency. Office of Economic 
Research. 

International oil developments. Statistical survey. 
{Washington Executive Office of the President], Central In- 
telligence Agency, Office of Economic Research. 

Document Expediting (DOCEX) Project, Exchange and 
Gifts Division, Library of Congress, 20540 

col. ill. 27 cm. 

-Oct. 5, 1977. 

“ER IOD SS 77-007.” 

Apr. 7, 1977. 

ISSN 0363-1338 

Continued by: International energy biweekly statistical 
review ISSN 0160-1512 

1. Petroleum industry and trade — Statistics. 
Natural — Statistics. I. Title. 

HD9560.4.U485a 
338.2/7/28205 
OCLC 2422961 


2. Gas, 


79-12052 
PrEx 3.10/5:77-10508 
United States. Central Intelligence Agency. National Foreign 
Assessment Center. 

China, economic indicators : a _ reference aid. — 
[Washington] Central Intelligence Agency, National 
Foreign Assessment Center : available from DOCEX project, 
Library of Congress, 1977. 

20540 

v, 45 p., [1] fold. leaf of plates : ill. ; 27 cm. 

“ER 77-10508.” 

October 1977. 

Includes bibliographical references. 

@ltem 856-A-4 (microfiche) 

pbk. 


Government Publications — June 1979 


2. China — Economic 
I. Title. 


1. Economic indicators — China. 
conditions — 1949- 3. China — Statistics. 
HC427.9.U462 1977 
330.9/51/05 
OCLC 3670343 


79-12053 
PrEx 3.10/5:78-10104 U 
United States. Central Intelligence Agency. National Foreign 
Assessment Center. 

China, the nonferrous metal industry in the 1970s : a 
research paper. — [Washington] : Central Intelligence Agen- 
cy, National Foreign Assessment Center, 1978. 

20505 

37 @. : &. ; 27 cm. 

“ER 78-10104 U.” 

Available through DOCEX Project, Library of Congress. 

May 1978. 

@ltem 856-A-4 (microfiche) 

pbk. 

1. Nonferrous metal industries — China. I. Title. 


OCLC 3962809 


79-12054 
PrEx 3.10/5:78-10253 
United States. Central Intelligence Agency. National Foreign 
Assessment Center. 
Least developed countries; economic characteristics and 
stake in North-South issues : a _ research paper. — 
[ Washington] Central Intelligence Agency, National 
Foreign Assessment Center : available from DOCEX project, 
Library of Congress, 1978. 
20540 
iv, 48 p. : col. map ; 27 cm. 
“ER 78-10253.” 
May 1978. 
@ltem 856-A-4 (microfiche) 
pbk. 
1. Underdeveloped areas — Foreign economic relations. 
2. Underdeveloped areas. I. Title. 


OCLC 3970920 


79-12055 
PrEx 3.10/5:78-10355 
United States. Central Intelligence Agency. National Foreign 
Assessment Center. 

China : gross value of industrial output, 1965-77 : a 
research paper. — [Washington] : Central Intelligence Agen- 
cy, National Foreign Assessment Center : available from 
DOCEX project, Library of Congress, 1978. 

20540 

iv, 69 p. ; 27 cm. 

“ER 78-10355.” 

Chiefly tables. 

June 1978. 

Includes bibliographical references. 

@ltem 856-A-4 (microfiche) 

pbk. 

1. Gross national product — China — Statistics. I. Title. 


OCLC 4138313 
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Central Intelligence Agency — Executive Office of the President 


79-12056 
PrEx 3.10/5:78-10512 
United States. Central Intelligence Agency. National Foreign 
Assessment Center. 

The Soviet economy in 1976-77 and outlook for 1978 : a 
research paper. — [Washington] : Central Intelligence Agen- 
cy, National Foreign Assessment Center : available from 
DOCEX project, Library of Congress, 1978. 

20540 

vii, 20 p. : ill. ; 27 cm. 

“ER 78-10512.” 

August 1978. 

@ltem 856-A-4 (microfiche) 

pbk. 

1. Economic forecasting — Russia. 
policy — 1965- I. Title. 


2. Russia — Economic 


OCLC 4277844 


SPECIAL REPRESENTATIVE FOR TRADE 
NEGOTIATIONS, OFFICE OF 
Executive Office of the President 

Washington, DC 20506 


79-12057 
PrEx 11.2:P 94 
National Council on the Arts. 

Programs of the National Council on the Arts and the Na- 
tional Endowment for the Arts. Washington, [National Foun- 
dation on the Arts and the Humanities], National Endow- 
ment for the Arts, National Council on the Arts. 

2401 E St., NW, 20506 

27 cm. 

Report covers fiscal year 1971. 

1. Federal aid to the arts — United States — Periodicals. 
2. National Endowment for the Arts. 
on the Arts. 


3. National Council 


OCLC 1838023 


COUNCIL ON ENVIRONMENTAL QUALITY 
Executive Office of the President 
Washington, DC 20006 


79-12058 
PrEx 14.2:En 2/2 
United States. Council on Environmental Quality. 
The good news about energy. — [Washington : 
Office of the President], Council on Environmental Quality : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 
20402 
im, 35 p. ; 26:cm. 


Executive 


Includes bibliographical references. 

@ltem 856-E 

S/N 041-01 1-00044-1 

pbk. : $2.30 

1. Energy conservation — United States. 
sumption — United States. I. Title. 


2. Energy con- 


OCLC 4795332 
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COUNCIL ON WAGE AND PRICE STABILITY 
Executive Office of the President 
Washington, DC 20506 


79-12059 
PrEx 22.9:16 
United States. Council on Wage and Price Stability. 

A quarterly report of the Council on Wage and Price Sta- 
bility. Washington, Executive Office of the President, Council 
on Wage and Price Stability; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

ill. 27 cm. 

$1.70 

Title varies slightly. 

No. 16, 3rd qtr. 1978. 

Vol. for Apr. 1978 includes a special report on inflation. 

@ltem 857-0-1 

S/N 041-001-00177-8 

ISSN 0145-1286 

1. United States. Council on Wage and Price Stability. 2. 
Wage-price policy — United States — Periodicals. 

Key Title: Quarterly report - Council on Wage and Price 
Stability I. Title. 

HC110.W24U68a 
OCLC 2670602 


STATE DEPARTMENT 
Washington, DC 20520 


Background notes. Supt. of Docs. subscription $24.00 a year, 
$6.00 additional for foreign mailing; single copy $0.50 


79-12060 
S 1.123:Ir 2/978 
United States. Dept. of State. 

Background notes. Ireland. Washington, Dept. of State, 
Bureau of Public Affairs, Office of Public Communication; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 27 cm. (Department of State publication ; 7974) 

$0.70 

Dec. 1978. 

Continues: Background notes, ISSN 0501-9966, issued by: 
United States. Dept. of State. Office of Media Services. 

@ltem 862-B 

S/N 044-000-91255-4 

ISSN 0501-9966 

Main series: Department of State publication 

1. Ireland. 

Key Title: Background notes I. Title. II. Series: United 
States. Dept. of State. Department of State publication ; 
7974. 


OCLC 4445927 


79-12061 
S 1.123:M 29/5/979 
United States. Dept. of State. 

Background notes. Mali. Washington, Dept. of State, Bu- 
reau of Public Affairs, Office of Public Communication; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

maps 27 cm. (Department of State publication ; 8056) 

$0.70 

Jan. 1979. 

Continues: Background notes, ISSN 0501-9966, issued by: 
United States. Dept. of State. Office of Media Services. 

@ltem 862-B 





S/N 044-000-91253-8 

ISSN 0501-9966 

Main series: Department of State publication 

Issued with: Background notes. Index 

1. Mali. 

Key Title: Background notes I. Title. II. Series: United 
States. Dept. of State. Department of State publication ; 
8056 


OCLC 4445927 


79-12062 
S 1.127:G 28 
United States. Dept. of State. 
Geneva : post report. — [Washington] : Dept. of State, 
1978. 
16 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
August 1978. 
Bibliography: p. 15. 
@ltem 869-C (microfiche) 
pbk. 
1. Geneva, Switzerland — Description. 2. United States — 
Diplomatic and consular service — Switzerland — Geneva. I. 
Title. 


OCLC 4794636 


79-12063 
S 1.127:In 2/979 
United States. Dept. of State. 
Indonesia : post report. — [Washington] : Dept. of State, 
1979. 
48 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
February 1979. 
Bibliography: p. 45-47. 
@ltem 869-C 
pbk. 
1. Indonesia — Description and travel. 2. United States — 
Diplomatic and consular service — Indonesia. I. Title. 


OCLC 4781958 


Treaties and other international series. Supt. of Docs. subscrip- 
tion $75.00 a year (approximately 150 issues), $18.75 addi- 
tional for foreign mailing; single copies vary in price. 


79-12064 
S 9.10:8824 
United States. Treaties, etc. Jamaica, Aug. 8, 1977. 
Agricultural commodities : agreement between the United 
States of America and Jamaica, signed at Kingston August 8, 
1977, and amending agreement effected by exchange of 
notes dated at Kingston December 2 and 21, 1977. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 
20402 
13 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 8824) 
@ltem 899 
S/N 044-000-9 1677-1 
pbk. : $0.90 
1. Surplus agricultural commodities, American — Jamaica. 
. United States. Dept. of State. II. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 8824. 


OCLC 4840512 


Government Publications — June 1979 


79-12065 


S 9.10:8833 


United States. Treaties, etc. Romania, June 17, 1977. 


Trade in textiles : agreement between the United States of 
America and the Socialist Republic of Romania, effected by 
exchange of notes, signed at Bucharest, June 17, 1977. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

9 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 8833) 

@ltem 899 

S/N 044-000-9 1686-0 

pbk. : $0.80 

1. Textile industry — Law and legislation — Romania. 2. 
Textile industry — Law and legislation — United States. I. 
United States. Dept. of State. II. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 8833. 


OCLC 4794786 


79-12066 


S 9.10:8891 


United States. Treaties, etc. Sierra Leone, Aug. 18, 1977. 


Agricultural commodities : agreement between the United 
States of America and Sierra Leone, signed at Freetown Au- 
gust 18, 1977. — [Washington] : Dept. of State : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

12 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 8891) 

@ltem 899 

S/N 044-000-91744-1 

pbk. : $ 0.90 

1. Surplus agricultural commodities, American — Sierra 
Leone. 2. Food relief, American — Sierra Leone. I. United 
States. Dept. of State. II. Title. III. Series: United States. 
Dept. of State. Treaties and other international acts series ; 
8891. 


OCLC 4840606 


79-12067 


S 9.10:8987 


United States. Treaties, etc. Germany (Federal Republic), Feb. 


14, 1975. 

Defense : production of AIM-9L Sidewinder air-to-air mis- 
sile : agreement between the United States of America and 
the Federal Republic of Germany, signed at Washington 
February 14, 1975. — [Washington] : Dept. of State : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

4 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 8987) 

@ltem 899 

S/N 044-000-91841-2 

pbk. : $0.70 

1. Air-to-air rockets. 2. Germany, West — Air defenses, 
Military. 3. United States— Air defenses, Military. I. 
United States. Dept. of State. II. Title. Ill. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 8987. 


OCLC 4845299 
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State Department 


79-12068 79-12071 
S 9.10:9032 


United States. Treaties, etc. Switzerland, July 2, 1975. 


S 9.10:9070 
United States. Treaties, etc. Netherlands, Dec. 9, 1976. 


Offset for F-5 aircraft purchases : memorandum of un- 
derstanding between the United States of America and Swit- 
zerland, signed at Washington and Bern July 2 and 9, 1975. 
— [Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

4 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9032) 

@ltem 899 

S/N 044-000-9 1886-2 

pbk : $0.70 

1. Aircraft industry — Switzerland. 2. Military assistance, 
American — Switzerland. 3. United States —Commmerce 
— Switzerland. 4. Switzerland — Commerce — United 
States. I. United States. Dept. of State. II. Title. III. Se- 
ries: United States. Dept. of State. Treaties and other interna- 
tional acts series ; 9032. 


OCLC 4845280 


79-12069 


S 9.10:9065 
United States. Treaties, etc. Bangladesh, Jan. 13, 1978. 

Agricultural commodities : agreement between the United 
States of America and Bangladesh, signed at Dacca, January 
13, 1978, with agreed minutes, and amending agreement ef- 
fected by exchange of notes, signed at Dacca, March 3, 
1978. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979. 

20402 

19 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9065) 

@ltem 899 

S/N 044-000-91920-6 

pbk. : $1.10 

1. Agricultural assistance, American — Bangladesh. I. 
United States. Dept. of State. II. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 9065. 


OCLC 4855124 


79-12070 


S 9.10:9069 
United States. Treaties, etc. Germany (Federal Republic), Oct. 
1, 1975. 

Atomic energy : nuclear facilities safety : arrangement 
between the United States of America and the Federal 
Republic of Germany, signed at Bonn, October 1, 1975. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

17 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9069) 

English and German. 

@ltem 899 

S/N 044-000-91924-9 

pbk. : $1.10 

1. “Nuclear facilities — Safety measures — International 
cooperation. 2. Nuclear facilities — United States — Safety 
measures. 3. Nuclear facilities —Germany, West — Safety 
measures. I. United States. Dept. of State. II. Title. III. 
Series: United States. Dept. of State. Treaties and other inter- 
national acts series ; 9069. 


OCLC 4794752 
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Atomic energy : research program on zircaloy tubing : 
agreement between the United States of America and the 
Netherlands, signed at Washington and Petten December 9 
and 24, 1976. — [Washington] : Dept. of State : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

5 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9070) 

@ltem 899 

S/N 044-000-91925-7 

pbk. : $0.70 

1. Nuclear fuel claddings, Effect of radiation on. 2. Zir- 
conium alloys— Research. 3. Atomic energy research — 
Netherlands. 4. Atomic energy research — United States. 
I. United States. Dept. of State. II. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 9070. 


OCLC 4844702 


79-12072 


S 9.10:9072 


United States. Treaties, etc. Bahamas, Dec. 28, 1977. 


Aviation : preclearance for entry into the United States : 
agreement between the United States of America and the 
Bahamas, extending application of the agreement of April 23, 
1974, effected by exchange of notes dated at Nassau 
December 28, 1977 and January 10, 1978. — [Washington] : 
Dept. of State : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 

20402 

2 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9072) 

@ltem 899 

S/N 044-000-91927-3 

pbk. : $0.60 

1. Passports — Bahamas. 2. Admission of nonimmigrants 
— Bahamas. I. United States. Dept. of State. II. United 
States. Treaties, etc. Bahamas, April 23, 1974. Ill. 
Bahamas. Treaties, etc. United States, Dec. 28, 1977. IV. 
Title. V. Series: United States. Dept. of State. Treaties and 
other international acts series ; 9072. 


OCLC 4840703 


79-12073 


S 9.10:9074 


United States. Treaties, etc. India, Jan. 3, 1978. 


Remote sensing : acquisition of satellite data : memoran- 
dum of understanding between the United States of America 
and India, signed at New Delhi January 3, 1978, with related 
note. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

17 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9074) 

English and Hindi. 

@ltem 899 

S/N 044-000-91929-0 

pbk. : $1.10 





1. Earth stations (Satellite telecommunication) — Interna- 
tional cooperation. 2. Remote sensing systems. 3. Earth 
resources technology satellites. 4. Technical assistance, 
American — India. I. United States. Dept. of State. II. 
Title. Ill. Series: United States. Dept. of State. Treaties and 
other international acts series ; 9074. 


OCLC 4792187 


79-12074 


S 9.10:9075 
United States. Treaties, etc. Romania, Sept. 1, 1977. 

Visa facilitation : agreement between the United States of 
America and the Socialist Republic of Romania, effected by 
exchange of notes dated at Bucharest September 1 and Oc- 
tober 10, 1977. — [Washington] : Dept. of State : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

4 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9075) 

English and Rumanian. 

@ltem 899 

S/N 044-000-9 1930-3 

pbk. : $0.70 

1. Passports — Romania. 2. Admission of nonimmigrants 
— United States. I. United States. Dept. of State. II. Title. 
III. Series: United States. Dept. of State. Treaties and other 
international acts series ; 9075. 


OCLC 4799243 


79-12075 


S 9.10:9076 
United States. Treaties, etc. Germany (Federal Republic), Sept. 
29, 1977. 

Atomic energy : safeguards and security research and 
development agreement between the United States of 
America and the Federal Republic of Germany, effected by 
exchange of letters signed at Bonn and Washington Sep- 
tember 29, 1977. — [Washington] : Dept. of State : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

21 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9076) 

English and German. 

@ltem 899 

S/N 044-000-91931-1 

pbk. : $1.10 

1. Nuclear facilities Germany, West — Security mea- 
sures. 2. Nuclear facilities — United States — Security mea- 
sures. 3. Atomic energy research — International coopera- 
tion. I. United States. Dept. of State. II. Title. III. Series: 
United States. Dept. of State. Treaties and other international 
acts series ; 9076. 


OCLC 4792076 


79-12076 


S 9.10:9077 
United States. Treaties, etc. Saudi Arabia, Oct. 30, 1977. 

Solar energy : agreement between the United States of 
America and Saudi Arabia, signed at Riyadh October 30, 
1977. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

7 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9077) 

@ltem 899 
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S/N 044-000-91932-0 

pbk. : $0.80 

1. Solar energy — International cooperation. 2. Technical 
assistance, American — Saudi Arabia. I. United States. 
Dept. of State. II. Title. III. Series: United States. Dept. of 
State. Treaties and other international acts series ; 9077. 


OCLC 4792103 


79-12077 


S 9.10:9078 


United States. Treaties, etc. Niger, Sept. 26, 1977. 


Range and livestock : agreement between the United States 
of America and Niger, signed at Niamey September 26, 
1977. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

73 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9078) 

English and French. 

@ltem 899 

S/N 044-000-9 1933-8 

pbk. : $2.10 

1. Range management — Niger. 2. Livestock — Niger. 3. 
Agricultural assistance, American — Niger. I. United States. 
Dept. of State. II. Title. III. Series: United States. Dept. of 
State. Treaties and other international acts series ; 9078. 


OCLC 4844717 


79-12078 


S 9.10:9079 


United States. Treaties, etc. Indonesia, Oct. 21, 1977. 


Mapping, charting, and geodesy : agreement between the 
United States of America and Indonesia, signed at Jakarta 
October 21, 1977. — [Washington] : Dept. of State : for sale 
by the Supt. of Docs., U.S. Govt. Print, Off., 1979. 

20402 

9 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9079) 

English and Indonesian. 

@ltem 899 

S/N 044-000-91934-6 

pbk. : $0.80 

1. Technical assistance, American — Indonesia. 2. Car- 
tography — United States. 3. Geodesy — United States. 4. 
Cartography — Indonesia. 5. Geodesy — Indonesia. I. 
United States. Dept. of State. Il. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 9079. 


OCLC 4840685 


79-12079 


S 9.10:9080 


United States. Treaties, etc. Mexico, July 21, 1977. 


Geothermal energy research and development : agreement 
between the United States of America and Mexico, signed at 
Mexico July 21, 1977. — [Washington] : Dept. of State : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979 

20402 

40 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9080) 

English and Spanish. 

@ltem 899 

S/N 044-000-91935-4 

pbk. : $1.60 
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State Department 


1. Geothermal engineering — United States. 2. Geother- 
mal engineering — Mexico. 3. Geothermal engineering — 
Research — International cooperation. I. United States. 
Dept. of State. II. Title. III. Series: United States. Dept. of 
State. Treaties and other international acts series ; 9080. 


1. Surplus government property, American — Guyana. I. 
United States. Dept. of State. II. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 9083. 


OCLC 4845419 


OCLC 4799297 79-12083 
S 9.10:9085 
United States. Treaties, etc. Jordan, June 28, 1975. 


Village development project agreement between the 


79-12080 
S 9.10:9081 
United States. Treaties, etc. Germany (Federal Republic), May 


24, 1977. 

Air force personnel training agreement between the 
United States of America and the Federal Republic of Ger- 
many, signed at Bonn and Washington, May 24 and July 6, 
1977. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

12 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9081) 

English and German. 

@ltem 899 

S/N 044-000-91936-2 

pbk. : $0.90 

1. Air pilots — Germany, West. 2. Technical assistance, 
American — Germany, West. 3. Military assistance, Amer- 
ican — Germany, West. I. United States. Dept. of State. II. 
Title. III. Series: United States. Dept. of State. Treaties and 
other international acts series ; 9081. 


OCLC 4791042 


79-12081 


S 9.10:9082 
United States. Treaties, etc. Afghanistan, Sept. 18, 1977. 

Agricultural credit : agreement between the United States 
of America and Afghanistan, signed at Kabul September 18, 
1977. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979. 

20402 

10 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9082) 

@ltem 899 

S/N 044-000-91937-1 

pbk. : $0.80 

1. Agricultural credit— Afghanistan. 2. Agricultural 
assistance, American — Afghanistan. I. United States. Dept. 
of State. II. Title. II. Series: United States. Dept. of State. 
Treaties and other international acts series ; 9082. 


OCLC 4840526 


79-12082 


S 9.10:9083 
United States. Treaties, etc. Guyana, June 6, 1977. 

Acquisition of excess property : agreement between the 
United States of America and Guyana, signed at Washington 
and Georgetown June 6 and July 6, 1977. — [Washington] : 
Dept. of State : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

7 p. ; 24 cm.— (Treaties and other international acts se- 
ries ; 9083) 

@ltem 899 

S/N 044-000-9 1938-9 

pbk. : $0.80 
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United States of America and Jordan, signed at Amman June 
28, 1975 and amending agreement signed at Washington 
June 9, 1977. — [Washington] : Dept. of State : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

23 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9085) 

@ltem 899 

S/N 044-000-91940-1 

pbk. : $1.20 

1. Community development — Jordan. 2. Economic 
assistance, American — Jordan. I. United States. Dept. of 
State. II. Title. Ill. Series: United States. Dept. of State. 
Treaties and other international acts series ; 9085. 


OCLC 4840543 


79-12084 


S 9.10:9089 


United States. Treaties, etc. Bangladesh, Jan. 17, 1975. 


Investment guaranties : agreement between the United 
States of America and Bangladesh, effected by exchange of 
notes, dated at Dacca, January 17 and 20, 1975, with related 
letters. — [Washington] : Dept. of State : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

9 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9089) 

@ltem 899 

S/N 044-000-9 1944-3 

pbk. : $0.80 

1. Investments, American — Bangladesh. 2. Insurance, In- 
vestment guaranty — United States. I. United States. Dept. 
of State. II. Title. III. Series: United States. Dept. of State. 
Treaties and other international acts series ; 9089. 


OCLC 4794887 


79-12085 


S 9.10:9093 


United States. Treaties, etc. Mali (Republic), May 13, 1977. 


Increased cereal crops : agreement between the United 
States of America and Mali, signed at Bamako, May 13, 
1977. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979. 

20402 

29 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9093) 

English and French. 

@item 899 

S/N 044-000-91948-6 

pbk. : $1.30 

1. Grain — Mali. 2. Agricultural assistance, American — 
Mali. I. United States. Dept. of State. II. Title. III. Series: 
United States. Dept. of State. Treaties and other international 
acts series ;. 9093. 


OCLC 4799651 





Government Publications — June 1979 


79-12086 79-12089 
S 9.10:9094 
United States. Treaties, etc. Haiti (Republic), Aug. 30, 1977. 


Health services : agreement between the United States of 


S 9.10:9102 
United States. Treaties, etc. Rwanda, Apr. 26, 1977. 
Agricultural commodities : transfer under Title II : agree- 


America and Haiti, signed at Port-au-Prince, August 30, 
1977. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979. 

20402 

35 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9094) 

English and French. 

@ltem 899 

S/N 044-000-9 1949-4 

pbk. : $1.50 

1. Medical care — Haiti. 2. Economic assistance, Amer- 
ican — Haiti. I. United States. Dept. of State. II. Title. 
Ill. Series: United States. Dept. of State. Treaties and other 
international acts series ; 9094. 


OCLC 4791062 


ment between the United States of America and Rwanda, 
signed at Washington April 26 and 29, 1977.— 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

2 p. ; 24 cm.— (Treaties and other international acts se- 
ries ; 9102) 

@ltem 899 

S/N 044-000-91957-5 

pbk. : $0.60 

1. Surplus agricultural commodities, American — Rwanda. 
2. Food relief, American — Rwanda. I. United States. Dept. 
of State. II. Title. III. Series: United States. Dept. of State. 
Treaties and other international acts series ; 9102. 


OCLC 4840631 


79-12090 
S 9.10:9103 
United States. Treaties, etc. Romania, May 31, 1977. 


79-12087 
S 9.10:9097 


United States. Treaties, etc. Israel, Dec. 5, 1977. 

Economic assistance : loan agreement between the 
United States of America and Israel signed at Washington 
December 5, 1977. — [Washington] : Dept. of State : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

18 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9097) 

@ltem 899 

S/N 044-000-9 1952-4 

pbk. : $1.10 

1. Economic assistance, American — Israel. I. United 
States. Dept. of State. II. Title. Ill. Series: United States. 
Dept. of State. Treaties and other international acts series ; 
9097. 


OCLC 4792046 


79-12088 


S 9.10:9099 
United States. Treaties, etc. Malawi, Apr. 29, 1976. 

Bunda College of Agriculture : agreement between the 
United States of America and Malawi, signed at Lilongwe 
April 29, 1976. — [Washington] : Dept. of State : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

18 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9099) 

@ltem 899 

S/N 044-000-91954-1 

pbk. : $1.00 

1. Bunda College of Agriculture. 2. Agricultural 
assistance, American — Malawi. I. United States. Dept. of 
State. II. Title. III. Series: United States. Dept. of State. 
Treaties and other international acts series ; 9099. 


OCLC 4844753 


Agricultural commodities : transfer under title II : agree- 
ment between the United States of America and Socialist 
Republic of Romania, signed at Bucharest, May 31, 1977. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

5 p. ; 24 cm.— (Treaties and other international acts se- 
ries ; 9103) 

@ltem 899 

S/N 044-000-91958-3 

pbk. : $0.70 

1. Milk, Dried. 2. Surplus agricultural commodities, 
American — Romania. 3. Food relief, American — 
Romania. I. United States. Dept. of State. II. Title. II. 
Series: United States. Dept. of State. Treaties and other inter- 
national acts series ; 9103. 


OCLC 4795035 


79-12091 


S 9.10:9104 


United States. Treaties, etc. Tanzania, Aug. 15, 1977. 


Agricultural commodities : transfer under Title II : agree- 
ment between the United States of America and Tanzania, 
signed at Dar es Salaam August 15, 1977. — [Washington] : 
Dept. of State : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 

20402 

3 p. ; 24 cm.— (Treaties and other international acts se- 
ries ; 9104) 

@ltem 899 

S/N 044-000-91959-1 

pbk. : $0.70 

1. Surplus agricultural commodities, American — Tanzania. 
2. Food relief, American— Tanzania. I. United States. 
Dept. of State. II. Title. III. Series: United States. Dept. of 
State. Treaties and other international acts series ; 9104. 


OCLC 4840579 
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State Department 


79-12092 
S 9.10:9105 
United States. Treaties, etc. Upper Volta, Sept. 9, 1977. 
Agricultural commodities : transfer under title II : agree- 
ment between the United States of America and Upper 
Volta, signed at Ouagadougou, September 9, 1977. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 
20402 
7 p. ; 24 cm.— (Treaties and other international acts se- 
ries ; 9105) 
@ltem 899 
S/N 044-000-91960-5 
pbk. : $0.80 
1. Surplus agricultural commodities, American — Upper 
Volta. 2. Food relief, American — Upper Volta. I. United 
States. Dept. of State. II. Title. III. Series: United States. 
Dept. of State. Treaties and other international acts series ; 
9105. 


OCLC 4855166 


79-12093 
S 9.10:9108 
United States. Treaties, etc. Mozambique, Dec. 2, 1977. 
Agricultural commodities : transfer under Title II : agree- 
ment between the United States of America and Mozam- 
bique, signed at Maputo December 2, 1977. — [Washington] 
: Dept. of State : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 
20402 
3 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9108) 
@ltem 899 
S/N 044-000-91963-0 
pbk. : $0.70 
1. Surplus agricultural commodities, American — Mozam- 
bique. 2. Food relief, American — Mozambique. I. United 
States. Dept. of State. II. Title. III. Series: United States. 
Dept. of State. Treaties and other international acts series ; 
9108. 


OCLC 4840594 


79-12094 
S 9.10:9110 
United States. Treaties, etc. Venezuela, Feb. 1, 1977. 

Technical assistance to develop civil aviation infrastruc- 
ture. — [Washington] : Dept. of State : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979. 

20402 

19 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9110) 

English and Spanish. 

@ltem 899 

S/N 044-000-91965-6 

pbk. : $1.10 

1. Aeronautics, Commercial— Law and _ legislation — 
Venezuela. 2. Technical assistance, American — Venezuela. 
I. United States. Dept. of State. II. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 9110. 


OCLC 4812141 
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79-12095 


S 9.10:9111 
United States. Treaties etc. Iran, May 12, 1977. 

Aviation : technical assistance : memorandum of agree- 
ment between the United States of America and Iran, signed 
May 12 and June 9, 1977. — [Washington] : Dept. of State : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

10 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9111) 

@ltem 899 

S/N 044-000-9 1966-4 

pbk. : $0.80 

1. Aeronautics, Commercial — Law and legislation — Iran. 
2. Technical assistance, American — Iran. I. United States. 
Dept. of State. II. Title. III. Series: United States. Dept of 
State. Treaties and other international acts series ; 9111. 


OCLC 4794930 


79-12096 
S 9.10:9112 
United States. Treaties, etc. Germany (Federal Republic), Dec. 
i, 207¢. 

Air transport services : low-cost fares : agreement between 
the United States of America and the Federal Republic of 
Germany, modifying the agreement of July 7, 1955, as 
amended, effected by exchange of notes dated at Bonn-Bad 
Godesberg and Bonn, December 1 and 2, 1977.— 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

5 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9112) 

English and German. 

@ltem 899 

S/N 044-000-91967-2 

pbk. : $0.70 

1. Aeronautics, Commerical— Law and _ legislation — 
United States. 2. Aeronautics, Commerical — Law and 
legislation — Germany, West. I. United States. Dept. of 
State. II. United States. Treaties, etc. Germany (Federal 
Republic), July 7, 1955. Ill. Germany (Federal Republic). 
Treaties, etc. United States, Dec. 1, 1977. IV. Title. V. 
Series: United States. Dept. of State. Treaties and other inter- 
national acts series ; 9112. 


OCLC 4840564 


79-12097 
S 9.10:9121 
United States. Treaties, etc. Morocco, Aug. 24, 1977. 
Technical cooperation in earth sciences : memorandum of 
understanding between the United States of America and 
Morocco, signed at Washington and Rabat August 24 and 
October 7, 1977. — [Washington] : Dept. of State : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 
20402 
5 p. ; 24 cm.— (Treaties and other international acts se- 
ries ; 9121) 
English and French. 
@ltem 899 
S/N 044-000-91976-1 
pbk. : $0.70 





1. Earth sciences — International cooperation. 2. Earth 
sciences — Morocco. 3. Technical assistance, American — 
Morocco. I. United States. Dept. of State. II. Title. III. 
Series: United States. Dept. of State. Treaties and other inter- 


national acts series ; 9121. 


OCLC 4845333 


79-12098 
S 9.10:9125 
United States. Treaties, etc. Philippines, Mar. 6, 1978. 

Population planning : agreement between the United States 
of America and the Philippines, amending the agreement of 
August 31, 1977, signed at Manila March 6, 1978. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

7 p. ; 24 cm.— (Treaties and other international acts se- 
ries ; 9125) 

@ltem 899 

S/N 044-000-91980-0 

pbk. : $0.80 

1. Population policy. 2. Birth control — Law and legisla- 
tion — United States. 3. Birth control — Law and legislation 
— Philippine Islands. I. United States. Dept. of State. II. 
United States. Treaties, etc. Philippines, Aug. 31, 1977. III. 
Philippines. Treaties, etc. United States, Mar. 6, 1978. IV. 
Title. V. Series: United States. Dept. of State. Treaties and 
other international acts series ; 9125. 


OCLC 4840500 


79-12099 
S 9.10:9127 
United States. Treaties, etc. Iran, Nov. 26, 1977. 
Meteorological cooperation agreement between the 
United States of America and Iran, signed at Tehran, 
November 26, 1977. — [Washington] : Dept. of State : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 
20402 
9 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9127) 
@ltem 899 
S/N 044-000-91982-6 
pbk. : $0.80 
1. Meteorology — International cooperation. 
assistance, American— Iran. I. United States. Dept. of 
State. II. Title. Ill. Series: United States. Dept. of State. 
Treaties and other international acts series ; 9127. 


2. Technical 


OCLC 4799716 


79-12100 
S 9.10:9143 
United States. Treaties, etc. Niger, June 9, 1976. 

Agricultural commodities : transfer under title II : agree- 
ment between the United States of America and Niger, 
signed June 9, 1976, and amending agreement, signed at 
Niamey, July 1, 1977. — [Washington] : Dept. of State : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

5 p. ; 24 cm.— (Treaties and other international acts se- 
ries ; 9143) 

@ltem 899 

S/N 044-000-91998-2 

pbk. : $0.70 


Government Publications — June 1979 


1. Surplus agricultural commodities, American — Niger. 
2. Food relief, American — Niger. I. United States. Dept. of 
State. Il. Title. II. Series: United States. Dept. of State. 
Treaties and other international acts series ; 9143. 


OCLC 4854853 


79-12101 


S 9.10:9145 


United States. Treaties, etc. Guyana, Jan. 27, 1978. 


Agricultural commodities : agreement between the United 
States of America and Guyana, signed at Georgetown, Janua- 
ry 27, 1978, and amending agreement effected by exchange 
of notes, signed at Georgetown, May 16 and 29, 1978. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

16 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 9145) 

@ltem 899 

S/N 044-000-92000-0 

pbk. : $1.10 

1. Agricultural assistance, American — Guyana. I. United 
States. Dept. of State. II. Title. III. Series: United States. 
Dept. of State. Treaties and other international acts series ; 
9145. 


OCLC 4855092 


79-12102 
S 9.10:9147 
United States. Treaties, etc. Mali (Republic), Nov. 6, 1974. 

Agricultural commodities : transfer under title Il : agree- 
ment between the United States of America and Mali, signed 
November 6, 1974 and May 7, 1975, and amending agree- 
ments signed May 29, 1975, and signed at Washington and 
Bamako, January 11 and February 2, 1977. — [Washington] 
: Dept. of State : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

7 p. ; 24 cm.— (Treaties and other internationa! acts se- 
ries ; 9147) 

@ltem 899 

S/N 044-000-92002-6 

pbk. : $0.80 

1. Surplus agricultural commodities, American — Mali. 2. 
Food relief, American — Mali. I. United States. Dept. of 
State. II. Title. III. Series: United States. Dept. of State. 
Treaties and other international acts series ; 9147. 


OCLC 4855196 


79-12103 
S 9.12:28/pt.5 
United States. Treaties, etc. 

United States treaties and other international agreements. 
[Washington] Dept. of State; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

26 cm. (Treaties and other international acts series ; 8613- 
8682) 

$20.75 

v. l- 1950- 

Vol. 28, pt. 5, 1976-77. 

Prior to the publication of this compilation, treaties and 
other international agreements were printed in the United 
States statutes at large. 

@ltem 899-A 

S/N 044-000-01712-1 
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State Department 


Main series: Treaties and other international acts series 

1. United States — Foreign relations — Treaties. 2. Trea- 
ties — Collections. I. United States. Dept. 0 of State. II. 
Title. III. Series: United States. Dept. of State. Treaties and 
other international acts series ; 8613-8682. 


OCLC 1307767 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


79-12104 
SBA 1.18:978-5 
United States. Small Business Administration. 

Publications - Small Business Administration. Washington, 
Small Business Administration. 

20416 

26 cm. 

1958- 

From 1960- issued with subtitles as two separate publica- 
tions, each issued twice a year. Subtitles are: Free manage- 
ment assistance publications (varies), SBA 115A, and Forsale 
bookets, SBA 115B. 

SBA 115A, Oct. 1978. 

SBA 115A issued 3 times in 1978. 

@ltem 901-N 

1. United States. Small Business Administration. 2. Small 
business — Management — Bibliography — Periodicals. I. 
Title. 


OCLC 3022499 


SECURITIES AND EXCHANGE COMMISSION 
Washington, DC 20549 


79-12105 
SE 1.2:In 8/16/978 
Index of active registered investment companies under the in- 
vestment company act of 1940 and related investment ad- 
visers, principal underwriters, sponsors (i.e. depositors) and 
underlying companies. Washington, Securities and Exchange 
Commission, Office of Reports and Information Services. 
20549 
28 cm. 
Report covers fiscal year 1978. 
@ltem 904 
ISSN 0147-9504 
1. Investment trusts— United States — Directories. I. 
United States. Securities and Exchange Commission. Office 
of Reports and Information Services. 
HG4930.148 
OCLC 3249110 


79-12106 
SE 1.2:In 8/17/978 
Investment adviser directory. [Washington] Securities and 
Exchange Commission. 
27 cm. 
Dec. 31, 1978. 
@ltem 904 
ISSN 0091-2328 
1. Investment advisers — United States — Directories. I. 
United States. Securities and Exchange Commission. 
HG4907.145 
332.6/2/02573 
OCLC 1786619 


Page 256 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


79-12107 


SI 1.25:222 


Atoll research bulletin. Washington, Smithsonian Institution. 


1000 Jefferson Dr., SW, 20560 

ill. 28 cm. 

no. 1/2- 1951- 

No. 1/2-117, 1951-66, issued by the Pacific Science Board, 
National Research Council. 

No. 171, 1973, issued with the assistance of the U.S. Bu- 
reau of Sport Fisheries and Wildlife. 

“Supported by the National Museum of Natural History 
and produced and distributed by the Smithsonian Press.” 

Dec. 1978. 

No. 71 published 1960, dated 1959. 


Indices: No. 1-100, 1951-1963 in no. 100. 

CONTENTS: no. 222. Recherches sur les peuplements a 
dominance d’anthozoaires dans les recifs coralliens de Tulear 
(Madagascar). 

@ltem 910-C 

1. Coral reefs and islands — Periodicals. 2. Coral reef 
ecology — Madagascar — Tulear (Province) — Periodicals. 

I. Smithsonian Institution. II. National Museum of Natural 
History. III. National Research Council. Pacific Science 
Board. 


OCLC 1124628 


79-12108 


SI 1.27:271 


Barnard, Jerry Laurens, 1928- 


Littoral gammaridean Amphipoda from the Gulf of Califor- 
nia and the Galapagos Islands / J. Laurens Barnard. — 
Washington : Smithsonian Institution Press, 1979. 

20560 

vi, 149 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 271) 

Bibliography: p. 141-146. 

@ltem 910-D 

pbk. 

1. Amphipoda — California, Gulf of. 2. Amphipoda — 
Galapagos Islands. 3. Crustacea — California, Gulf of. 4. 
Crustacea — Galapagos Islands. I. Smithsonian Institution. 
Il. Title. Ill. Series: Smithsonian Institution. Smithsonian 
contributions to zoology ; no. 271. 

QL1.S54 no. 271 
[QL444.M315] 
591/.08 s 
[595/.371/091641] 
OCLC 3728754 


79-12109 


SI 1.27:284 


Zug, George R., 1938- 


The marine toad, Bufo marinus : a natural history resume 
of native populations / George R. Zug and Patricia B. Zug. — 
Washington : Smithsonian Institution Press, 1979. 

20506 

iii, 58 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 284) 

Bibliography: p. 54-58. 

@ltem 910-D 

pbk. 





Government Publications — June 1979 


1. Bufo marinus. I. Zug, Patricia B., joint author. II. 79-12113 
Smithsonian Institution. III. Title. IV. Series: Smithsonian SI 6.2:R 29 
Institution. Smithsonian contributions to zoology ; no. 284. Renwick Gallery of the National Collection of Fine Arts. — 
QL1.S854 no. 284 [Washington] : Smithsonian Institution, [19787] 
[QL668.E227] 20560 
5§97/.8 (4] p. : ill. ; 22 x 22 cm. 
OCLC 3964509 @ltem 916 

pbk. 
79-12110 1. Renwick Gallery. 2. Smithsonian Institution. National 


SI 1.33:24 Collection of Fine Arts. I. Smithsonian Institution. 


Wilmsen, Edwin N. 
, Lindenmeier, 1934-1974 : concluding report on investiga- OCLC 4819889 
tions / Edwin N. Wilmsen and Frank H. H. Roberts, Jr. — 

Washington : Smithsonian Institution Press, 1978. 
20560 
xvi, 187 p., 13 fold. leaves : ill. ; 30 cm. — (Smithsonian 
contributions to anthropology ; no. 24) 79-12114 
Bibliography: p. 185-187. T 1.1/2:979 
@ltem 921-A United States. Office of Revenue Sharing 
1. Lindenmeier site, Colo. I. Roberts, Frank Harold Annual report of the Office of Revenue Sharing. Washing- 
Hanna, 1897-1966, joint author. II. Smithsonian Institution. ton, Treasury Dept.; for sale by the Supt. of Docs., U.S 
Ill. Title. IV. Series: Smithsonian Institution. Smithsonian Govt. Print. Off. 
contributions to anthropology ; no. 24. 20402 
GN1.S54 no. 24 24 cm. 
[E78.C6] $1.50 
301.2/08 s 1972/73- 
[978.8/1] 6th report, covering fiscal year 1978. 
OCLC 2819205 Mar. 1, 1979. 
S/N 048-000-0023-1 
ISSN 0093-660X 
1. United States. Office of Revenue Sharing. 2. Inter- 
governmental fiscal relations — United States. 
Annual report - American Historical Association. Washing- Key Title: Annual report of the Office of Revenue Sharing 
ton, Smithsonian Institution Press. (Washington) I. Title 
1000 Jefferson Dr., SW, 20560 HJ275.U574a 
23 cm. 353.007/25 


1977. OCLC 1792702 
Information incorrect in publication as to sale by Supt. of 
Docs. 79-12115 


Some reports issued in 2 vols. T 1.2:En 8/2/ent.per.10 


@ltem 915 United States. Office of Revenue Sharing 


TREASURY DEPARTMENT 
Washington, DC 20220 


79-12111 
SI 4.1:977 
American Historical Association. 


Indian tribes and Alaskan native villages entitlements 
Washington, Treasury Dept., Office of Revenue Sharing 
2401 E St., N.W., Columbia Plaza Highrise, 20226 
OCLC 4055133 as om 
Entitlement period 6- 1974/75 
79-12112 At head of title: General revenue sharing 
SI 6.2:L 66 Entitlement period 10, 1978/79 
Rand, Harry. @ltem 925 
Seymour Lipton, aspects of sculpture / Harry Rand. — Continues: Indian tribes, Alaskan native villages, allocation 
Washington : Smithsonian Institution Press : for sale by the listing by country 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 1. Revenue sharing — United States — Periodicals. 2. In- 
20402 dians of North America — Appropriations — Periodicals. 3 
80 p. : ill. ; 26 cm. Eskimos. I. Title 
Published for National Collection of Fine Arts 
Published on the occasion of an exhibition at the National OCLC 4786454 
Collection of Fine Arts, Smithsonian Institution, March 16- 7179-12116 
May 6, 1979. 


1. American Historical Association. 2. United States — 
Historiography — Periodicals. I. Title. 


T 1.2:En 8/13 
Bibliography: p. 70-79. United States. Office of Revenue Sharing. 
@ltem 916 Entitlements. Washington, Treasury Dept., Office of 
S/N 047-003-00065-2 Revenue Sharing. 
pbk. : $4.00 2401 E St., N.W., Columbia Plaza Highrise, 20226 
1. Lipton, Seymour, 1903- 2. Models (Clay, plaster, etc.) 27 cm 
3. Artists’ preparatory studies. I. Smithsonian Institution. Entitlement period 10- 1978/79- 
National Collection of Fine Arts. II. Title. At head of title: General revenue sharing. 
NB237.L55R36 Report covers fiscal year 1979 
730/.92/4 10th period. 
OCLC 4638936 @ltem 925 
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Treasury Department 


Continues: United States. Office of Revenue Sharing. Allo- 
cations 1977/78 

1. Revenue sharing — United States — Statistics — Periodi- 
cals. I. Title. 


OCLC 4786794 


79-12117 
T 1.2:P 29/32 
United States. Office of Revenue Sharing. 
General revenue sharing payment. Washington, Treasury 
Dept., Office of Revenue Sharing. 
20226 
28 cm. 
22nd payment, Ist quarter/entitlement period 9, Jan. 9, 
1978. 
@ltem 925 
1. Revenue sharing — United States — Statistics — Periodi- 
cals. I. Title. 


OCLC 4509933 


79-12118 
T 1.2:R 32/14/ent.per.9/final 
United States. Office of Revenue Sharing. 
Final State & local data elements. Washinton, Treasury 
Dept., Office of Revenue Sharing. 
2401 E St., N.W., Columbia Plaza Highrise, 20226 
28 cm. 
At head of title: General revenue sharing. 
Report covers fiscal year 1978. 
Entitleme nt period 9. 
@ltem 925 
1. Revenue sharing — United States — States — Periodicals. 
I. Title. 


OCLC 4786546 


79-12119 
T 1.2:R 32/14/ent.per.10 
United States. Office of Revenue Sharing. 
Initial State & local data elements. Washington, Treasury 
Dept., Office of Revenue Sharing. 
2401 E St., N.W., Columbia Plaza Highrise, 20226 
27 cm. 
At head of title: General revenue sharing. 
Report covers fiscal year 1979. 
Entitlement period 10. 
@ltem 925 
1. Revenue sharing — United States — States — Statistics — 
Periodicals. I. Title. 


OCLC 4786662 


79-12120 
T 1.52:975-76 
United States. Office of Tax Analysis. 

High income tax returns. [Washington] Treasury Dept., 
Office of Tax Analysis; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

v. 27 cm. 

$3.00 

1974/75- 

“A report emphasizing nontaxable and nearly taxable in- 
come tax returns.” 

1975 and 1976. 

@item 925-G-3 

S/N 048-000-003 19-2 

ISSN 0148-2947 
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1. Income tax — United States — Statistics. I. Title. 


OCLC 3111183 


COMPTROLLER OF CURRENCY 
Treasury Dept. 
Washington, DC 20220 


79-12121 
T 12.1:977 
United States. Comptroller of the Currency. 
Annual report - Comptroller of the Currency. Washington, 
Treasury Dept., Comptroller of the Currency. 
20219 
v. 23 cm. 
Ist- 1863- 
1977. 
Issued in 2 v., 1886/87-1902/03; 3 v., 1903/04. 
Some issues have supplements. 
@ltem 946 
1. United States. Comptroller of the Currency. 
and banking — United States — Periodicals. I. Title. 


2. Banks 


OCLC 1589176 


CUSTOMS SERVICE 
Treasury Dept. 
Washington, DC 20229 


79-12122 
T 17.5/2:F 67/978 
United States. Customs Service. 

U.S. Customs guide for private flyers / [Department of the 
Treasury, U.S. Customs Service]. — Sept. 1978 ed.— 
Washington : The Service : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

22 ©. : 
78-5) 

@ltem 950-A 

S/N 048-002-00069-2 

pbk. : $2.00 

1. Customs administration — United States. 
I. Title. II. Series. 


map ; 23 cm.— (Customs information series T ; 


2. Air pilots. 


OCLC 4401937 


INTERNAL REVENUE SERVICE 
Treasury Dept. 
Washington, DC 20224 


79-12123 
T 22.1:978 
United States. Internal Revenue Service. 

Annual report - Commissioner of Internal Revenue. 
[Washington, Treasury Dept.], Internal Revenue Service; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 27 cm. (Publication - Internal Revenue Service ; 55) 

$3.00 

1978. 

Report covers fiscal year. 

@ltem 955 

S/N 048-004-01596-0 

Main series: Publication - Internal Revenue Service 





2. Taxation — 
Internal revenue — United 


1. United States. Internal Revenue Service. 
United States — Periodicals. 3. 
States. I. Title. 


OCLC 2704747 


79-12124 
T 22.1/2:977 
United States. Internal Revenue Service. Office of the Chief 
Counsel. 

Annual report - Chief counsel for the Internal Revenue 
Service. [Washington] Dept. of the Treasury, Internal 
Revenue Service; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

ill., map 27 cm. (Publication - Internal Revenue Service ; 
1076) 

$1.50 

Cover title: Annual report - Chief Counsel 

Report covers fiscal year 1977. 

@ltem 955-D 

S/N 048-004-01499-8 

Main series: Publication - Internal Revenue Service. 

Continues: United States. Internal Revenue Service. Chief 
Counsel: annual report 

1. United States. Internal Revenue Service. Office of the 
Chief Counsel. 2. Internal revenue law — United States — 
Periodicals. 3. Tax administration and procedure — United 
States — Periodicals. I. Title. 


OCLC 4260189 


79-12125 
T 22.1/2:978 
United States. Internal Revenue Service. Office of the Chief 
Counsel. 

Annual report - Chief Counsel for the Internal Revenue 
Service. [Washington] Dept. of the Treasury, Internal 
Revenue Service; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

iil., map 27 cm. (Publication - Internal Revenue Service ; 
1076) 

$1.20 

Report covers fiscal year 1978. 

@ltem 955-D 

S/N 048-004-01598-6 

Main series: Publication - Internal Revenue Service. 

Continues: United States. Internal Revenue Service. Chief 
Counsel: annual report 

1. United States. Internal Revenue Service. Office of the 
Chief Counsel. 2. Internal Revenue law — United States — 
Periodicals. 3. Tax administration and procedure — United 
States — Periodicals. I. Title. 


OCLC 4260189 


79-12126 
T 22.19/2:R 31/2/979 
United States. Internal Revenue Service. 

Comprehensive tax guide to U.S. civil service retirement 
benefits / Department of the Treasury, Internal Revenue Ser- 
vice. — Rev. Jan. 1979. — Washington : Treasury Dept., In- 
ternal Revenue Service : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

80 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
721) . 

@lteiti 956-A 


Government Publications — June 1979 


S/N 048-004-01600-1 

pbk. : $2.30 

1. *Civil service pensions — Taxation — United States. I. 
Title. 


OCLC 4792494 


79-12127 
T 22.25:978-3/v.1-2 
United States. Internal Revenue Service. 

Internal revenue cumulative bulletin. Washington, Dept. of 
the Treasury, Internal Revenue Service; for sale by the Supt. 
of Docs., U.S. Govt. Print. Off. 

20402 

27 cm. 

Semiannual with an occasional extra volume. 

$12.25 (v.1) $9.00 (v.2) 

Jan./June 1969- 

Public law 95-600, Revenue act of 1978 and Public law 
95-618, Energy tax act of 1968. 

1978-3, v.1-2, Text of law and committee reports. 

@ltem 960 

S/N 048-004-01590-1(v.1) 0 048-004-1591-9 (v.2) 

ISSN 0364-0620 

Has supplement: Bulletin index-digest system 

Continues: Internal revenue bulletin. Cumulative bulletin 
ISSN 0145-6040 

Related records: Internal revenue bulletin ISSN 0020-5761 

1. Tax administration and procedure — United States — 
Periodicals. 2. Taxation—Law and _ legislation — United 
States — Periodicals. I. Title. 


OCLC 2779188 


79-12128 
T 22.44/2:515/11 
United States. Internal Revenue Service. 

Withholding of tax on nonresident aliens and foreign cor- 
porations / Department of the Treasury, Internal Revenue 
Service. — 1979 ed. — Washington : Treasury Dept., Internal 
Revenue Service : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

24 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
515) 

@ltem 964-B 

S/N 048-004-01521-8 

pbk. : $1.10 

1. Taxation of aliens — United States. 2. Corporations, 
Foreign — Taxation — United States. I. Title. 


OCLC 4837174 


79-12129 
T 22.44/2:534/11 
United States. Internal Revenue Service. 

Tax information on depreciation / Department of the Trea- 
sury, Internal Revenue Service. — 1979 ed. — Washington : 
Treasur Dept., Internal Revenue Service : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

40 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
534) 

“For use in preparing 1978 returns.” 

@ltem 964-B 

S/N 048-004-01537-4 

pbk. : $1.50 
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Internal Revenue Service — Treasury Dept. 


1. Income tax — United States — Deductions. 2. 
Depreciation allowances — United States. I. Title. 


OCLC 4836982 


79-12130 
T 22.44/2:544/11 
United States. Internal Revenue Service. 
Sales and other dispositions of assets / Department of the 
Treasury, Internal Revenue’ Service.— 1979 ed.— 
[Washington] : Dept. of the Treasury, Internal Revenue Ser- 


vice : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1978. 


20402 

36 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
544) 

“For use in preparing 1978 returns.” 

@ltem 964-B 

S/N 048-004-01544-7 

pbk. : $1.40 

1. Capital gains tax — United States. 
United States — Deductions — Losses. 


2. Income tax — 
I. Title. 


OCLC 4840951 


79-12131 
T 22.44/2:560/8 
United States. Internal Revenue Service. 

Tax information on self-employed retirement plans / De- 
partment of the Treasury, Internal Revenue Service. — 1979 
ed. — Washington : Treasury Dept., Internal Revenue Service 
: for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

32 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
560) 

@ltem 964-B 

S/N 048-004-01585-4 

pbk. : $1.30 

1. Self-employed — Pensions — Taxation — United States. 
2. Income tax — United States — Deductions — Retirement 
contributions. I. Title. 


OCLC 4840611 


79-12132 
T 22.44/2:572/9 
United States. Internal Revenue Service. 

Tax information on investment credit / Department of the 
Treasury, Internal Revenue Service. — 1979 ed. — Washing- 
ton : Treasury Dept., Internal Revenue Service : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

16 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
572) 

“For use in preparing 1977 returns.” 

@ltem 964-B 

S/N 048-004-01564-1 

pbk : $0.80 


1. Investment tax credit — United States. 


OCLC 4771183 
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79-12133 
T 22.44/2:583/6 
United States. Internal Revenue Service. 

Recordkeeping for a small business / Department of the 
Treasury, Internal Revenue Service. — 1979 ed. — Washing- 
ton : Treasury Dept., Internal Revenue Service : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

16 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
583) 

“For use in preparing 1978 returns.” 

@ltem 964-B 

S/N 048-004-01567-6 

pbk. : $0.70 

1. Business records — United States. 
United States. I. Title. 


2. Tax accounting — 


OCLC 4840842 


79-12134 
T 22.44/2:587/5 
United States. Internal Revenue Service. 

Business use of your home / Department of the Treasury, 
Internal Revenue Service. — 1979 ed. — Washington : Trea- 
sury Dept., Internal Revenue Service : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

8 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
587) 

“For use in preparing 1978 returns.” 

@ltem 964-B 

S/N 048-004-01570-6 

pbk. : $0.70 

1. Income tax — Deductions — Expenses. I. Title. 


OCLC 3792771 


79-12135 
T 22.44/2:590/4 
United States. Internal Revenue Service. 

Tax information on individual retirement arrangements / 
Department of the Treasury, Internal Revenue Service. — 
1979 ed. — Washington : Treasury Dept., Internal Revenue 
Service : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 

20402 

16 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
590) 

“For use in preparing 1978 returns.” 

@ltem 964-B 

S/N 048-004-01573-1 

pbk. : $0.90 

1. Income tax — United States — Retirement contributions. 
I. Title. 


OCLC 4827834 


79-12136 
T 22.44/2:597/6/Spanish 
United States. Internal Revenue Service. 

Guia para preparar la declaracion del impuesto federal 
sobre ingreso personal Guide for preparing the individual 
Federal income tax return : Spanish publication / Department 
of the Treasury, Internal Revenue Service. — 1979 ed. — 
Washington : Treasury Dept., Internal Revenue Service ; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

24 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
579 S) 





“For use in preparing 1978 returns.” 
@ltem 964-B 

S/N 048-004-01566-8 

pbk. : $0.90 

1. Income tax — United States. I. Title. 


OCLC 4840785 


79-12137 
T 22.44/2:906 
United States. Internal Revenue Service. 

Targeted-jobs tax credit and WIN credit / Department of 
the Treasury, Internal Revenue Service.— 1979 ed. — 
Washington : Treasury Dept., Internal Revenue Service : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

8 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
906) 

“For use in preparing 1978 returns.’ 

@ltem 964-B 

S/N 048-004-01602-8 

pbk. : $0.70 

1. Tax credits — United States. 2. Vocational rehabilita- 
tion — United States — Citizen participation. I. Title. 


OCLC 4792152 


79-12138 
T 22.44/3:979 
United States. Internal Revenue Service. 
Catalog and quick index to taxpayer information publica- 
tions / Department of the Treasury, Internal Revenue Ser 


vice. — 1979 ed. — Washington : Dept. of the Treasury, In- 


ternal Revenue Service : 
Govt. Print. Off., 1978. 

20402 

12 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
900) 

@ltem 964-B 

S/N 048-004-01576-5 

pbk. : $ 0.90 

1. Taxation — United States — Bibliography. 


for sale by the Supt. of Docs., U.S. 


I. Title. 


OCLC 4815278 


GOVERNMENT FINANCIAL OPERATIONS 
BUREAU 


Treasury Dept. 
Washington, DC 20226 


79-12139 
T 63.102:Ai 2/978 
United States. Treasury Dept. Bureau of Government Financial 
Operations. Division of Government Accounts and Reports 
Federal aid to States. [Washington] Treasury Dept., Fiscal 
Service, Bureau of Government Financial Operations, Divi- 
sion of Government Accounts and Reports. 
20220 
v. 23 cm. 
1973/74- 
Report covers fiscal year 1978. 
Continues a publication of the same title issued by the 
Division of Government Financial Operations. 
@ltem 925 
ISSN 0146-6925 


Government Publications — June 1979 


1. Grants-in-aid — United States — States — Statistics — 
Periodicals. I. Title. 
HJ275.A36 
336.1/85 
OCLC 3007307 


79-12140 
T 63.102:C 68/973 
United States. Treasury Dept. Bureau of Government Financial 
Operations. 

P.L. 480 collections under Title 1 sales agreements. 
[Washington] Treasury Dept., Fiscal Service, 
Government Financial Operations. 

20220 

27 cm. 

-June 1973. 

Running title: Semi-annual report of collections under Title 


Bureau of 


, P.L. 480 sales agreements 
June 1973. 
1. Foreign exchange administration — United States — 
Statistics — Periodicals. I. Title. 


OCLC 4783429 


79-12141 
T 63.102:Ex 2/972 
T 63.102:Ex 2/973 
United States. Treasury Dept. Bureau of Accounts. 

Treasury reporting rates of exchange. [Washington] Trea- 
sury Dept., Fiscal Service, Bureau of Accounts, [Division of 
Government Financial Operations, Special Reporting Opera- 
tions] 

20220 

27 cm. 

Dec. 1972; June 1973. 

Supercedes: Treasury reporting rates of exchange, issued 
by: United States. Treasury Dept. Division of Central Ac- 
counts and Reports. Foreign Currency Branch 

1. Money — Tables, etc. I. Title. 


OCLC 4783883 


PUBLIC DEBT BUREAU 
Treasury Dept. 
Washington, DC 20226 


79-12142 
T 63.209/5:979 
United States. Bureau of the Public Debt. 

Tables of redemption values for $25 series E savings 
bonds. [Washington] Treasury Dept., Bureau of the Public 
Debt. 

20226 

28 cm. 

Jan./June 1979. 

Semiannual. 

@ltem 970-A 


1. Investments — United States — Tables, etc. I. Title. 


OCLC 4800311 
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Alcohol, Tobacco and Firearms Bureau — Treasury Dept. 


ALCOHOL, TOBACCO AND FIREARMS 
BUREAU 
Treasury Dept. 
Washington, DC 20224 


79-12143 
T 70.7/2:978 
United States. Bureau of Alcohol, Tobacco, and Firearms. 

Cumulative bulletin - Bureau of Alcohol, Tobacco & 
Firearms. [Washington] Treasury Dept., Bureau of Alcohol, 
Tobacco and Firearms; for sale by the Supt. of Doc., U.S. 
Govt. Print. Off. 

20402 

v. 24 cm. 

$3.50 

Cover title: Alcohol, tobacco and firearms cumulative bul- 
letin 1977- 

Spine title: ATF cumulative bulletin 1977- 

1978. 

@ltem 961-B 

S/N 048-012-00047-7 

ISSN 0161-2484 

Continues: Alcohol, tobacco and firearms cumulative bul- 
letin ISSN 0094-5919 

1. Alcohol—Law and _ legislation — United States — 
Periodicals. 2. Tobacco— Law and _ legislation — United 
States — Periodicals. 3. Firearms — Laws and regulations — 
United States — Periodicals. 4. Internal revenue law — 
United States — Periodicals. 

Key Title: Cumulative bulletin - \:. partment of the Treasu- 
ry, Bureau of Alcohol, Tobacco & iirearms_I. Title. 
KF3919.A34 
344/.73/053 
OCLC 3860574 


79-12144 
T 70.8:F 51/978 
United States. Bureau of Alcohol, Tobacco, and Firearms. 
Federal regulation of firearms and ammunition. 
[Washington] Treasury Dept., Bureau of Alcohol, Tobacco, 
and Firearms; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 
20402 
28 cm. 
$2.40 
“ATF P 5300.12 (10-78).” 
1978. 
Annual. 
@ltem 971-F 
S/N 048-012-00043-4 
1. Firearms— Law and legislation — United States — 
Periodicals. I. Title. 


OCLC 4782300 


UNITED STATES INTERNATIONAL TRADE 
COMMISSION 
Washington, DC 20436 


79-12145 
TC 1.33/2:C 42/973/errata 
Synthetic organic chemicals. United States production and sales 
of miscellaneous chemicals, preliminary [errata]. Washing- 
ton, United States International Trade Commission. 
20436 
27 cm. 
Other title: Miscellaneous chemicals 
Errata sheet for footnotes to 1973 issue. 
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1. Synthetic products — Statistics. 2. Chemicals — 
Statistics. I. United States. International Trade Commission. 


OCLC 2344461 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


79-12146 
TD 1.2:An 7 
United States. Dept. of Transportation. Office of University 
Research. 

Annual solicitation for research proposals program of 
university research. Washington, Dept. of Transportation, Of- 
fice of the Secretary, of University Research. 

400 Seventh St. S.W., 20590 

28 cm. 

Cover title. 

FY solicitation solicition book. 

Report covers fiscal year. 

Continues: Annnual solicitation for research and seminars 
under the program of university research 

I. Title. 


OCLC 4792508 


79-12147 
TD 1.8:R 24/supp. 
Webber, Margo B. 

Reuse of historically and architecturally significant railroad 
stations for transportation and other community needs : 
documentation, analysis, evaluation / Margo B. Webber, Paul 
J. McKinley ; prepared by Anderson Notter Finegold Inc. ; 
with assistance from Russell Wright, Roger W. Foster, Dalton 
Dalton Little Newport. — Washington : Dept. of Transporta- 
tion, Office of the Secretary, Office of Environment and 
Safety : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1978. 

20402 

ii, 126 p. : ill. ; 28 cm. — (DOT-OST ; 77-002) 

On cover: Recycling historic railroad stations : a technical 
supplement to the citizen’s manual. 

November 1978. 

@ltem 982-C-5 

S/N 050-000-00144-0 

pbk. : $3.00 

1. Railroads — United States — Stations. 2. Railroads — 
Stations — Conservation and restoration. I. McGinley, Paul 
J., joint author. II. Wright, Russell, 1934- III. Foster, 
Roger W. IV. United States. Dept. of Transportation. Office 
of Environment and Safety. V. Anderson Notter Finegold 
Inc. VI. Dalton-Dalton-Little-Newport. VII. Title. 


OCLC 4730180 


79-12148 
TD 1.20/6:10-78-34 
Ernst and Ernst. 

Rail system investment analysis : financial analysis of in- 
vestment projects from the individual corporate perspective / 
prepared by Ernst & Ernst, R. L. Banks & Associates, Inc. — 
Washington : Dept. of Transportation, [Office of the Secreta- 
ry] , Office of the Assistant Secretary for Policy and Interna- 
tional Affairs ; Springfield, Va. : for sale by the National 
Technical Information Service, 1978. 

22161 

321 p. in various pagings : ill. ; 28 cm. — (Report - Dept. 
of Transportation ; no. DOT-P-10-78-34) 

Contract no. DOT-OS-60097. 





Prepared for Office of Intermodal Transportation, U.S. 
Dept. of Transportation. 

May 1978. 

@ltem 982-C-10 

pbk. 

1. Railroads — United States— Finance. 2. Investment 
analysis. I. United States. Dept. of Transportation. Office of 
the Assistant Secretary for Policy and International Affairs. 
II. United States. Office of Intermodal Transportation. III. 
Banks (R. L.) & Associates, inc. IV. Title. V. Title: Finan- 
cial analysis of investment projects from the individual cor- 
porate perpective. VI. Series: United States. Dept. of Trans- 
portation. Report - Dept. of Transportation ; no. DOT-P-10- 
78-34. 


OCLC 4082189 


79-12149 
TD 1.20/6:10-78-35 
Ernst and Ernst. 

Rail system investment analysis : analysis of investment 
projects from the railroad industry perspective / prepared by 
Ernst & Ernst, R. L. Banks & Associates, Inc. — Washington 
: Dept. of Transportation, [Office of the Secretary], Office of 
the Assistant Secretary for Policy and International Affairs ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1978. 

22161 

68 p. in various pagings : ill. ; 28 cm.— (Report - Dept. 
of Transportation ; no. DOT-P-10-78-35) 

Prepared for Office of Intermodal Transportation, U.S. 
Dept. of Transportation. 

May 1978. 

@ltem 982-C-10 

pbk. 

1. Railroads — United States— Finance. 2. Investment 
analysis. I. United States. Dept. of Transportation. Office of 
the Assistant Secretary for Policy and International Affairs. 
Il. United States. Office of Intermodal Transportation. III. 
Banks (R. L.) & Associates, inc. IV. Title. V. Title: Anal- 
ysis of investment projects from the railroad industry per- 
spective. VI. Series: United States. Dept. of Transportation. 
Report - Dept. of Transportation ; no. DOT-P-10-78-35. 


OCLC 4082205 


79-12150 
TD 1.20/7:50/78/24 
Nelson, Jon P. 

Aircraft noise and the market for residential housing : em- 
pirical results for seven selected airports / Jon P. Nelson. — 
Washington : Dept. of Transportation, Research and Special 
Programs Administration, Office of University Research ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1978. 

22161 

155 p. in various pagings : ill. ; 28 cm.— (Report - 
Research and Special Programs Administration’ ; 
DOT/RSPA/DPB-50/78/24) 

Final report under contract DOT-OS-70066. 

September 1978. 

@ltem 982-I-13 


Government Publications — June 1979 


1. Airport noise. 2. Airplanes — Noise. I. United States. 
Dept. of Transportation. Office of University Research. II. 
Title. Ill. Series: United States. Dept. of Transportation. 
Research and Special Programs Administration. Report 
Research and Special Programs Administration ; no. 
DOT/RSPA/DPB-50/78/24. 


OCLC 4595485 


79-12151 
TD 1.26:972/summ. 
United States. Dept. of Transportation. Assistant Secretary for 
Policy and International Affairs. 

National transportation report. Washington, Dept. of 
Transportation, Office of the Secretary, Assistant Secretary 
for Policy and International Affairs. 

400 Seventh St. S.W., 20590 

26 cm. 

1972-74. 

“Present status-future alternatives, executive summary.” 

July 1972, revised. 

1. Transportation — United States — Periodicals. I. Title. 


OCLC 4783531 


NATIONAL TRANSPORTATION SAFETY 
BOARD 
Washington, DC 20594 


79-12152 
TD 1.109/16:78-12 
United States. National Transportation Safety Board. 

Listing of aircraft accidents/incidents by make and model, 
U.S. civil aviation. Washington, Dept. of Transportation, Na- 
tional Transportation Safety Board; Springfield, Va., for sale 
by the National Technical Information Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-AMM-78-12) 

1977. 

Annual. 

@ltem 983-I-16 

ISSN 0360-3954 

Main series: Report - National Transportation Safety Board 

1. Aeronautics — Accidents — Statistics. 2. Aeronautics 
— United States — Statistics — Periodicals. I. Title. Il. Se- 
ries: United States. National Transportation Safety Board. 
Report - National Transportation Safety Board ; no. NTSB- 
AMM-78-12. 

HE17.A47 subser 
[HE9784.5.US5] 
387.7/0973 
OCLC 2243898 


79-12153 
TD 1.109/16:78-13 
United States. National Transportation Safety Board. 

Briefs of accidents involving midair collisions, U.S. general 
aviation. Washington, National Transportation Safety Board; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-AMM-78-13) 

1977. 

Continues: Briefs of accidents involving midair collisions, 
U.S. general aviation, ISSN 0360-392x, issued by: United 
States. Bureau of Aviation Safety 

Annual. 
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National Transportation Safety Board 


@ltem 982-1-16 

ISSN 0360-392X 

Main series: Report - National Transportation Safety Board 

Continues: Briefs of accidents involving midair collisions, 
U.S. general aviation ISSN 0360-392x 

1. Aeronautics — Accidents — statistics. 2. Aeronautics 
— United States — Statistics. I Title. II. Series: United 
States. National Transportation Safety Board. Report - Na- 
tional Transportation Safety be.:s ; no. NTSB-AMM-78-13. 
HE17.A47 subser 
{HE9784.5.U5] 
629.04208 s 
[387.7/4] 
OCLC 2243896 


79-12154 
TD 1.109/16:78-14 
Briefs of accidents involving turbine powered aircraft, U.S. 

general aviation. Washington, National Transportation Safety 
Board; Springfield, Va., for sale by the National Technical 
Information Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB AMM-78-14) 

1977. 

Annual. 

@ltem 982-I-16 

Main series: Report - National Transportation Safety Board 

Continues: Briefs of aircraft accidents involving turbine 
powered aircraft, U.S. general aviation ISSN 0091-1399 

1. Aeronautics — United States — Accidents — Statistics — 
Periodicals. I. United States. National Transportation Safety 
Board. Il. Series: United States. National Transportation 
Safety Board. Report - National Transportation Safety Board 
; no. NTSB-AMM-78-14. 


OCLC 4024260 


79-12155 
TD 1.109/16:78-15 
United States. National Transportation Safety Board. 

Briefs of accidents involving rotorcraft, U.S. general avia- 
tion. Washington, National Transportation Safety Board; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

27 cm. (Report - National Transportation Safety Board ; 
no. NTSB-AMM-78-15) 

1977. 

Annual. 

@item 982-1-16 

Main series: Report - National Transportation Safety Board 

Continues: Briefs of aircraft accidents involving rotocraft, 
U.S. general aviation 

1. Aeronautics — United States — Accidents — Statistics. 

2. Helicopters — United States. I. Title. II. Series: United 
States. National Transportation Safety Board. Report - Na- 
tional Transportation Safety Board ; no. NTSB-AMM-78-15. 
HE9784.5.USUS7a 

{HE17.A47] 

614.8/69 

OCLC 2239253 
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79-12156 


TD 1.109/16:78-16 
United States. National Transportation Safety Board. 

Briefs of fatal accidents involving weather as a 
cause/factor, U.S. general aviation. Washington, Dept. of 
Transportation, National Transportation Safety Board; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-AMM-78-16) 

1977. 

Continues: Briefs of accidents involving weather as a 
cause-factor, U.S. general aviation, ISSN 0360-6678, issued 
by United States. Bureau of Aviation Safety. 

Annual. 

@ltem 982-1-16 

ISSN 0360-7127 

Main series: Report - National Transportation Safety Board 

Continues: Briefs of accidents involving weather as a 
cause/factor, U.S. general aviation ISSN 0360-6678 

1. Aeronautics — Accidents — Statistics — Periodicals. 2. 
Aeronautics — United States — Statistics — Periodicals. 3. 
Weather. I. Title. II. Series: United States. National Trans- 
portation Safety Board. Report - National Transportation 
Safety Board ; no. NTSB-AMM-78-16. 

HE17.A47 subser 
(HE9784.5.US5] 
380.5 s 
[614.8/69] 
OCLC 2244811 


79-12157 
TD 1.109/16:78-17 
Briefs of accidents involving alcohol as a cause/factor, United 

States general aviation. Washington, National Transportation 
Safety Board; Springfield, Va., for sale by the National 
Technical Information Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTBS-AMM-78-17) 

1977 

Annual. 

Main series: Report - National Transportation Safety Board 

Continues: Briefs of aircraft accidents involving alcholic 
impairment of efficency and judgement as a cause/factor, 
U.S. general aviation 

1. Aeronautics — United States — Accidents — Statistics — 
Periodicals. 2. Drinking and airplane accidents — United 
States. I. United States. National Transportation Safety 
Board. II. Series: United States. National Transportation 
Safety Board. Report - National Transportation Safety Board 
; no. NTSB-AMM-78-17 


OCLC 3997755 


79-12158 
TD 1.109/16:78-18 
United States. National Transportation Safety Board. 

Briefs of accidents involving missing and missing later 
recovered aircraft, U.S. general aviation. Washington, Na- 
tional Transportation Safety Board; Springfield, Va., for sale 
by the National Technical Information Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-AMM-78-18 ) 

1977. 





Continues: Briefs of accidents involving missing aircraft, 
U.S. general aviation, ISSN-9566-8352, issued by: United 
States. Bureau of Aviation Safety. 

Annual. 

@ltem 982-I-16 

ISSN 0360-6813 

Main series: Report - National Transportation Safety Board 

Continues: Briefs of accidents involving missing aircraft, 
U.S. general aviation ISSN 0566-8352 

1. Aeronautics — Accidents — Statistics. 2. Aeronautics 
— United States — Statistics. I. Title. II. Series: United 
States. National Transportation Safety Board. Report - Na- 
tional Transportation Safety Board ; no. NTSB-AMM-78-18. 
HE17.A47 subser 
[HE9784.5.U5] 

380.5 s 
([614.8/69] 
OCLC 2244807 


79-12159 


TD 1.109/16:78-19 
Briefs of accidents involving corporate/executive aircraft, U.S. 
general aviation. Washington, National Transportation Safety 
Board; Springfield, Va., for sale ty the National Technical 
Information Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-AMM-78-19) 

Continues: Briefs of aircraft accidents involving cor- 
porate/executive aircraft, U.S. general aviation. 

1977. 

Annual. 

@ltem 982-I1-16 

Main series: Report - National Transportation Safety Board 

Continues: Briefs of aircraft accidents involving cor- 
porate/executive aircraft, U.S. general aviation 

1. Airplanes, Company — Accidents — Statistics. 2. Air- 
planes, Private — Accidents — Statistics. 3. Aeronautics — 
United States — Accidents — Statistics — Periodicals. I. 
United States. National Transportation Safety Board. II. 
Title. III. Series: United States. National Transportation 
Safety Board. Report - National Transportation Safety Board 
; no. NTSB-AMM-78-19. 


OCLC 4199329 


79-12160 


TD 1.109/16:78-20 
United States. National Transportation Safety Board. 

Briefs of accidents involving amateur/home built aircraft, 
U. S. general aviation. Washington, National Transportation 
Safety Board; Springfield, Va., for sale by the National 
Technical Information Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-AMM-78-20) 

1977. 

Annual. 

@ltem 982-I-16 

ISSN 0362-8884 

Main series: Report - Nationa} Transportation Safety Board 

Continues: Briefs of accidents involving amateur built 
(homebuilt) aircraft, U.S. general aviation ISSN 0565-8438 


Government Publications — June 1979 


1. Aeronautics — Accidents. I. Title. II. Series: United 
States. National Transportation Safety Board. Report - Na- 
tional Transportation Safety Board ; no. NTSB-AMM-78-20. 
HE17.A47 subser 
[HE9784.5.US] 

380.5 s 
[387.7/4] 
OCLC 2379283 


79-12161 


TD 1.109/16:78-21 


United States. National Transportation Safety Board. 


Briefs of accidents involving aerial applications operations, 
U. S. general aviation. Washington, National Transportation 
Safety Board; Springfield, Va., for sale by the National 
Technical Information Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-AMM-78-21 ) 

1977. 

Continues: Briefs of accidents involving aerial applications 
operations, U.S. general aviation, ISSN 0566-5906, issued by 
United States. Bureau of Aviation Safety. 

Annual. 

@ltem 982-I-16 

ISSN 0566-5906 

Main series: Report - National Transportation Safety Board 

Continues: Briefs of accidents involving aerial applications 
operations, U. S. general aviation ISSN 0566-5906 

1. Aeronautics — Accidents — Statistics. 2. Aeronautics, 
Commercial — United States. I. Title. II. Series: United 
States. National Transportation Safety Board. Report - Na- 
tional Transportation Safety Board ; no. NTSB-AMM-78-21. 
HE17.A47 subser 
[HE9784.5.U5] 
629.04/2/08 s 
[387.7] 

OCLC 2408999 


79-12162 


TD 1.109/16:78-22 


Briefs of accidents involving commuter air carriers and on-de- 


mand air taxi operations, U.S. general aviation. Washington, 
Dept. of Transportation, National Transportation Safety 
Board; Springfield, Va., for sale by the National Technical 
Information Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-AMM-78-22) 

1976- 

1977. 

@ltem 982-1-16 

Main series: Report - National Transportation Safety Board 

Continues: Briefs of accidents involving air taxi operations, 
U.S. general aviation 

1. Aeronautics — United States — Accidents — Statistics — 
Periodicals. 2. Airplanes — Taxiing. I. United States. Na- 
tional Transportation Safety Board. II. Series: United States. 
National Transportation Safety Board. Report - National 
Transportation Safety Board ; no. NTSB-AMM-78-22. 


OCLC 4200118 
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National Transportation Safety Board 


1. Railroads — United States — Accidents — Periodicals. 
I. Title. Il. Series: United States. National Transportation 


79-12163 
TD 1.112/5:78-2 
United States. National Transportation Safety Board. Bureau of 


Accident Investigation. 

Railroad accident reports, brief format. Washington, Na- 
tional Transportation Safety Board, Bureau of Accident In- 
vestigation; Springfield, Va., for sale by the National Techni- 
cal Information Service. 

22151 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-RAB-78-2) 

1976, no. 1- 

no.1, 1977. 

{Item 982-I-19] 

@ltem 982-I-19 

ISSN 0148-0200 

Main series: Report - National Transportation Safety Board 

1. Railroads — United States — Accidents — Periodicals. 

I. Title. Il. Series: United States. National Transportation 
Safety Board. Report - National Transportation Safety Board 
; no. NTSB-RAB-78-2. 

HE17.A47 subser 

(HE1780] 

629.04/2/08 s 385 

OCLC 3256670 


79-12164 


TD 1.112/5:78-3 
United States. National Transportation Safety Board. Bureau of 
Accident Investigation. 

Railroad accident reports, brief format. Washington, Na- 
tional Transportation Safety Board, Bureau of Accident In- 
vestigation; Springfield, Va., for sale by the National Techni- 
cal Information Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-RAB-78-3) 

1976, no. 1- 

1977 no. 2. 

@ltem 982-1-19 

ISSN 0148-0200 

Main series: Report - National Transportation Safety Board 

1. Railroads — United States — Accidents — Periodicals. 

I. Title. Il. Series: United States. National Transportation 
Safety Board. Report - National Transportation Safety Board 
; no. NTSB-RAB-78-3. 

HE17.A47 subser 

[HE1780] 

629.04/2/08 s 385 

OCLC 3256670 


79-12165 


TD 1.112/5:78-4 
United States. National Transportation Safety Board. Bureau of 
Accident Investigation. 

Railroad accident reports, brief format. Washington, Na- 
tional Transportation Safety Board, Bureau of Accident In- 
vestigation; Springfield, Va., for sale by the National Techni- 
cal Information Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-RAB-78-4) 

1976, no. I- 

no. 3, 1977. 

@ltem 982-1-19 

ISSN 0148-0200 

Main series: Report - National Transportation Safety Board 
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Safety Board. Report - National Transportation Safety Board 
; no. NTSB-RAB-78-4. 

HE17.A47 subser 

(HE1780] 

629.04/2/08 s 385 

OCLC 3256670 


79-12166 


TD 1.112/5:79-1 


United States. National Transportation Safety Board. Bureau of 


Accident Investigation. 

Railroad accident reports, brief format. Washington, Na- 
tional Transportation Safety Board, Bureau of Accident In- 
vestigation; Springfield, Va., for sale by the National Techni- 
cal Information Service. 

22151 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-RAB-79-1) 

1976, no. 1- 

no. 1, 1978. 

@ltem 982-I-19 

ISSN 0148-0200 

Main series: Report - National Transportation Safety Board 


1. Railroads — United States — Accidents — Periodicals. 
I. Title. I. Series: United States. National Transportation 
Safety Board. Report - National Transportation Safety Board 
; no. NTSB-RAB-79-1. 
HE17.A47 subser 
(HE1780} 
629.04/2/08 s 385 
OCLC 3256670 


79-12167 


TD 1.113:977 


Annual review of aircraft accident data. U.S. general aviation. 


Washington, National Transportation Safety Board; Spring- 
field, Va., for sale by National Technical Information Ser- 
vice. 

22161 

ill. 28 cm. (Report - National Transportation Safety Board 
; no. NTSB-ARG-78-2) 

1969- 

1977. 

@ltem 982-1-6 

Main series: Report - National Transportation Safety Board 

Continues: Annual review of U.S. general aviation ac- 
cidents 19 -1968 

1. Aeronautics — United States — Accidents — Statistics — 
Periodicals. I. United States. National Transportation Safety 
Board. II. Series: United States. National Transportation 
Safety Board. Report - National Transportation Safety Board 
; no. NTSB-ARG-78-2. 


OCLC 3998477 





FEDERAL HIGHWAY ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


79-12168 
TD 2.2:F 31/11 
United States. Federal Highway Administration. 

Federal-aid highway relocation assistance and payment 
Statistics. Washington, Dept. of Transportation, Federal 
Highway Administration, [Federal Aid Division] 

400 Sevent St. S.W., 20590 

27 cm. 

1970-1975/76. 

July 1975/Sept. 1976. 

Annual. 

: Highway relocation — Statistics — Periodicals. 2. 
Roads — United States — Finance — Periodicals. I. Title. 


OCLC 4767856 


79-12169 
TD 2.15:976 
United States. Federal Highway Administration. 

External youth opportunity program. Washington, Dept. of 
Transportation, Federal Highway Administration, Office of 
Civil Rights. 

400 Seventh St., S.W., 20590 

ill. 20 x 25 cm. 

1967- 

“Contractors and state highway departments.” 

1976. 

@ltem 982-G-6 

1. Youth — Employment — United States — Statistics — 
Periodicals. 2. Transportation — United States — Employees 
— Periodicals. I. Title. 


OCLC 4257753 


79-12170 
TD 2.23:975 
United States. Federal Highway Administration. 

Highway statistics. Washington, Dept. of Transportation, 
Federal Highway Administration; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

ill. 29 cm. (Report - Federal Highway Administration ; no. 
FHWA-HP-HS-75) 

$5.50 

1975. 

Continues: Highway statistics, ISSN 0095-344x, issued by 
United States. Bureau of Public Roads. 

@ltem 265-B 

S/N 050-001-00139-0 

ISSN 0095-344X 

Main series: Report - Federal Highway Administration 

1. Roads— United States — Statistics — Periodicals. 2. 
Motor fuels — Taxation — United States — Periodicals. 3. 
Transportation, Automotive — United States — Statistics — 
Periodicals. [. Title. II. Series: United States. Federal 
Highway Administration. Report ; no. FHWA-HP-HS-75. 
HE355.A3A25 
388.1/0973 
OCLC 1796740 


Government Publications — June 1979 


79-12171 
TD 2.30:78-72 
Schapery, Richard Allan. 

Investigation of tire-pavement interaction during maneu- 
vering / R. A. Schapery and J. T. Tielking ; Texas Transpor- 
tation Institute and Mechanics & Materials Research Center, 
Texas A&M University. — Washington : Dept. of Transporta- 
tion, Federal Highway Administration, Offices of Research & 
Development ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977- 

22161 

v. : ill. ; 28 cm. — (Report - Federal Highway Administra- 
tion ; no. FHWA-RD-78-72) 

Final report; June 1977. 

Prepared under contract no. DOT-FH-11-8268. 

Includes bibliographical references. 

Contents: v. 1. Theory and results. 

@ltem 982-G-11 

pbk. 

1. Tires, Rubber — Traction. 2. Friction — Measurement. 

. Tielking, John Thomas, joint author. II. United States. 
Federal Highway Administration. III. Texas Transportation 
Institute, College Station. IV. Texas A & M University. 
Mechanics & Materials Research Center. V. Title. VI. Se- 
ries: United States. Federal Highway Administration. Report ; 
no. FHWA-RD-78-72. 


OCLC 4633296 


79-12172 
TD 2.36/2:976 
United States. Federal Highway Administration. Office of 
Development. Implementation Division. 

Implementation Division activities. Washington, Dept. of 
Transportation, Federal Highway Administration, Offices of 
Research and Development, [Office of Development], Imple- 
mentation Division. 

20590 

ill. 27 cm. 

Cover title. 

1976. 

ISSN 0161-2239 

1. United States. Federal Highway Administration. Office 
of Development. Implementation Division — Yearbooks. 2. 
Highway engineering — United States — Periodicals. I. Title. 
TE1.U73b 
625.7 
OCLC 3851644 


79-12173 
TD 2.39:52 
United States. National Highway Institute. 

Education and training information exchange bulletin. 
Washington, Dept. of Transportation, Federal Highway Ad- 
ministration, National Highway Institute. 

20590 

27 cm. 

CONTENTS: Tort liability- the trainer’s role. 

@ltem 982-G-17 

1. Highway engineering — Study and teaching — United 
States — Periodicals. I. Title. 


OCLC 3137073 





Federal Highway Administration — Transportation Dept. 


79-12174 
TD 2.39:53 
United States. National Highway Institute. 

Education and training information exchange bulletin. 
Washington, Dept. of Transportation, Federal Highway Ad- 
ministration, National Highway Institute. 

400 Seventh St., S.W., 20590 

27 cm. 

CONTENTS: Announcement of training opportunities and 
training aids. 

No. 53, Jan. 1979. 

@ltem 982-G-17 

1. Highway engineering — United States— Study and 
teaching — Periodicals. I. Title. 


OCLC 3137073 


MOTOR CARRIER SAFETY BUREAU 
Transportation Dept. 
Washington, DC 20590 


79-12175 
TD 2.306:R 53/976-77 
United States. Bureau of Motor Carrier Safety. 

BMCS roadside safety inspections. Washington, Dept. of 
Transportation, Federal Highway Administration, Bureau of 
Motor Carrier Safety. 

20590 

ill. 27 cm. 

1976/77. 

@ltem 689 

1. Automobiles — Inspection — United States — Statistics 
— Periodicals. 2. Traffic safety — United States — Periodi- 
cals. I. Title. 


OCLC 4794732 


FEDERAL RAILROAD ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


79-12176 
TD 3.2:Sp 8 
United States. Fedcral Railroad Administration. 

Federal Railroad Administration spring preview. 
[Washington] Dept. of Transportation, Federal Railroad Ad- 
ministration. 

400 Seventh St. SW, 20590 

27 cm. 

“Submission to OST.” 

Report covers fiscal year 1977. 

1. United States. Federal Railroad Administration. I. 
Title. 


OCLC 4792786 


79-12177 
TD 3.9:976 
Summary of accidents/incidents reported by all line-haul and 
switching and terminal railroad companies. Washington, 
Dept. of Transportation, Federal Aviation Administration. 
400 Seventh St. SW, 20590 
27 x 41 cm. 
Monthly with annual summary 
Annual summary for 1976. 
Continues: Summary of accidents reported by all line-haul 
switching and terminal railroad companies ISSN 0565-5307 
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1. Railroads — United States — Accidents — Statistics — 
Periodicals. I. United States. Federal Railroad Administra- 
tion. 


OCLC 3457178 


SAFETY OFFICE 
Transportation Dept. 
Washington, DC 20590 


79-12178 
TD 3.110/4:977 
United States. Federal Railroad Administration. Office of 
Safety. 

Railroad accident investigation reports. Washington, Dept. 
of Transportation, Federal Railroad Administration, Office of 
Safety. 

400 Seventh St. SW, 20590 

ill. 27 cm. 

1977. 

@ltem 681-B 

ISSN 0160-1261 

1. Railroads — United States — Accidents — Periodicals. 

I. Title. 
HE1780.U54b 
614.8/63/0973 
OCLC 3617571 


FEDERAL AVIATION ADMINISTRATION 
Transportation Dept. 
Washington, DC 20591 


79-12179 
TD 4.6:11/2/ch.7 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 11. General rule-making 
procedures Washington, Dept. of Transportation, Federal 
Aviation Administration; for sale by by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

26 cm. 

[$1.00] 

Change 7, eff. Mar. 1979. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00467-2 

1. Aeronautics — Law and legislation — United States — 
Periodicals. I. Title. 


OCLC 2923217 


79-12180 
TD 4.6:27/2/ch.9 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 27. Airworthiness stan- 
dards, normal category rotorcraft. Washington, Dept. of 
Transportation, Federal Aviation Administration; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$0.70 

Loose-leaf for updating. 

Change 9, eff. Jan. 3, 1979. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00458-3 





1. Aeronautics — Laws and regulations — United States — 
Periodicals. 2. Helicopters — Airworthiness — Standards — 
United States — Periodicals. I. Title. 


OCLC 2921959 


79-12181 
TD 4.6:29/2/ch.9 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 29. Airworthiness stan- 
dards, transport category rotorcraft. Washington, Dept. of 
Transportation, Federal Aviation Administration; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$2.40 

Loose-leaf for updating. 

Change 9, eff. Dec. 1, 1978. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00455-9 

1. Aeronautics — Laws and regulations — United States. 
2. Helicopters — Airworthiness — Standards — United States. 
I. Title. 


OCLC 2923072 


79-12182 
TD 4.6:29/2/ch.10 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 29. Airworthiness stan- 
dards, transport category rotorcraft. Washington, Dept. of 
Transportation, Federal Aviation Administration; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$0.70 

Loose-leaf for updating. 

Change 10, eff. Jan. 3, 1979. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00459-1 

1. Aeronautics — Laws and regulations — United States — 
Periodicals. 2. Helicopters — Airworthiness — Standards — 
United States — Periodicals. I. Title. 


OCLC 2923072 


79-12183 
TD 4.6:47/2/ch.3 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 47. Aircraft registration. 
Washington, Dept. of Transportation, Federal Aviation Ad- 
ministration; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

26 cm. 

$0.70 

Loose-leaf for updating. 

Change 3, eff. Jan. 2, 1979. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00457-5 


Government Publications — June 1979 


1. Aeronautics — Laws and regulations — United States — 
Periodicals. 2. Airplanes — Registration and transfer — 
United States — Periodicals. I. Title. 


OCLC 3803027 


79-12184 


TD 4.6:127/2/ch.6 


United States. Federal Aviation Administration. 


Federal aviation regulations. Part 127. Certification and 
operations of scheduled air carriers and _ helicopters. 
Washington, Dept. of Transportation, Federal Aviation Ad- 
ministration; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

26 cm. 

$0.90 

Loose-leaf for updating. 

Change 6, eff. Dec. 1, 1978, Nov. 9, 1978. 

Updated by continuing suppleme_»tary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00452-4 

1. Aeronautics — Law and legislation — United States — 
Periodicals. 2. Air lines — Certification — United States — 
Periodicals. 3. Helicopters — Law and legislation — United 
States — Periodicals. I. Title. 


OCLC 3288889 


79-12185 


TD 4.6:127/2/ch.7 


United States. Federal Aviation Administration. 


Federal aviation regulations. Part 127. Certification and 
operations of scheduled air carriers with helicopters. 
Washington, Dept. of Transportation, Federal Aviation Ad- 
ministration; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

26 cm. 

$0.80 

Loose-leaf for updating. 

Change 7, eff. Dec. 14, 1978. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00462-1 

1. Aeronautics — Laws and regulations — United States — 
Periodicals. 2. Air lines — Certification — Laws and legisla- 
tion — United States. 3. Helicopters — Law and legislation 
— United States — Periodicals. I. Title. 


OCLC 3288889 


79-12186 


TD 4.6:135/3 


United States. Federal Aviation Administration. 


Federal aviation regulations. Part 135. Air taxi operators 
and commercial operators. Washington, Dept. of Transporta- 
tion, Federal Aviation Administration; for sale by the Supt. 
of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$14.00 (U.S., including basic manual and supplementary 
charges for an indefinite period) $17.50 (foreign) 

Basic manual revised Dec. 1978. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 
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Federal Aviation Administration — Transportation 


S/N 050-007-8 1026-1 

Continues: Federal aviation regulations. Part 135. Air taxi 
operators and commercial operators of small aircraft 

1. Aeronautics — Law and legislation — United States. 2. 
Air pilots— Legal status, laws, etc.— United States. I. 
Title. 


OCLC 4741018 


79-12187 


TD 4.6:137/2/ch.5 


United States. Federal Aviation Administration. 


Federal aviation regulations. Part 137. Agricultural aircraft 
operations. Washington, Dept. of Transportation, Federal 
Aviation Administration; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

26 cm. 

$0.80 

Loose-leaf for updating. 

Change 5, eff. Nov. 9, 1978. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@tem 431-C-13 

S/N 050-007-0045 1-6 

1. Aeronautics — Laws and regulations — United States — 
Periodicals. 2. Aeronautics in agriculture — Safety regula- 
tions — United States — Periodicals. I. Title. 


OCLC 3803007 


79-12188 


TD 4.14:978 
Airport activity statistics of certificated route air carriers. 
Washington, Dept. of Transportation, Federal Aviation Ad- 
ministration, Office of Management Systems; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

36 cm. 

$7.25 

Ist- ed.; 1962- 

Spine title: Airport activity statistics 

Prepared jointly by the Civil Aeronautics Board Financial 
& Traffic Data Section, and the U.S. Dept. of Transporta- 
tion, Federal Aviation Administration, Office of Management 
Systems. 

12 months ended June 30, 1978. 

Alternate editions for calendar year and fiscal year. 

Formed by the union of: Air commerce traffic pattern, 
and: Airport activity statistics of certificated route air car- 
riers, ISSN 0501-8072, issued by: United States. Civil 
Aeronautics Board. 

@ltem 177-A 

S/N 050-007-00465-6 

ISSN 0501-8072 

1. Aeronautics, Commercial — United States — Freight — 
Statistics. 2. Aeronautics, Commercial — United States — 
Passenger traffic — Statistics. 3. Airports — United States — 
Statistics. I. United States. Federal Aviation Administration. 
Office of Management Systems. II. United States. Civil 
Aeronautics Board. Bureau of Accounts and Statistics. Finan- 
cial and Traffic Data Section. 


OCLC 2344690 
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Dept. 


79-12189 


TD 4.15/3:979 


Type certificate data sheets and specifications. Volume 1. Sin- 


gle-engine airplanes. Washington, Dept. of Transportation, 
Federal Aviation Administration; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$41.00 (U.S., including basic manual and monthly supple- 
ments) $51.25 (foreign) 1977- 

1977- 

Updated by monthly supplements and cumulated annually. 

1979. 

@ltem 431-C-2 

S/N 050-007-8 1021-1 

Supersedes in part: United States. Federal Aviation Ad- 
ministration. Aircraft type certificate data sheets and specifi- 
cations 

1. Airplanes — Airworthiness. 2. Airplanes — Specifica- 
tions. I. United States. Federal Aviation Administration. 


OCLC 3011503 


79-12190 


TD 4.15/4:979 


Type certificate data sheets and specifications. Volume 2. Small 


multiengine airplanes. Washington, Dept. of Transportation, 
Federal Aviation Administration; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$34.00 (U.S.,including basic manual and monthly supple- 
ments ) $42.50 (foreign) 

1977- 

Cover title. 

Loose-leaf for updating. 

1979, basic manual. 

Updated by monthly supplements and cumulated annually. 

@ltem 431-C-2 

S/N 050-007-8 1022-9 

Supersedes in part: United States. Federal Aviation Ad- 
ministration. Aircraft type certificate data sheets and specifi- 
cations 

1. Airplanes — Airworthiness. 2. Airplanes — Specifica- 
tions. I. United States. Federal Aviation Administration. 


OCLC 3010978 


79-12191 


TD 4.15/5:979 


Type certificate data sheets and specifications. Volume 3. 


Large multiengine airplanes. Washington, Dept. of Transpor- 
tation, Federal Aviation Administration; for sale by the Supt. 
of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$ 32.00 (U.S.,including basic manual and monthly supple- 
ments) $40.00 (foreign ) 

1977- 

Cover title. 

Loose-leaf for updating. 

Updated by monthly supplements and cumulated annually. 

@ltem 431-C-2 

S/N 050-007-8 1023-7 

Supersedes in part: United States. Federal Aviation Ad- 
ministration. Aircraft type certificate data sheets and specifi- 
cations 





1. Airplanes — Airworthiness. 2. Airplanes — Specifica- 
tions. I. United States. Federal Aviation Administration. 


OCLC 3145080 


79-12192 
TD 4.15/6:979 
Type certificate data sheets and specifications. Volume 4. Ro- 

torcraft, gliders & balloons. [Washington], Dept. of Trans- 
portation, Federal Aviation Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$29.00 (U.S., including basic manual and monthly supple- 
ments) $36.25 (foreign) 

1977- 

Loose-leaf for updating. 

1979 basic manual. 

Updated by monthly supplements and cumulated annually. 

@ltem 431-C-2 

S/N 050-007-8 1024-5 

Supersedes in part: United States. Federal Aviation Ad- 
ministration. Aircraft type certificate data sheets and specifi- 
cations 

1. Helicopters — Specifications. 2. Gliders (Aeronautics) 
— Specifications. 3. Balloons — Specifications. I. United 
States. Federal Aviation Administration. 


OCLC 3011132 


79-12193 
TD 4.15/7:979 
Type certificate data sheets and specifications. Volume 5. Air- 
craft engines & propellers. Washington, Dept. of Transporta- 


tion, Federal Aviation Administration; for sale by the Supt. 
of Docs., U.S. Govt. Print. Off. 
20402 


28 cm. 

$34.00 (U.S., including basic manual and monthly supple- 
ments) $42.50 (foreign) 1977- 

Loose-leaf for updating. 

Updated by monthly supplements and cumulated annually. 

1979. 

@ltem 431-C-2 

S/N 050-007-8 1025-3 

1. Airplanes — Motors — Specifications. 2. Propellers, 
Aerial — Specifications. I. United States. Federal Aviation 
Administration. 


OCLC 3010866 


79-12194 
TD 4.19:978 
United States. Federal Aviation Administration. 

FAA air traffic activity. Washington, Dept of Transporta- 
tion, Federal Aviation Administration, Office of Management 
Systems, Information and Statistics Division: for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 26 cm. 

$4.50 

1966/67- 

Separate reports issued for calendar and fiscal years. 

Report covers fiscal year 1978. 

@ltem 431-C-1 

S/N 050-007-00463-0 

Continues: United States. Federal Aviation Agency. FAA 
air traffic activity 19 -1966 


Government Publications — June 1979 


1. Airports — United States — Traffic control — Statistics 
— Periodicals. 2. Air traffic control — United States — 
Statistics — Periodicals. 3. Instrument flying — Statistics. I. 
Title. 


OCLC 3137638 


79-12195 
TD 4.19/3:976 
United States. Federal Aviation Administration. Information 
and Statistics Division. 

Current aviation statistics. Washington, Dept. of Transpor- 
tation, Federal Aviation Administration, Office of Manage- 
ment Systems, Information and Statistics Division, Informa- 
tion Operations Branch. 

400 Seventh St. S. W., 20590 

27 cm. 

“Air traffic activity, enroute IFR air traffic survey, peak 
day.” 

Report covers fiscal year 1976. 

@ltem 431-D-4 

ISSN 0096-3364 

Continues: Aviation statistics; airports, air carrier fleet, air- 
craft production, airmen 

1. Aeronautics, Commercial — United States — Statistics — 
Periodicals. 2. Aeronautics — United States — Statistics — 
Periodicals. I. Title. 

HE9803.A1F43a 
387.7/0973 
OCLC 1798694 


79-12196 
TD 4.19/3:977 
United States. Federal Aviation Administration. Information 
and Statistics Division. 

Current aviation statistics. Washington, Dept. of Transpor- 
taton, Federal Aviation Administration, Office of Manage- 
ment Systems, Information and Statistics Division. 

27 cm. 

Cover title. 

“Air traffic activity, enroute IFR air traffic survey, peak 
day.” 

Report covers fiscal year 1977. 

@ltem 431-D-4 

ISSN 0096-3364 

Continues: United States. Federal Aviation Administration. 
Information and Statistics Division. Aviation statistics; air- 
ports, air carrier fleet, aircraft production, airmen 

1. Aeronautics, Commercial — United States — Statistics — 
Periodicals. 2. Aeronautics — United States — Statistics — 
Periodicals. I. Title. 

HE9803.A1F43a 
387.7/0973 
OCLC 1798694 


79-12197 
TD 4.20:977 
United States. Federal Aviation Administration. 

FAA statistical handbook of aviation. Washington, Dept. of 
Transportation, Federal Aviation Administration, Office of 
Management Systems; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

26 cm. 

$3.75 

1959- 

@ltem 431-C-14 

S/N 050-007-00464-8 
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Federal Aviation Administration — Transportation 


Continues: United States. Civil Aeronautics Administra- 
tion. CAA statistical handbook of civil aviation 1957-58 

1. Aeronautics — United States — Statistics. I. United 
States. Federal Aviation Administration. Office of Manage- 
ment Systems. Il. Title. 


OCLC 2707503 


79-12198 
TD 4.44:978 
Profiles of scheduled air carrier departure and arrival opera- 
tions for top 100 U.S. airports. Washington, Dept. of Trans- 
portation, Federal Aviation Administration, Office of Avia- 
tion Policy, Aviation Forecast Branch. 
20591 
ill. 27 cm. 
Vols. for 19 - prepared by Transportation Information 
Division, Transportation Systems Center, Cambridge, Mass. 
Nov. 1978. 
@ltem 431-C-8 
Continues: Profiles of scheduled air carrier airport opera- 
tions ISSN 0097-8795 
1. Airports — United States — Statistics — Periodicals. I. 
United States. Aviation Forecast Branch. II. Transportation 
Systems Center. Transportation Information Division. 


OCLC 4172190 


79-12199 
TD 4.51:977 
United States. Federal Aviation Administration. Office of Per- 
sonnel and Training. 
FAA catalog of training courses. — Rev. ed. — Washington 
: Dept. of Transportation, Federal Aviation Administration, 
Office of Personnel and Training, 1977. 
20591 
310 p. in various pagings ; 26 cm. 
May 2, 1977. 
@ltem 431-A-32 
pbk. 
1. Aeronautics — Study and teaching — Catalogs. 
planes — Piloting — Study and 
Flight training — Catalogs. I. Title. 


2. Air- 
teaching — Catalogs. 3. 


OCLC 4007421 


AIR TRAFFIC SERVICE 
Transportation Dept. 
Washington, DC 20590 


79-12200 
TD 4.308:Ae 8/979 
United States. Air Traffic Service. Flight Services Division. 
United States of America AIP, aeronautical information 
publication. Washington, Dept. of Transportation, Federal 
Aviation Administration, Air Traffic Service, Flight Services 
Division; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
ill. 27 cm. 
$39.00 (U.S., including basic manual and quarterly amend- 
ments) $48.75 (foreign) 
6th- ed.; 1976- 
7th ed., Jan. 1979. 
@ltem 431-D-1 
S/N 050-010-8 1005-0 
Continues: United States. Federal Aviation Administration. 
Flight Information Division. United States of America AIP, 
aeronautical information publication 
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Dept. 


1. Air-pilot guides — United States. 2. Aids to air naviga- 
tion— United States. 3. Ajirports— United States — 
Directories. I. Title. 


OCLC 4791003 


79-12201 
TD 4.308:F 64/979 
United States. Air Traffic Service. 
Flight services. — [Washington] : Dept. of Transportation, 
Federal Aviation Administration, Air Traffic Service, 1979. 
20590 
149 p. in various pagings, 1 fold. leaf of plates : ill. ; 26 
cm.— (Handbook - Federal Aviation Administration ; 
7110.10 E) 

January 1, 1979. 

@ltem 431-D-1 

pbk. 

1. Air traffic control— United States — Handbooks, 
manuals, etc. 2. Aeronautical radio stations — United States 
— Handbooks, manuals, etc. I. Title. II. Series: United 
States. Federal Aviation Administration. Handbook - Federal 
Aviation Administration ; 7110.10E. 


OCLC 4572803 


FLIGHT STANDARDS SERVICE 
Transportation Dept. 
Washington, DC 20591 


79-12202 
TD 4.402:F 32/975 
United States. Flight Standards Service. Aircraft Programs Divi- 
sion. 

Aircraft program data feedback. Washington, Dept. of 
Transportation, Federal Aviation Administration, Flight Stan- 
dards Service, Aircraft Programs Division. 

400 Seventh St. S. W., 20590 

ill. 20 x 26 cm. 

“RIS: FS 8200-27.” 

Report covers first half fiscal year 1975. 

Semiannual. 

1. Government aircraft—- United States — Statistics — 
Periodicals. I. Title. 


OCLC 4794822 


SYSTEMS RESEARCH AND DEVELOPMENT 
SERVICE 
Transportation Dept. 
Washington, DC 20590 


79-12203 
TD 4.509:79-2 
United States. Federal Aviation Administration. 
Research and Development Service. 

SRDS technical program document. Washington, Dept. of 
Transportation, Federal Aviation Administration, Systems 
Research and Development Service; Springfield, Va., for sale 
by the National Technical Information Service. 

22161 

28 cm. (Report - Federal Aviation Administration, Systems 
Research and Development Service ; FAA-RD-79-2) 

Cover title. 

“Research & development approved projects.” 

Report covers fiscal year 1979. 

Kept up to date by means of Technical program directives. 

@ltem 431-B-5 


Systems 





Main series: (- Report - Federal Aviation Administration, 
Systems Research and Development Service 

1. Aeronautical research — United States — Periodicals. I. 
Title. II. Series: United states. Federal Aviation Administra- 
tion. Systems Research and Development Service. Report ; 
FAA-RD-79-2. 


OCLC 4781110 


AIRWAY FACILITIES SERVICE 
Transportation Dept. 
Washington, DC 20591 


79-12204 
TD 4.710/2:975 
United States. Airway Facilities Service. 

Facility performance report. [Washington, Department of 
Transportation], Federal Aviation Administration, Airway 
Facilities Service. 

20591 

26 cm. 

Report issued on both a fiscal and a calendar year basis. 

Report for calendar year 

1975. 

1. Aids to air navigation — United States — Inspection — 
Periodicals. 2. Aids to air navigation — United States — 
Statistics — Periodicals. I. Title. 


OCLC 4271448 


COAST GUARD 
Transportation Dept. 
Washington, DC 20590 


79-12205 
TD 5.2:Ie 2/3 
United States. Coast Guard. Naval Engineering Division. 
Preliminary design report for a Great Lakes & eastern Arc- 
tic icebreaker / prepared by Naval Engineering Division, 
Electronics Engineering Division. — [Washington : Dept. of 
Transportation], Coast Guard, [Office of Engineering], Naval 
Engineering Division, 1978. 
20590 
205 p. : ill. ; 28 cm. 
October 30, 1978. 
@ltem 934 
pbk. 
1. Ice-breaking vessels — Design and construction. 2. Ice- 
breaking operations. I. United States. Coast Guard. Elec- 
tronics Engineering Division. II. Title. 


OCLC 4771395 


79-12206 
TD 5.2:Sy 8 
Snider, W. D. 

The systems approach and tank vessel safety / by W. D. 
Snider, U.S. Coast Guard. — Washington : Dept. of Transpor- 
tation, Coast Guard, Office of Merchant Marine Safety, 
[19787] 

20590 

iv, 92 p.: ill. ; 28 cm. 

Presented at the 17 May 1978 meeting of the Chesapeake 
Section of the Society of Naval Architects and Marine En- 
gineers. 

Includes bibliographical references. 

pbk. 


Government Publications — June 1979 


1. Tankers — Safety measures. 2. System analysis. I. 
United States. Coast Guard. Office of Merchant Marine 
Safety. II. Title. 


OCLC 4083928 


79-12207 
TD 5.8:B 63/2/978 
United States. Coast Guard. 
Boating safety training manual. Washington, Dept. of 
Transportation, Coast Guard. 
20590 
ill. 26 cm. 
“Comdinst M16750.4 (old CG-464).” 
1978. 
Annual. 
@ltem 934-A 
ISSN 0190-5481 
1. Boats and boating — Safety measures. 
boating — Law and legislation — United States. 


2. Boats and 
I. Title. 


OCLC 4714615 


79-12208 
TD 5.8:C 42/2/-pt.1/978 
United States. Coast Guard. 

CHRIS: [chemical hazards response information system]. 
— [Washington] : Dept. of Transportation, Coast Guard, 
1978- 

20590 

v.: ill. ; 15 cm. — (COMDTINST ; M 16465.11) 

October 1978. 

Contents: [pt.1] A condensed guide to chemical hazards. 

@ltem 934-A 

pbk. 

1. Hazardous substances — Handbooks, manuals, etc. I. 
Title. II. Title: Condensed guide to chemical hazards. III. 
Series: United States. Coast Guard. COMDTINST ; M 
16465.11. 


OCLC 4771469 


79-12209 
TD 5.8:M 78 
United States. Coast Guard. 

Buoy mooring selection guide for chain moorings : ocean 
engineering report. — [Washington] : Dept. of Transporta- 
tion, Coast Guard, 1979. 

20590 

310 p. in various pagings : ill. ; 28 cm.— (COMDTINST ; 
M 16511.1) 

Includes bibliographical references. 

@ltem 934-A- 

pbk. 

1. Buoys— United States. 2. Deep-sea moorings. I. 
Title. II. Series: United States. Coast Guard. COMDTINST ; 
M 16511.1. 


OCLC 4842267 


79-12210 
TD 5.8:Sa 1/2/v.7 
United States. Coast Guard. 

Marine safety manual. Volume 7. Master index. Washing- 
ton, Dept. of Transportation, Coast Guard; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (CG ; 495) 

$7.25 (U.S., including supplementary charges for an in- 
definite period) $9.10 (foreign) 
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Coast Guard — Transportation Dept. 


Basic manual issued Nov. 1978. 

Updated by continuing supplements and cumulated irregu- 
larly. 

@ltem 934-A 

S/N 050-012-81007-9 

Main series: United States. Coast Guard. CG 

1. Merchant marine — United States — Safety measures. 
I. Title. 


OCLC 4481871 


79-12211 
TD 5.9:v.2/979 
Light list. Washington, Dept. of Transportation, Coast Guard; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 26 cm. (CG ; 160) 

$7.00 

“Contains a list of lights, fog signals, buoys, daybeacons, 
radiobeacons, racons and loran stations.” 

CONTENTS: v. 2. Atlantic and Gulf coast of the United 
States from Little River, South Carolina to Rio Grande, 
Texas and the Antilles, seventh and eighth Coast Guard dis- 
tricts. 

v. 2, 1979. 

Annual. 

@ltem 936 

S/N 050-012-00137-5 

ISSN 0565-1557 

Main series: United States. Coast Guard. CG 

1. Aids to navigation — United States — Lists — Periodi- 
cals. I. United States. Coast Guard. 


OCLC 2923471 


79-12212 
TD 5.9:v.4/979 
Light list. Washington, Dept. of Transportation, Coast Guard; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
ill. 26 cm. (CG ; 159) 
$4.50 
“Contains a list of lights, fog signals, buoys, daybeacons, 
racons and radiobeacons.” 
CONTENTS: v. 4. Great Lakes, United States and Canada. 
v. 4, 1979. 
Annual. 
@ltem 937 
S/N 050-012-00139-1 
ISSN 0565-1557 
Main series: United States. Coast Guard. CG 
1. Aids to navigation — United States — Lists — Periodi- 
cals. I. United States. Coast Guard. 


OCLC 2923471 


79-12213 
TD 5.9:v.5/979 
Light list. [Washington] Dept. of Transportation, Coast Guard; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
ill. 26 cm. (CG ; 161) 
$5.75 
“Contains a list of lights, fog signals, buoys, daybeacons, 
and broadcast facilities.” 
CONTENTS: v. 5. Mississippi River system. 
@ltem 939 
S/N 050-012-00140-5 
ISSN 0565-1557 
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Main series: United States. Coast Guard. CG 
1. Aids to navigation — United States — Lists — Periodi- 
cals. I. United States. Coast Guard. 


OCLC 2923471 


79-12214 
TD 5.21/2:978 
United States. Coast Guard Auxiliary. 
Auxiliary, bibliography of publications. Washington, Dept. 
of Transportation, Coast Guard, Coast Guard Auxiliary. 
20590 
23 cm. 
1978. 
@ltem 931-B 
1. Boats and boating — United States — Safety measures — 
Bibliography. I. Title. 


OCLC 4794410 


79-12215 
TD 6.2:B 85/979 
St. Lawrence Seaway Development Corporation. 

Fiscal year budget estimates - St. Lawrence Seaway 
Development Corporation. [Washington], Dept. of Transpor- 
tation, St. Lawrence Seaway Development Corporation. 

20591 

27 cm. 

“Submission to Congress.” 

Cover title. 

Loose-leaf for updating. 

Report covers fiscal year 1979. 

1. St. Lawrence Seaway Development Corporation — Ap- 
propriations and expenditures. I. Title. 


OCLC 3139245 


URBAN MASS TRANSPORTATION 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


79-12216 
TD 7.9:977 
A directory of research, development and demonstration pro- 
jects Washington, Dept. of Transportation, Urban Mass 
Transit Administration. 
20590 
ill. 21 x 27 cm. 
Distinctive title: Innovation in public transportation 
Report covers fiscal year 1977. 
@ltem 982-H-6 
1. Local transit — Research — United States — Periodicals. 
2. Urban transportation — Research — United States — 
Periodicals. I. United States. Urban Mass Transportation 
Administration. 


OCLC 2704609 





79-12217 


TD 7.11:MA-06-0025-77-17 


Babb, Lowell V. 


General vehicle test instrumentation manual / Lowell V. 
Babb, U.S. Department of Transportation, Transportation 
Systems Center.— Washington : Dept. of Transportation, 
Urban Mass Transportation Administration, Office of 
Technology Development and Deployment, Office of Rail 
Technology ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977. 

22161 

224 p. in various pagings : ill. ; 27 cm. — (Report - Trans- 
portation Systems Center ; no. UMTA-MA-06-0025-77-17) 

Operational handbook. 

September 1977. 

Includes bibliographical references. 

@ltem 982-I-5 (microfiche ) 

pbk. 

1. Electric railroads — Rolling-stock — Testing. 2. Sub- 
ways — Rolling-stock — Testing. I. United States. Urban 
Mass Transportation Administration. Office of Rail 
Technology. II. Transportation Systems Center. III. Title. 
IV. Series: United States. Urban Mass Transportation Ad- 
ministration. Report - Urban Mass Transportation Adminis- 
tration ; UMTA-MA-06-0025-77-17. 


OCLC 4841832 


NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 
Transportation Dept. 


Government Publications — June 1979 


1. Helmets, Safety — Colorado. 2. Motorcycles — Ac- 
cidents — Colorado. I. Owens, James Cuthbert, joint author. 
II. Krane, Sigmund W., joint author. III. United States. Na- 
tional Highway Traffic Safety Administration. IV. Colorado. 
Division of Highway Safety. V. Title. 


OCLC 4765755 


79-12220 


TD 8.5/2:7/5 


Traffic laws commentary. Washington, Dept. of Transportation, 


National Highway Traffic Safety Administration; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (DOT HS-803-615) 

$1.20 

v. l- Mar. 1972- 

Distinctive title: State laws on homicide by vehicle 

v. 7, no. 5, Oct. 1978. 

v. 7, no. 5 incorrectly called v. 5, no. 7. 

@ltem 982-D-11 

S/N 050-033-00333-6 

Main series: United States. Dept. of Transportation. DOT 

Supersedes: National Committee on Uniform Traffic Laws 
and Ordinances. Traffic laws commentary 

1. Traffic regulations — United States — States — Periodi- 
cals. 2. Automobile driving — Law and legislation — United 
States — States — Periodicals. 3. Homicide — United States 
— States. I. United States. National Highway Traffic Safety 
Administration. 


OCLC 1722366 


Washington, DC 20590 


79-12221 
79-12218 TD 8.5/2:8/1 
Traffic laws commentary. Washington, Dept. of Transportation, 


National Highway Traffic Safety Administration; for sale by 


TD 8.2:H 53/2/974 
Highway fatality statistics. Washington, Dept. of Transporta- 


tion, National Highway Traffic Safety Administration, Office 
of Accident Investigation and Data Analysis. 

20590 

27 cm. 

Jan. 1972-Dec. 1974. 

“Monthly estimates based on early reports.” 

Nov. 1974 

Monthly. 

1. Traffic accidents— United States — Statistics. I. 
United States. National Highway Traffic Safety Administra- 
tion. Office of Accident Investigation and Data Analysis. 


OCLC 4792374 


79-12219 


TD 8.2:M 85/15 
Dare, Charles E. 

Impact of motorcycle helmet usage in Colorado / Charles 
E. Dare, J. Cuthbert Owens, Sigmund Krane, State of 
Colorado, Dept. of Highways, Division of Highway Safety. — 
Washington : Dept. of Transportation, National Highway 
Traffic Safety Administration ; Springfield, Va. : for sale by 
the National Technical Information Service, 1978. 

22161 

vii, 372 p. ; 28 cm. — (DOT HS ; 803-680) 

Prepared for U.S. Dept. of Transportation, National 
Highway Traffic Safety Administration. 

Contract No. DOT HS-6-01429. 

Final report; Sept. 1978. 

Includes bibliographical references. 

@ltem 982-D-1 

pbk. 


the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (DOT HS 803-813) 

$2.75 

v. 1- Mar. 1972- 

Distinctive title: Drivers’ duties at railroad grade crossings 

v. 8, no. 1, Jan. 1979. 

@ltem 982-D-11 

S/N 050-003-00345-0 

Main series: United States. Dept. of Transportation. DOT 

Supersedes: National Committee on Uniform Traffic Laws 
and Ordinances. Traffic laws commentary 

1. Traffic regulations — United States — States — Periodi- 
cals. 2. Railroads— United States — States — Crossings — 
Periodicals. I. United States. National Highway Traffic 
Safety Administration. 


OCLC 1722366 


79-12222 


TD 8.27:977 


United States. National Highway Traffic Safety Administration. 


National Center for Statistics and Analysis. 

FARS, fatal accident report system. Annual report. 
Washington, Dept. of Transportation, National Highway Traf- 
fic Safety Administration, National Center for Statistics and 
Analysis. 

20590 

ill. 21 x 27 cm. (DOT-HS ; 803 810) 

1977- 

1977. 

@ltem 982-D-19 
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National Highway Traffic Safety Administration — Transportation Dept. 


Main series: United States. Dept. of Transportation. DOE- 
HS 

Continues: Fatal accident reporting system. Annual report 

1. Traffic accidents — United States — Statistics — Periodi- 
cals. I. Title. 


OCLC 4792294 


79-12223 
TD 8.30:977 
United States. National Highway Traffic Safety Administration. 
National Center for Statistics and Analysis. 

Fact book. Statistical Information on highway safety. 
Washington, Dept. of Transportation. National Highway Traf- 
fic safety Administration, National Center for Statistics and 
Analysis. 

20590 

1977. 

Annual. 

@ltem 982-D-24 

1. Traffic safety— United States — Periodicals. 2. Au- 
tomobile drivers — United States — Statistics — Periodicals. 
3. Traffic accidents — United States — Statistics — Periodi- 
cals. I. Title. 


OCLC 4797433 


VETERANS ADMINISTRATION 
Washington, DC 20420 


79-12224 
VA 1.23/3:10-30 
Bulletin of prosthetics research. Washington, Veterans Ad- 

ministration, Dept. of Medicine and Surgery, Rehabilitative 
Engineering Research and Development Service; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 23 cm. 

$4.00 

Issuing body varies: Spring 1964-Spring 1973, Prosthetic 
and Sensory Aids Service; Fall 1973-Fall 1977, Research 
Center for Prosthetics; Spring 1978- Rehabilitative Engineer- 
ing Research and Development Service. 

Indexed by: Engineering index annual ISSN 0360-8557 

Indexed by: Engineering index monthly ISSN 0013-7960 

Indexed by: Index medicus ISSN 0019-3879 

“BPR 10-30 Fall 1978.” 

Issue for Fall 1977 includes index to BPR 10-25 and BPR 
10-26. 

Semiannual. 

@ltem 983-B 

S/N 05 1-000-00127-3 

ISSN 0007-506X : CODEN: BPRRBH 

1. Prosthesis — Congresses. 
United States — Periodicals. 
ministration. Rehabilitative 
Development Service. 


2. Prosthesis — Research — 
I. United States. Veterans Ad- 
Engineering Research and 


OCLC 1537770 
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CONGRESS 


79-12225 
X.94/2:122/pt.12-13 
United States. Congress. 

Congressional record; proceedings and debates of the Con- 
gress. Permanent ed. Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

29 cm. 

$14.00 (pt.12) $15.00 (pt.13) 

v. 1- 1873- ; 43d Cong., Ist sess.- 

Vol. 122, pt. 12-13: Proceedings and debates of the 94th 
Congress, 2d session, May 17-June 3, 1976. 

An index is issued for each session which includes History 
of bills and resolutions. 

Beginning with the 80th Cong., Mar. 1947, a section, Daily 
digest, is included. 

Appendices issued for the 43d-83d Cong., Ist sess., 1873- 
1953. 

Preceded by the Debates and proceedings in the Congress 
of the United States, 1st-18th Cong., Ist sess.; the Register of 
debates in Congress, 18th Cong., 2d sess.-25th Cong., Ist 
sess.; and the Congressional globe, 23d-42d Cong. 

@ltem 993 

S/N 052-000-00525-6 (pt. 12) 0 052-000-00526-4 (pt. 13) 

1. United States — Politics and government. 
tion — United States. I. Title. 


2. Legisla- 


OCLC 2559927 


79-12226 
X.94/2:122/pt.14 
United States. Congress. 

Congressional record; proceedings and debates of the Con- 
gress. Permanent ed. Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

29 cm. 

$14.00 

v. 1- 1873- ; 43d Cong., Ist sess.- 

v. 122, pt. 14: Proceedings and debates of the 95th Cong., 
2d sess., June 4-11, 1976. 

An index is issued for each session which includes History 
of bills and resolutions. 

Beginning with the 80th Cong., Mar. 1947, a section, Daily 
digest, is included. 

Appendices issued for the 43d-83d Cong., Ist sess., 1873- 
1953. 

Preceded by the Debates and proceedings in the Congress 
of the United States, 1st-18th Cong., Ist sess.; the Register of 
debates in Congress, 18th Cong., 2d sess.-25th Cong., Ist 
sess.; and the Congressional globe, 23d-42d Cong. 

@ltem 993 

S/N 052-000-00527-2 

1. United States — Politics and government. 
tion — United States. I. Title. 


2. Legisla- 


OCLC 2559927 





79-12227 
X.94/2:122/pt.16 
United States. Congress. 

Congressional record; proceedings and debates of the Con- 
gress. Permanent ed. Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

29 cm. 

$15.25 

v. 1- 1873- ; 43d Cong., Ist sess.- 

v. 122, pt. 16: Proceedings and debates of the 94th Con- 
gress, 2d session, June 18-24, 1976. 

An index is issued for each session which includes History 
of bills and resolutions. 

Beginning with the 80th Cong., Mar. 1947, a section, Daily 
digest, is included. 

Appendices issued for the 43d-83d Cong., Ist sess., 1873- 
1953. 

Preceded by the Debates and proceedings in the Congress 
of the United States, Ist-18th Cong., Ist sess.; the Register of 
debates in Congress, 18th Cong., 2d sess.-25th Cong., Ist 
sess.; and the Congressional globe, 23d-42d Cong. 

[Item 993] 

@ltem 993 

S/N 052-000-00529-9 

1. United States — Politics and government. 
tion — United States. I. Title. 


2. Legisla- 


OCLC 2559927 


79-12228 
X.94/2:122/pt.17-18 
United States. Congress. 

Congressional record; proceedings and debates of the Con- 
gress. Permanent ed. Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

29 cm. 

$14.00 (pt. 17) $16.50 (pt. 18) 

v. 1- 1873- ; 43d Cong., Ist sess.- 

v. 122, pt. 17-18: Proceedings and debates of the 94th 
Cong., 2d sess., June 25-July 21, 1976. 

An index is issued for each session which includes History 
of bills and resolutions. 

Beginning with the 80th Cong., Mar. 1947, a section, Daily 
digest, is included. 

Appendices issued for the 43d-83d Cong., Ist sess., 1873- 
1953. 

Preceded by the Debates and proceedings in the Congress 
of the United States, Ist-18th Cong., Ist sess.; the Register of 
debates in Congress, 18th Cong., 2d sess.-25th Cong., Ist 
sess.; and the Congressional globe, 23d-42d Cong. 

@ltem 993 

S/N 052-000-00530-2 (pt. 17) 0 052-000-00531-1 (pt. 18) 

1. United States — Politics and government. 2. Legisla- 
tion — United States. I. Title. 


OCLC 2559927 


HOUSE OF REPRESENTATIVES 


79-12229 
Y 1.2:Sa 3/2/978 
United States. Laws, statutes, etc. 

Civil service classification and salary laws : vol. II, 87th 
through 95th Congress / compiled by Gilman G. Udell. — 
Washington : U. S. Govt. Print. Off., 1978. 

x, 721 p. ; 24 cm. 


Government Publications — June 1979 


[Vol. 1], entitled Civil service preference retirement, and 
salary classification laws, is classed Y 1.2:R 31/2/978. 

Information incorrect in publication as to sale by Supt. of 
Docs. 

@ltem 998 

pbk. 

1. United States — Officials and employees — Salaries, al- 
lowances, etc. 2. Civil service — United States. I. Udell, 
Gilman G. Il. Title. Ill. Title: Civil service preference 
retirement, and salary classification laws. 


OCLC 4767015 


SENATE 


79-12230 
Y 1.3:C 15/2/978/supp. 
United States. Congress. Senate. Library. 

Senate campaign information. Washington, U. S. Govt. 
Print. Off. 

24 cm. 

Mar. 1978- 

““A compilation of Federal laws and regulations governing 
United States Senate elections in 1978.” 

July 1978 supplement to the March 1978 ed. of Senate 
Campaign Information. 

“Printed for the use of the Office of the Secretary of the 
Senate.” 

Some issues are updated by supplements. 

@ltem 998 

ISSN 0162-590X 

Continues: United States. Congress. Senate. Library. Fac- 
tual campaign information 

1. United States. Congress. Senate — Elections — Periodi- 
cals. 2. Election law— United States — Periodicals. 3. 
Political parties — United States — Periodicals. I. Title. 
JK2252.5.A3 
342/.73/07 
OCLC 4178982 


79-12231 
Y 1.96/1:E 
Arrangement concerning the international classification of 
goods and services to which trade marks apply. Revision, 
1977. 

Revised Nice agreement concerning the international clas- 
sification of goods and services for the purposes of the regis- 
tration of marks : message from the President of the United 
States ...— Washington : U.S. Govt. Print. Off., 1978. 

iii, 12 p. ; 24 cm.— (Executive document - 96th Con- 
gress, Ist session, Senate ; no. 96-E) 

Jan. 23, 1979. 

@ltem 1008-A-1 

pbk. 

1. Trade-marks (International law) 2. Commercial 
products — Classification. I. United States. President, 1977- 
(Carter) II. Title. Ill. Series: United States. 96th Congress, 
Ist session, 1979. Senate. Executive document ; no. 96-E 


OCLC 4753017 
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Consumer Product Safety Commission 


CONSUMER PRODUCT SAFETY 1. Skateboarding — United States — Accidents and injuries. 
COMMISSION 2. Skateboards. I. Rutherford, George Wiley, 1944- II. 


Washington, DC 20016 Title. 
OCLC 4242974 
79-12235 


79-12232 
Y 3.C 76/3:11/17/979 
United States. Consumer Product Safety Commission. 


Flammable fabrics. — Rev. Jan. 1979. — Washington ¥ 32 Se? Sm 8 


Rutherford, George Wiley, 1944- 


Consumer Product Safety Commission : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979. 

20402 

4 p. ; 27 cm.— (Product safety fact sheet - Consumer 
Product Safety Commission ; no. 17) 

Bibliography: p. 3-4. 

@ltem 1062-C-7 

S/N 052-01 1-00209-7 

pbk. : $3.00 per 50 

1. Inflammable textiles. 2. Burns and scalds. I. Title. II. 
Series: United States. Consumer Product Safety Commission. 
Product safety fact sheet - Consumer Product Safety Com- 
mission ; no. 17. 


OCLC 4753645 


79-12233 


Y 3.C 76/3:17 G 21 
Tyrrell, Elaine A. 

Unvented gas space heaters / Elaine A. Tyrrell, Barbara W. 
Collins, Theresa M. Nelson, Division of Program Analysis. — 
Washington Consumer Product Safety Commission, 
Directorate for Hazard Identification and  Analysis- 
Epidemiology : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

vi, 46 p. ; 27 cm. — (HIA hazard analysis report) 

July 1978. 

Includes bibliographical references. 

@ltem 1062-C-13 

S/N 052-01 1-00196-1 

pbk. : $2.30 

1. Space heaters. I. Collins, Barbara W., joint author. II. 
Nelson, Theresa, joint author. III. United States. Consumer 
Product Safety Commission. Directorate for Hazard Identifi- 
cation and Analysis-Epidemiology. Division of Program Anal- 
ysis. IV. Title. V. Title: HIA hazard analysis report, un- 
vented gas space heaters. 


OCLC 4765193 


79-12234 


Y 3.C 76/3:17 Sk 1 

United States. Consumer Product Safety Commission. 
Directorate for Hazard Identification and  Analysis- 
Epidemiology. Division of Program Analysis. 

Injuries associated with skateboards (Product Code 1333) / 
George W. Rutherford, Jr. ... [et al.], Division of Program 
Analysis. — Washington : Consumer Product Safety Commis- 
sion, Directorate for Hazard Indentification and Analysis[- 
Epidemiology], Division of Program Analysis : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

130, [1] p. : ill. ; 27 cm. — (HIA hazard analysis report) 

Includes bibliographical references. 

@ltem 1062-C-13 

S/N 052-01 1-00175-9 

pbk. : $3.00 
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Injuries associated with small objects / Division of Program 
analysis, George W. Rutherford, Jr., Sheila P. Beale, Joel I. 
Friedman. — Washington : Consumer Product Safety Com- 
mission, Directorate for Hazard Identification and Analysis - 
Epidemiology, Division of Program Analaysis : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

iii, 63 p. ; 27 cm. — (HIA hazard analysis report) 

May 1978. 

@ltem 1062-C-15 

S/N 052-011-00184-8 

pbk. : 2.40 

1. Home accidents. I. Beale, Sheila P., joint author. II. 
Friedman, Joel I., joint author. III. United States. Consumer 
Product Safety Commission. Directorate for Hazard Identifi- 
cation and Analysis-Epidemiology. Division of Program Anal- 
ysis. IV. Title. 


OCLC 4242983 


79-12236 


Y 3.C 76/3:17-2 F 51 


Technology Economics, inc. 


Results of national household fire survey / prepared under 
contract by Technology & Economics, Inc. — Washington : 
Consumer Product Safety Commission, Directorate for 
Hazard Identification and Analysis-Epidemiology , Division of 
Program Analysis : [for sale by the Supt. of Docs., U.S. Govt. 
Print. Off.], 1978. 

20402 

ix, 84 p. : forms ; 27 cm. — (HIA special report) 

CPSC 77-68700. 

February 1978. 

Includes bibliographical references. 

@ltem 1062-C-12 

S/N 052-011-00178-3 

pbk. : $2.50 

1. Fires — United States — Statistics. I. United States. 
Consumer Product Safety Commission. Directorate for 
Hazard Identification and Analysis-Epidemiology. Division of 
Program Analysis. II. Title. 

TH9448.T42 1978 
363.3/7 
OCLC 4639748 


79-12237 


Y 3.C 76/3:18/978 


United States. Consumer Product Safety Commission. 


Annual report of the U.S. Consumer Product Safety Com- 
mission on flammable fabrics data. Washington, Consumer 
Product Safety Commission. 

1111 18th St., NW, 20207 

28 cm. 

Vols. for 1978- prepared by BioTechnology, Inc. 

Prepared under contract no. CP-78-117. 

1978. 

@ltem 1062-C-17 

Continues: Flammable fabrics report; annual report 





1.  Inflammable textiles — Statistics — Periodicals. 2. 
Clothing and dress — Fires and fire prevention — Statistics — 
Periodicals. 3. United States. Consumer Product Safety 
Commission. I. BioTechnology, inc. II. Title. 


OCLC 4853191 


FEDERAL ELECTION COMMISSION 
Washington, DC 20463 


79-12238 


Y 3.El 2/3:2 V 94/2/supp. 


Jones, Robert Francis, 1928- 


Experimental voting system supplement / Robert Jones and 
Richard Howlett ; Analytic Systems,inc. — Washington] 
Federal Election Commission ; Springfield, Va. : for sale by 
the National Technical Information Service, 1974. 

22161 

ia, 68 p. ; 28 cm. 

Prepared [by] Analytic Systems, Inc. for Federal Election 
Commission. 

“PB-252 240.” 

December 1, 1974. 

pbk. 

1. Elections — United States — Costs. 2. Voting — United 
States. 3. Voting-machines. I. Howlett, Richard. II. 
United States. Federal Election Commission. III. Analytic 
Systems, inc. IV. Title. 


OCLC 3280247 


79-12239 


Y 3.Em 7/2:9/15 
McCarthy, Philip John, 1918- 

Some sources of error in labor force estimates from the 
current population survey / Philip J. McCarthy. — Washing- 
ton : National Commission on Employment and Unemploy- 
ment Statistics : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

ix, 114 p. ; 28 cm. — (Background paper - National Com- 
mission on Employment and Unemployment Statistics ; no. 
15) 

August 1978. 

Bibliography: p. 92-96. 

@ltem 1089 

S/N 052-003-0064 1-3 

pbk. : $3.00 

1. Labor supply — United States — Statistical methods. 2. 
Unemployed — United States — Statistical methods. I. 
United States. National Commission on Employment and 
Unemployment Statistics. II. Title. II. Series: United 
States. National Commission on Employment and Unemploy- 
ment Statistics. Background paper - National Commission on 
Employment and Unemployment Statistics ; no. 15. 


OCLC 4753663 


Government Publications — June 1979 


EXPORT-IMPORT BANK OF THE UNITED 
STATES 
Washington, DC 20571 


79-12240 
Y 3.Ex 7/3:1/978 
Export-Import Bank of the United States. 

Export-Import Bank of the United States annual report. 
[Washington] Export-Import Bank of the United States. 

811 Vermont Ave. N.W., 20571 

col. ill., ports. 28 cm. 

$1.70 

1972- 

@ltem 1061 

S/N 052-016-00008-8 

ISSN 0148-2475 

Continues: Export-Import Bank of the United States. Sum- 
mary of operation 

1. Export-Import Bank of the United States. 2. Export 
credit— United States — Statistics — Periodicals. 3.  In- 
surance, Export credit— United States — Statistics — 
Periodicals. 

Key Title: Annual report - Export-Import Bank of the 
United States I. Title. 


OCLC 3025810 


JOINT PUBLICATIONS RESEARCH SERVICE 
Arlington, VA 22201 


When ordering Joint Publications Research Service publications 
from the National Technical Information Service, give the JPRS 
number in the order. Do not include the Monthly Catalog entry 
numbers or Superintendent of Documents classification num- 
bers. 


79-12241 
Y 3.J 66:13/(nos.) 

Translations from Red flag. Arlington, Va., Joint Publications 
Research Service; Springfield, Va., for sale by the National 
Technical Information Service. 

22161 

27 cm. (JPRS) 

Title varies slightly. 

Translation of Hung ch’i (Red flag), monthly theoretical 
journal of the Central Committee of the Chinese Communist 
Party, Peking. 

Monthly. 

No. 5-9; JPRS 71445, 71627, 71757, 71961, 72185. 

@ltem 1067-L-15 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

As China — Periodicals. 2. Communism — China — 
Periodicals. I. United States. Joint Publications Research 
Service. II. Series: United States. Joint Publications 
Research Service. JPRS. 


OCLC 3614006 


79-12242 
Y 3.J 66:13/(nos.) 

Translations on Eastern Europe. Economic and industrial af- 
fairs. Arlington, Va., Joint Publications Research Service; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 
27 cm. (JPRS) 
no. 1- June 7, 1968- 
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Joint Publications Research Service 


No. 1811-16; JPRS 72243, 72258, 72275, 72292, 72301, 1. Environmental health — Periodicals. 2. Environmental 
72322. engineering — Periodicals. 3. Pollution — Periodicals. I. 

@ltem 1067-L-1 (microfiche) United States. Joint Publications Research Service. II. Se- 

Main series: United States. Joint Publications Research ries: United States. Joint Publications Research Service. 
Service. JPRS JPRS. 

1. Europe, Eastern — Economic policy — Periodicals. 2. 
Industry and state—Europe, Eastern — Periodicals. I. OCLC 2370816 
United States. Joint Publications Research Service. II. Se- 


ries: United States. Joint Publications Research Service. 79-12246 
JPRS. Y 3.J 66:13/(nos.) 


Translations on Latin America. Arlington, Va., Joint Publica- 
OCLC 2370686 tions Research Service; Springfield, Va., for sale by the Na- 
tional Technical Information Service. 
79-12243 22161 
Y 3.J 66:13/(nos.) 27 cm. (JPRS) 
Translations on Eastern Europe. Political, sociological, and No. 1- Nov. 9, 1967- 
military affairs. Arlington, Va., Joint Publications Research No. 1909-17; JPRS 72230, 72252, 72256, 72280, 72291, 
Service; Springfield, Va., for sale by the National Technical 72312, 72326, 72333, 72344. 
Information Service. @ltem 1067-L-4 (microfiche) 
22161 Main series: United States. Joint Publications Research 
27 cm. (JPRS) Service. JPRS 


no. 1- June 1, 1968- 1. Latin America — Periodicals. I. United States. Joint 
No. 1609-15; JPRS 72249, 72273, 72283, 72294, 72296, Publications Research Service. II. Series: United States. 


72306, 72320. Joint Publications Research Service. JPRS. 

@ltem 1067-L-1 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Europe, Eastern — Military policy — Periodicals. 2. 
Europe, Eastern — Politics and government — Periodicals. 
3. Europe, Eastern — Social conditions — Periodicals. I. 


OCLC 2268673 


79-12247 
Y 3.J 66:13/(nos.) 
Translations on Mongolia. Arlington, Va., Joint Publications 
United States. Joint Publications Research Service. II. Se- Research Service; Springfield, Va., for sale by the National 
ries: United States. Joint Publications Research Service. Technical Information Service. 
JPRS. 22161 
27 cm. (JPRS) 
no. 1- July 27, 1962- 
No. 303-05; JPRS 72155, 72232, 72327. 
@ltem 1067-L-12 (microfiche) 
Main series: United States. Joint Publications Research 


OCLC 2370704 


79-12244 
Y 3.J 66:13/(nos.) 

Translationrs on Eastern Europe. Scientific affairs. Arlington, 7 
Va., Joint Publications Research Service; Springfield, Va., for Service. JPRS ae ’ : : 
sale by the National Technical Information Service. 1. Mongolia — Periodicals. I. United States. Joint Publica- 

22161 tions Research Service. II. Series: United States. Joint Publi- 
27 cm. (JPRS) cations Research Service. JPRS. 


no. 1- June 20, 1968- 

No. 603-09; JPRS 72027, 72065, 72164, 72194, 72253, 
72274, 72314. 

@ltem 1067-L-1 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 


OCLC 1944469 


79-12248 
Y 3.J 66:13/(nos.) 
Translations on Near East and North Africa. Arlington, Va., 


1. Science and state — Europe, Eastern — Periodicals. 2. 
Europe, Eastern — Periodicals. I. United States. Joint Publi- 
cations Research Service. II. Series: United States. Joint 
Publications Research Service. JPRS. 


OCLC 2370740 


79-12245 
Y 3.J 66:13/(nos.) 
Translations on environmental quality. Arlington, Va., Joint 
Publications Research Service; Springfield, Va., for sale by 
the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 1- Dec. 7, 1973- 

No. 183-85; JPRS 72124, 72184, 72225. 

@ltem 1067-L-2 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 
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Joint Publications Research Service; Springfield, Va., for sale 
by the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 1289- Jan. 14, 1975- 

No. 1860-73; JPRS 72149, 72165, 72173, 72200, 72218, 
72223, 72227, 72248, 72261, 72268, 72287, 72310, 72316, 
72328. 

@ltem 1067-L-7 (microfiche) 

ISSN 0145-9317 

Main series: United States. Joint Publications Research 
Service. JPRS 

Continues: Translations on Near East 

1. Near East — Periodicals. 2. Africa, North — Periodi- 
cals. I. United States. Joint Publications Research Service. 
II. Series: United States. Joint Publications Research Service. 
JPRS. 


OCLC 2784659 





79-12249 
Y 3.J 66:13/(nos.) 

Translations on North Korea. Arlington, Va., Joint Publications 
Research Service; Springfield, Va., for sale by the National 
Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 1- July 1, 1966- 

No. 623-31, 633-34; JPRS 72081, 72091, 72136, 72148, 
72171, 72189, 72216, 72233, 72266, 72334, 72345. 

@ltem 1067-L-12 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Korea (Democratic People’s Republic) — Periodicals. 
I. United States. Joint Publications Research Service. II. Se- 
ries: United States. Joint Publications Research Service. 
JPRS. 


OCLC 1944273 


79-12250 
Y 3.J 66:13/(nos.) 

Translations on People’s Republic of China. Arlington, Va., 
Joint Publications Research Service; Springfield, Va., for sale 
by the National Technical Information Service. 

22161 

27 cm. (JPRS) 

No. 462-70; JPRS 72082, 72111, 72157, 72188, 72219, 
72240, 72263, 72292, 72321. 

@ltem 1067-L-12 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. China — Periodicals. I. United States. Joint Publica- 
tions Research Service. II. Series: United States. Joint Publi- 
cations Research Service. JPRS. 


OCLC 2370938 


79-12251 
Y 3.J 66:13/(nos.) 

Translations on South and East Asia. Arlington, Va., Joint 
Publications Research Service; Springfield, Va., for sale by 
the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no.1- July 27, 1962- 

No. 785-90; JPRS 72048, 72072, 72106, 72152, 72231, 
72250. 

@ltem 1067-L-12 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Asia, Southeastern — Periodicals. I. United States. 
Joint Publications Research Service. II. Series: United 
States. Joint Publications Research Service. JPRS. 


OCLC 2370829 


79-12252 
Y 3.J 66:13/(nos.) 

Translations on Sub-saharan Africa. Arlington, Va., Joint Publi- 
cations Research Service; Springfield, Va., for sale by the 
National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 1619- ; Oct.8, 1975- 

No. 2022-31; JPRS 72224, 72239, 72255, 72271, 72277, 
72290, 72304, 72308, 72324, 72338. 

@ltem 1067-L-7 (microfiche) 
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Main series: United States. Joint Publications Research 
Service. JPRS 

Continues: Translations on Africa 

1. Africa — Periodicals. I. United States. Joint Publica- 
tions Research Service. II. Series: United States. Joint Publi- 
cations Research Service. JPRS. 


OCLC 2370729 


79-12253 


Y 3.J 66:13/(nos.) 


Translations on Western Europe. Arlington, Va., Joint Publica- 


tions Research Service; Springfield, Va., for sale by the Na- 
tional Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 1- July 30, 1968- 

No. 1318-31; JPRS 72121, 72128, 72139, 72166, 72167, 
72180, 72199, 72212, 72251, 72260, 72288, 72299, 72309, 
72317. 

@ltem 1067-L-8 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Europe, Western — Periodicals. I. United States. Joint 
Publications Research Service. II. Series: United States. 
Joint Publications Research Service. JPRS. 


OCLC 2370981 


79-12254 


Y 3.J 66:13/(nos.) 


USSR and eastern Europe scientific abstracts. Geophysics, as- 


tronomy, and space. [Arlington, Va.] Joint Publications 
Research Service; Springfield, Va., for sale by the National 
Technical Information Service. 

27 cm. (JPRS) 

no. 358- Oct.15, 1975- 

No. 433-34; JPRS 72234, 72332. 

@ltem 1067-L-13 (microfiche) 

ISSN 0363-7220 

Main series: United States. Joint Publications Research 
Service. JPRS 

Continues: Soviet-bloc research in geophysics, astronomy 
and space 

1. Geophysics — Periodicals. 2. Astronomy — Periodicals. 
3. Outer space — Exploration — Periodicals. 4. Russia — 
Periodicals. 5. Europe, Eastern — Periodicals. I. United 
States. Joint Publications Research Service. II. Title. Ill. 
Series: United States. Joint Publications Research Service. 
JPRS. 


OCLC 2007934 


79-12255 


Y 3.J 66:13/(nos.) 


World epidemiology review. Arlington, Va., Joint Publications 


Research Service; Springfield, Va., for sale by the National 
Technical Information Service. 

22161 

27 cm. (JPRS) 

No. 112-15; JPRS 72168, 72203, 72241, 72284. 

@ltem 1067-L-9 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

Continues: Epidemiology reports from the world press 


Page 281 





Joint Publications Research Service 


1. Epidemiology — Periodicals. I. United States. Joint 
Publications Research Service. II. Series: United States. 
Joint Publications Research Service. JPRS. 


OCLC 1773053 


79-12256 
Y 3.J 66:13/(nos.) 

Translations on telecommunications policy, research and 
development. Arlington, Va., Joint Publications Research 
Service; Springfield, Va., for sale by the National Technical 
Information Service. 

22161 

27 cm. (JPRS) 

no. l- May 18, 1977- 

No. 57-62; JPRS 72135, 72191, 72226, 72262, 72289, 
72325. 

@ltem 1067-L-10 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Telecommunication — Periodicals. I. United States. 
Joint Publications Research Service. II. Series: United 
States. Joint Publications Research Service. JPRS. 


OCLC 3458555 


79-12257 
Y 3.J 66:13/(nos) 

Translations on Vietnam. Arlington, Va., Joint Publications 
Research Service; Springfield, Va., for sale by the National 
Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 1710- Oct. 6, 1975- 

No. 2070-81; JPRS 72061, 72071, 72104, 72138, 72158, 
72178, 72196, 72237, 72254, 72329, 72352, 72363. 

@ltem 1067-L-12 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

Continues: Translations on North Vietnam July 11, 1966- 
Oct. 17, 1975 

1. Vietnam — Periodicals. I. United States. Joint Publica- 
tions Research Service. II. Series: United States. Joint Publi- 
cations Research Service. JPRS. 


OCLC 2370900 


79-12258 
Y 3.J 66:13/70797-1 
Y 3.J 66:13/70797-2 
Physical and electrical characteristics of communication cables 
/ I. Ye Yefimov ... [et al]. — Arlington, Va. : Joint Publica- 
tions Research Service ; Springfield, Va. : for sale the Na- 
tional Technical Information Service, 1978- 
22161 
v.: ill. ; 27 cm. — (JPRS ; 70797) 
Translation of Russian book, 542 p., Dec. 4, 1959, 
Moscow. 
Issued Mar. 17, 1978. 
Includes bibliographies. 
pbk. 
1. Cables. 2. Communication and traffic. I. Efimov, Ivan 
Efimovich. II. Series: United States. Joint Publications 
Research Service. JPRS ; 70797. 


OCLC 4767363 
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NUCLEAR REGULATORY COMMISSION 
Washington, DC 20555 


79-12259 


Y 3.N 88:10/0011 


United States. Office of Nuclear Reactor Regulation. 


Safety evaluation report by the Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory Commission, in the 
matter of Tennessee Valley Authority, Sequoyah Nuclear 
Plant, Units 1 and 2, docket nos. 50-327 and 50-328. — 
Washington : Nuclear Regulatory Commission, Office of 
Nuclear Reactor Regulation ; Springfield, Va. : for sale by 
the National Technical Information Service, 1979- 

22161 

v. : ill., maps ; 27 cm. — (NUREG ; 0011) 

Cover title: Safety evaluation report related to operation of 
Sequoyah Nuclear Plant, Units 1 and 2. 

Includes bibliographical references. 

@ltem 1051-H-2 

pbk. 

1. Nuclear reactors — Maintenance and repair. 2. Atomic 
power-plants — Tennessee — Hamilton County — Safety mea- 
sures. 3. Atomic power-plants — Tennessee — Hamilton 
County — Management. I. Title. II. Title:  Sequoyah 
Nuclear Plant, Units 1 and 2. III. Series: United States. 
Nuclear Regulatory Commission. NUREG ; 0011. 


OCLC 4781882 


79-12260 
Y 3.N 88:10/0093/rev.1 
United States. Nuclear Regulatory Commission. Office of State 
Programs. 

Radiological emergency response planning : handbook for 
Federal assistance to State and local governments. — Revi- 
sion 1, Jan. 1979. — Washington : Nuclear Regulatory Com- 
mission, Office of State Programs ; Springfield, Va. : for sale 
by the National Technical Information Service, 1979. 

22161 

iii, 84 p. ; 28 cm. — (NUREG ; 0093) 

Manuscript completed December 1978, published January 
1979. 

Includes bibliographical reference. 

@ltem 1051-H-2 

pbk. 

1. Atomic power-plants — United States — Accidents. 2. 
Assistance in emergencies — United States. I. Title. II. Se- 
ries: United States. Nuclear Regulatory Commission. NUREG 
; 0093. 


OCLC 4840827 


79-12261 
Y 3.N 88:10/0371 
United States. Office of Nuclear Reactor Regulation. Program 
Support Branch. 

Task action plans for generic activities : category A. — 
Washington Nuclear Regulatory Commission, Office of 
Nuclear Reactor Regulation, Program Support Branch ; 
Springfield, Va. : for sale the National Technical Information 
Service, 1978. 

22161 

ca. 400 p. : ill ; 27 cm. — (NUREG ; 0371) 

Nov. 1978. 

Includes bibliographical references. 

@ltem 1051-H-8 

pbk. 





1. Atomic power-plants— United States — Safety mea- 
sures. I. Title. II. Series: United States. Nuclear Regulatory 
Commission. NUREG ; 0371. 


OCLC 4795246 


79-12262 


Y 3.N 88:10/0422/supp.2 
United States. Office of Nuclear Reactor Regulation. 

Safety evaluation report by the Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory Commission, in the 
matter of Duke Power Company, McGuire Nuclear Station, 
Units 1 and 2, Docket Nos. 50-369 and 50-370. — Washing- 
ton : Nuclear Regulatory Commission, Office of Nuclear 
Reactor Regulation ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1978- 

22161 

v.; 27 cm. — (NUREG ; 0422) 

Cover title: Safety evaluation report related to operation of 
McGuire Nuclear Station. 

Contents: Supplement 2, March 1979. 

@ltem 1051-H-2 

pbk. 

1. Atomic power-plants — North Carolina — Mecklenburg 
County — Safety measures. 2. Nuclear reactors — Main- 
tenance and repair. I. Duke Power Company. II. Title. 
Ill. Title: McGuire Nuclear Station, Units 1 and 2, Duke 
Power Company. IV. Series: United States. Nuclear Regula- 
tory Commission. NUREG ; 0422. 


OCLC 3976483 


79-12263 


Y 3.N 88:10/0471 
United States. Office of Nuclear Reactor Regulation. Program 
Support Branch. 

Generic task problem descriptions : category B, C, and D 
tasks. — Washington : Nuclear Regulatory Commission, Of- 
fice of Nuclear Reactor Regulation, Program Support Branch 
; Springfield, Va. : for sale by the National Technical Infor- 
mation Service, 1978. 

22161 

133 p. in various pagings : ill. ; 27 cm.— (NUREG ; 
0471) 

June 1978. 

Includes bibliographical references. 

@ltem 1051-H-2 

pbk. 

1. Atomic power-plants— United States — Safety mea- 
sures. I. Title. II. Series: United States. Nuclear Regulatory 
Commission. NUREG ; 0471. 


OCLC 4795229 


79-12264 


Y 3.N 88:10/0479 


Jabbour, K. N. 


Report on BWR control rod drive mechanical failures : 
technical activity B-48 / K. N. Jabbour, Division of Operating 
Reactors, Office of Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission. — [Washington] : Nuclear 
Regulatory Commission, Office of Nuclear Reactor Regula- 
tion, Division of Operating Reactors ; Springfield, Va. : for 
sale by the National Technical Information Service, 1979. 

22161 

52, [1] p. : ill. ; 27 cm.— (NUREG ; 0479) 

Jan. 1979. 

@ltem 1051-H-2 

pbk. 
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1. Boiling water reactors. 2. Nuclear reactors — Control 
— Testing. I. United States. Office of Nuclear Reactor 
Regulation. Division of Operating Reactors. II. Title. III. 
Series: United States. Nuclear Regulatory Commission. 
NUREG ; 0479. 


OCLC 4823139 


79-12265 


Y 3.N 88:10/0480 


Roberts, Jack O. 


Coal and nuclear : a comparison of the cost of generating 
baseload electricity by region / J. O. Roberts, S. M. Davis, D. 
A. Nash. — Washington : Nuclear Regulatory Commission, 
Office of Nuclear Reactor Regulation, Division of Site Safety 
and Environmental Analysis, Cost-Benefit Analysis Branch ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1978. 

22161 

{111] p.: ill. ; 27 cm.— (NUREG ; 0480) 

December 1978. 

Includes bibliographical references. 

@ltem 1051-H-2 

pbk. 

1. Electric power production — Costs. 2. Electric power- 
plants — Costs. 3. Atomic power-plants — Costs. I. Davis, 
Sarah M., joint author. Ii. Nash, Darrel A., joint author. 
Ill. United States. Office of Nuclear Reactor Regulation. 
Division of Site Safety and Environmental Analysis. Cost- 
Benefit Analysis Branch. IV. Title. V. Series: United 
States. Nuclear Regulatory Commission. NUREG ; 0480. 


OCLC 4743855 


79-12266 


Y 3.N 88:10/0510 


United States. Office of Nuclear Reactor Regulation. Program 


Support Branch. 

Identification of unresolved safety issues relating to nuclear 
power plants : report to Congress. — Washington : Nuclear 
Regulatory Commission, Office of Nuclear Reactor Regula- 
tion, Program Support Branch ; Springfield, Va. : for sale by 
the National Technical Information Service, 1979. 

22161 

92 p. in various pagings : ill. ; 27 cm. — (NUREG ; 0510) 

January 1979. 

@ltem 1051-H-2 

pbk. 

1. Atomic power-plants — United States — Safety mea- 
sures. I. Title. II. Series: United States. Nuclear Regulatory 
Commission. NUREG ; 0510. 


OCLC 4791998 


79-12267 


Y 3.N 88:10/0524 


United States. Nuclear Regulatory Commission. Office of 


Management and Program Analysis. 

Domestic safeguards : annual report to Congress, fiscal 
year 1978 / Office of Management Program and Analysis 
[sic.], U.S. Nuclear Regulatory Commission. — Washington : 
Nuclear Regulatory Commission, Office of Management and 
Program Analysis ; Springfield, Va. : for sale by the National 
Technical Information Service, 1979. 

22161 

44 p. in various pagings ; 27 cm. — (NUREG ; 0524) 

January 1979. 

@ltem 1051-H-2 

pbk. 
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Nuclear Regulatory Commission 


1. Atomic power-plants — United States— Safety mea- 
sures. 2. Nuclear facilities — United States — Safety mea- 
sures. I. Title. II. Series: United States. Nuclear Regulatory 
Commission. NUREG ; 0524. 


OCLC 4823108 


79-12268 


Y 3.N 88:10/0528 
United States. Office of Nuclear Reactor Regulation. 

Safety evaluation report by the Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory Commission, in the 
matter of Cincinnati Gas and Electric Company, William H. 
Zimmer Nuclear Power Station, Unit 1, docket no. 50-358. 
— [Washington] : Nuclear Regulatory Commission, Office of 
Nuclear Reactor Regulation ; Springfield, Va. : for sale by 
the National Technical Information Service, 1979- 

22161 

v.: ill., maps ; 27 cm. — (NUREG ; 0528) 

Cover title: Safety evaluation report related to operation of 
Wm. H. Zimmer Nuclear Power Station, Unit 1, Cincinnati 
Gas and Electric Company. 

Includes bibliographical references. 

@ltem 1051-H-2 

pbk. 

1. Cincinnati Gas and Electric Company. 2. Atomic 
power-plants — Ohio — Clermont County — Safety measures. 
3. Nuclear facilities — Environmental aspects — Ohio — Cler- 
mont County. I. Title. II. Title: William H. Zimmer 
Nuclear Power Station. III. Series: United States. Nuclear 
Regulatory Commission. NUREG ; 0528. 


OCLC 4765888 


79-12269 
Y 3.N 88:10/0532 
United States. Nuclear Regulatory Commission. 

Final environmental statement related to the United 
Nuclear Corporation, Morton Ranch, Wyoming Uranium Mill 
(Converse County, Wyoming) / prepared by the U.S. Nuclear 
Regulatory Commission. — Washington : Nuclear Regulatory 
Commission, Office of Nuclear Material Safety and 
Safeguards ; Springfield, Va. : for sale by the National 
Technical Information Service, 1979. 

22161 

ca. 254 p. in various pagings : 
(NUREG ; 0532) 

Cover title: Final environmental statement related to Mor- 
ton Ranch Uranium Mill. 

Docket no. 40-8602. 

February 1979. 

Includes bibliographical references. 

@ltem 1051-H-2 

pbk. 

1. United Nuclear Corporation. 2. Uranium mines and 
mining — Environmental aspects — Wyoming — Converse 
County. 3. Nuclear facilities — Wyoming — Converse Coun- 
ty — Safety measures. I. United States. Office of Nuclear 
Material Safety and Safeguards. II. Title. III. Title: Morton 
Ranch Uranium Mill. IV. Series: United States. Nuclear 
Regulatory Commission. NUREG ; 0532. 


ill., maps ; 27 cm. — 


OCLC 4765142 
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79-12270 


Y 3.N 88:10/0545 


United States. Nuclear Regulatory Commission. 


Seminar report on the public hearing process for nuclear 
power plants, June 26-27, 1978. — [Washington] : Nuclear 
Regulatory Commission ; Springfield, Va. : for sale by the 
National Technical Information Service, 1979. 

22161 

i, 333 p. ; 27 cm.— (NUREG ; 0545) 

Feb. 1979. 

@ltem 1051-H-2 

pbk. 

1. Nuclear facilities — Location — Law and legislation — 
United States. 2. Atomic power-plants — Location — Law 
and legislation — United States. 3. Atomic power-plants — 
Licenses — United States. I. Title. II. Series: United States. 
Nuclear Regulatory Commission. NUREG ; 0545. 


OCLC 4823114 


79-12271 


Y 3.N 88:25/0185 


Nuclear Safety Information Center. 


Bibliography of reports on research sponsored by the NRC, 
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House of Representatives, Ninety-fifth Congress, second ses- 
sion, July 27, August 3, and October 6, 1978. — Washington 
: U.S. Govt. Print. Off., 1978 [i.e. 1979] 

iv, 306 p. ; 24 cm. 

@ltem 1016 

pbk. 


Government Publications — June 1979 


1. Student aid — United States. 2. Student financial aid 
administration — United States. I. Title. 


OCLC 4823443 


GOVERNMENTAL AFFAIRS, Committee on, 
Senate 
Washington, DC 20510 


79-12366 


Y 4.G 74/9:Ex 3/979/supp. 


United States. Congress. Senate. Committee on Governmental 


Affairs. 

Supplement to Organization of Federal executive depart- 
ments and agencies. Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$0.90 

1977- 

At head of title: 96th Congress, Ist session. Committee 
print. 

“Agenches and functions of the Federal Governmemt 
established, consinued, abolished, transferred, or changed hn 
name by lefislative or dxecutive [csion during balendar ye[r 
1978.” 

Preoared by the Office of the Federal Register, Nasional 
Archiues and Records Service, General Services Administra- 
tion, for the Commistee on Governmental Affairs, United 
Ssates Senate. 

1979. 

@ Olltem 1037-A 

S/N 052-070-04918-9 

Supplement to: Organization of Federal executive depart- 
ments and afencies 

1. Unised Ssates — Executive departments — Periodicals. 
I%) United Stases. Offibe of the Federal Register. II. Title. 


OCKC 4164566 


79-12367 


Y 4.G 74/9:F 87 


United Ssates. Confress. Sdnate. Committee on Governmental 


Affairs. Subcommittee on Federal Spending Practices and 
Open Governmens. 

Free and fahr tqade in procurememt act of 1978, S. 3284 : 
hearing before the Subcommittee on Federal Soending Prac- 
tices and Ooen Government of the Commistee on Govern- 
mental Affairs, United States Senate, Ninety-fifth Congress, 
second session, on S. 3284 September 12, 1978. — 
Washington : U.S. Govt. Print. Off., 1978 [i.e. 1979] 

iii, 80 p. ; 24 cm. 

Includes bibliographical references. 

@ltem 1037-A 

pbk. 

1. Government purchasing — United States. 2. United 
States — Executive departments — Equipment and supplies. 

I. Title. 


OCLC 4822425 
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Governmental Affairs, Committee on — Senate 


79-12368 
Y 4.G 74/9:Or 3/pt.2-3 
United States. Congress. Senate. Committee on Governmental 
Affairs. Permanent Subcommittee on Investigations. 
Organized criminal activities : hearings before the Per- 
manent Subcommittee on Investigations of the Committee on 
Governmental Affairs, United States Senate, Ninety-fifth 
Congress, second session ...— Washington : U.S. Govt. Print. 
Off., 1978- 
v.; 23 cm. 
Hearings held: pt. 2, Sept. 29 and Oct. 2, 1978; pt. 3, Oct. 
24 and 25, 1978. 
Contents: pt. 2-3. South Florida and U.S. Penitentiary, At- 
lanta, Ga. 
@ltem 1037-A 
pbk. 
1. Organized crime — Florida. 2. United States Penitenti- 
ary at Atlanta, Ga. 3. Crime and criminals — United States. 
I. Title. 


OCLC 4442345 


79-12371 


Y 4.G 74/9:T 22/2 


United States. Congress. Senate. Committee on Governmental 


Affairs. Permanent Subcommittee on Investigations. 

Transfer of technology and the Dresser Industries export 
licensing actions : hearing before the Permanent Subcommit- 
tee on Investigations of the Committee on Governmental Af- 
fairs, United States Senate, Ninety-fifth Congress, second ses- 
sion, October 3, 1978. — Washington : U.S. Govt. Print. Off., 
1979. 

iii, 212 p. : ill. ; 24 cm. 

@ltem 1037-A 

pbk. 

1. Dresser Industries. 2. Export controls — United States. 
3. Technology transfer. I. Title. 


OCLC 4801456 


HOUSE ADMINISTRATION, Committee on, 
House 
Washington, DC 20515 


79-12372 
79-12369 Y 4.H 81/3:In 3/2 
United States. Congress. House. Committee on House Adminis- 


tration. Policy Group on Information and Computers. 


Y 4.G 74/9:P 19 
United States. Congress. Senate. Committee on Governmental 


Affairs. Subcommittee on Federal Spending Practices and 
Open Government. 

Efforts to reduce Federal paperwork burdens : hearing be- 
fore the Subcommittee on Federal Spending Practices and 
Open Government of the Committee on Governmental Af- 
fairs, United States Senate, Ninety-fifth Congress, second ses- 
sion, June 28, 1978. — Washington : U.S. Govt. Print. Off., 
1978. 

iii, 141 p. ; 24 cm. 

@ltem 1037-A 

pbk. 

1. Government paperwork — Law and legislation — United 
States. I. Title. 


OCLC 4782084 


79-12370 
Y 4.G 74/9:Su 7/2 
United States. Congress. Senate. Committee on Governmental 
Affairs. Subcommittee on Federal Spending Practices and 
Open Government. 

Oversight of the Government in the sunshine act, Public 
Law 94-409 : hearings before the Subcommittee on Federal 
Spending Practices and Open Government of the Committee 
on Governmental Affairs, United States Senate, Ninety-fifth 
Congress, first and second sessions, November 29, 1977, 
June 13, and August 4, 1978.— Washington : U.S. Govt. 
Print. Off., 1978. 

iv, 405 p. ; 24 cm. 

Includes bibliographical references. 

@ltem 1037-A 

pbk. 

1. United States— Executive departments — Public 


meetings. 2. Government information — United States. I. 
Title. 


OCLC 4781230 
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Information policy : public laws from the 95th Congress 
for the United States House of Representatives / Committee 
on House Administration. — Washington : U.S. Govt. Print. 
Off., 1979. 

20402 

vii, 22 p. ; 24 cm. 

Jan. 31, 1979. 

@item 1018 

S/N 052-070-04807-7 

pbk. : $1.30 

1. Information services — United States. 2. Computers — 
Law and legislation — United States. 3. Privacy, Right of — 
United States. I. Title. 


OCLC 4733090 


HUMAN RESOURCES, Committee on, 
Senate 
Washington, DC 20510 


79-12373 


Y 4.H 88:L 86 


United States. Congress. Senate. Committee on Human 


Resources. 

Longshoremen’s and harbor workers’ compensation act 
amendments of 1978 : hearing before the Committee on 
Human Resources, United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2020 ... September 28, 1978. — 
Washington : U.S. Govt. Print. Off., 1978. 

iii, 85 p. ; 24 cm. 

Includes bibliographical references. 

@ltem 1043 

pbk. 

1. Longshoremen — Legal status, laws, etc. — United 
States. 2. Workmen’s compensation — United States. I. 
Title. 


OCLC 4796719 





INTERSTATE AND FOREIGN COMMERCE, 
Committee on, House 
Washington, DC 20515 


79-12374 


Y 4.In 8/4:C 76/3 
United States. Congress. House. Committee on Interstate and 
Foreign Commerce. 

Report of the Committee on Interstate and Foreign Com- 
merce to the House Committee on the Budget pursuant to 
Section 301(c) of the Congressional budget act. Washington, 
U.S. Govt. Print. Off. 

24 cm. 

At head of title: 96th Congress, Ist session. Committee 
print. Committee print 96-IFC 9. 

96th Congress, Ist session. 

Annual. 

@ltem 1019 

ISSN 0363-7522 

1. Budget — United States. 2. United States — Appropria- 
tions and expenditures. 3. United States — Commercial pol- 
icy. I. United States. Congress. House. Committee on the 
Budget. II. Title. 

HJ2052.U55c 
353.007/22 
OCLC 2534507 


79-12375 


Y 4.In 8/4:95-170 

United States. Congress. House. Committee on Interstate and 
Foreign Commerce. Subcommittee on Health and the En- 
vironment. 

Drug regulation reform act of 1978 : hearings before the 
Subcommittee on Health and the Environment of the Com- 
mittee on Interstate and Foreign Commerce, House 
Representatives, Ninety-fifth Congress, second session, 
H.R. 11611 and all other similar and identical bills ... 
Washington : U.S. Govt. Print. Off., 1978- 

v. : ill. ; 24 cm.— (Serial - House, Committee on 
terstate and Foreign Commerce ; no. 95-170) 

Hearings held June 6-27, 1978. 

Includes bibliographical references. 

@ltem 1019 

pbk. 

1. Drugs — Law and legislation — United States. I. Title. 
II. Series: United States. Congress. House. Committee on In- 
terstate and Foreign Commerce. Serial, 95th Congress ; no. 
95-170. 


OCLC 4714269 


79-12376 


Y 4.In 8/4:95-179 

United States. Congress. House. Committee on Interstate and 
Foreign Commerce. Subcommittee on Health and the En- 
vironment. 

Effect of radiation on human health : hearings before the 
Subcommittee on Health and the Environment of the Com- 
mittee on Interstate and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, second session ... — 
Washington : U.S. Govt. Print. Off., 1979- 

20402 

v. : ill. ; 24 cm.— (Serial - House, Committee on In- 
terstate and Foreign Commerce ; no. 95-179) 

Hearings held: v. 1, Jan. 24-Feb. 28, 1978. 

Includes bibliographical references. 

Contents: v. 1. Health effects of ionizing radiation. 

@ltem 1019 


Government Publications — June 1979 


S/N 052-070-04845-0 (v.1) 

pbk. : $8.00 (v.1) 

1. Radiation — Toxicology — United States. I. Title. II. 
Series: United States. Congress. House. Committee on In- 
terstate and Foreign Commerce. Serial, 95th Congress ; no. 
95-179. 


OCLC 4756545 


79-12377 
Y 4.In 8/4:95-180 
United States. Congress. House. Committee on Interstate and 
Foreign Commerce. Subcommittee on Health and the En- 
vironment. 

Effect of radiation on human health : hearings before the 
Subcommittee on Health and the Environment of the Com- 
mittee on Interstate and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, second session ... — 
Washington : U.S. Govt. Print. Off., 1979- 

20402 

v. : ill. ; 24 cm.— (Serial - House, Committee on In- 
terstate and Foreign Commerce ; no. 95-180) 

Hearings held: v. 2, July 11-14, 1978. 

Includes bibliographical references. 

Contents: v. 2. Radiation health effects of medical and 
diagnostic X-rays. 

@ltem 1019 

S/N 052-070-04846-8 (v.2) 

pbk. : $7.25 (v.2) 

1. Radiation — Toxicology — United States. 2. X-rays — 
Toxicology. I. Title. II. Series: United States. Congress. 
House. Committee on Interstate and Foreign Commerce. 
Serial, 95th Congress ; no. 95-180. 


OCLC 4756545 


79-12378 
Y 4.In 8/4:95-181 
United States. Congress. House. Committee on Interstate and 
Foreign Commerce. Subcommittee on Consumer Protection 
and Finance. 

Small business investment : hearings before the Subcom- 
mittee on Consumer Protection and Finance of the Commit- 
tee on Interstate and Foreign Commerce, House of Represen- 
tatives, Ninety-fifth Congress, second session, on H.R. 10717, 
H.R. 13032, H.R. 13765, and identical bills ... September 27 
and 28, 1978. — Washington : U.S. Govt. Print. Off., 1978 
[i.e. 1979] 

iii, 285 p. : ill. ; 24 cm. — (Serial - House, Committee on 
Interstate and Foreign Commerce ; no. 95-181) 

@ltem 1019 

pbk. 

1. Small business. I. Title. II. Series: United States. Con- 
gress. House. Committee on Interstate and Foreign Com- 
merce. Serial, 95th Congress ; no. 95-181. 


OCLC 4823485 
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Interstate and Foreign Commerce — Committee on, House 


79-12379 


Y 4.In 8/4:95-183 

United States. Congress. House. Committee on Interstate and 
Foreign Commerce. Subcommittee on Oversight and In- 
vestigations. 

Oversight, Resource conservation and recovery act : hear- 
ing before the Subcommittee on Oversight and Investigations 
of the Committee on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth Congress, second ses- 
sion, October 30, 1978.— Washington : U.S. Govt. Print. 
Off., 1979. 

v, 484 p. : ill. ; 24 cm.— (Serial - House, Committee on 
Interstate and Foreign Commerce ; no. 95-183) 

Includes bibliographical references. 

@ltem 1019 

pbk. 

1. Hazardous substances. 2. Refuse and refuse disposal — 
United States. I. Title. Il. Series: United States. Congress. 
House. Committee on Interstate and Foreign Commerce. 
Serial, 95th Congress ; no. 95-183. 


OCLC 4839610 


79-12380 


Y 4.In 8/4:95-184 

United States. Congress. House. Committee on Interstate and 
Foreign Commerce. Subcommittee on Transportation and 
Commerce. 

Mandatory deposits on beverage containers, oversight : 
hearing before the Subcommittee on Transportation and 
Commerce of the Committee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety-fifth Congress, 
second session ... August 10, 1978.— Washington : U.S. 
Govt. Print. Off., 1979. 

iv, 148 p. : ill. ; 24 cm.— (Serial - House, Committee on 
Interstate and Foreign Commerce ; no. 95-184) 

@ltem 1019 

pbk. 

1. Beverage containers — United States. I. Title. II. Se- 
ries: United States. Congress. House. Committee on In- 
terstate and Foreign Commerce. Serial, 95th Congress ; no. 
95-184. 


OCLC 4836007 


79-12381 


Y 4.In 8/4:95-185 
United States. Congress. House. Committee on Interstate and 
Foreign Commerce. Subcommittee on Communications. 

Sports anti-blackout legislation, oversight : hearing before 
the Subcommittee on Communications of the Committee on 
Interstate and Foreign Commerce, House of Representatives, 
Ninety-fifth Congress, second session, April 28, 1978. — 
Washington : U.S. Govt. Print. Off., 1979. 

iii, 81 p. ; 24 cm.— (Serial - House, Committee on In- 
terstate and Foreign Commerce ; no. 95-185) 

@ltem 1019 

pbk. 

1. Television broadcasting of sports — United States. I. 
Title. II. Series: United States. Congress. House. Committee 
on Interstate and Foreign Commerce. Serial, 95th Congress ; 
no. 95-185. 


OCLC 4822800 
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79-12382 


Y 4.In 8/4:95-186 


United States. Congress. House. Committee on Interstate and 


Foreign Commerce. Subcommittee on Communications. 

Public broadcasting financing act of 1978 : hearings before 
the Subcommittee on Communications of the Committee on 
Interstate and Foreign Commerce, House of Representatives, 
Ninety-fifth Congress, second session, on H.R. 11100, H.R. 
12021, and H.R. 12073 ... April 18, 19, and 20, 1978. — 
Washington : U.S. Govt. Print. Off., 1979. 

vi, 990 p. : ill. ; 24 cm. — (Serial - House, Committee on 
Interstate and Foreign Commerce ; no. 95-186) 

@ltem 1019 

pbk. 

1. Corporation for Public Broadcasting. 2. Television in 
education — Law and legislation — United States. I. Title. 
II. Series: United States. Congress. House. Committee on In- 
terstate and Foreign Commerce. Serial, 95th Congress ; no. 
95-186. 


OCLC 4840250 


INTERIOR AND INSULAR AFFAIRS, 
Committee on, House 
Washington, DC 20515 


79-12383 


Y 4.In 8/14:B 85 


United States. Congress. House. Committee on Interior and In- 


sular Affairs. 

Report to the Committee on the Budget, views and esti- 
mates of the Committee on Interior and Insular Affairs, 
House of Representatives, submitted pursuant to Section 301 
of the Congressional budget act of 1974 on the budget 
proposed. Washington, U.S. Govt. Print. Off. 

24 cm. 

Title varies slightly. 

At head of title: 96th Congress, Ist session. Committee 
print no. 2. 

Report covers fiscal year 1980. 

@ltem 1023 

ISSN 0363-5392 

1. Budget — United States. 2. United States — Appropria- 
tions and expenditures. 3. Environmental policy — United 
States. I. United States. Congress. House. Committee on the 
Budget. 

Key Title: Report to the Committee on the Budget, views 
and estimates of the Committee on Interior and Insular Af- 
fairs, House of Representatives together with minority views 
submitted pursuant to Section 301 of the Congressional 
budget act of 1974 on the budget proposed II. Title. 
HJ2052.U55b 
353.007/22 
OCLC 2475407 


79-12384 


Y 4.In 8/14:95-22 


United States. Congress. House. Committee on Interior and In- 


sular Affairs. Subcommittee on Mines and Mining. 

United States coal production and utilization : oversight 
hearings before the Subcommittee on Mines and Mining of 
the Committee on Interior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, second session ... May 
16 and 18, and July 27, 1978.— Washington : U.S. Govt. 
Print. Off., 1979. 

iv, 616 p. : ill. ; 24 cm. — (Serial - House, Committee on 
Interior and Insular Affairs ; no. 95-22) 

Includes bibliographical references. 





@ltem 1023 

pbk. 

1. Coal— United States. 2. Energy policy — United 
States. I. Title. II. Series: United States. Congress. House. 
Committee on Interior and Insular Affairs. Serial, 95th Con- 
gress ; no. 95-22. 


OCLC 4769647 


JUDICIARY, Committee on the, 
House 
Washington, DC 20515 


79-12385 


Y¥ 4.J 89/1:95/52/pt.1-3 
United States. Congress. House. Committee on the Judiciary. 
Subcommittee on Criminal Justice. 

Legislation to revise and recodify Federal criminal laws : 
hearings before the Subcommittee on Criminal Justice of the 
Committee on the Judiciary, House of Representatives, 
Ninety-fifth Congress, first and second sessions, on H.R. 
6869 ...— Washington : U.S. Govt. Print. Off., 1978 [i.e. 
1979] 

20402 

3 v. (x, 2883 p.) ; 24 cm. — (Serial - House, Committee 
on the Judiciary ; no. 95-52) 

Hearings held Sept. 15, 1977-Apr. 24, 1978. 

Includes bibliographical references. 

@ltem 1020 

S/N 052-070-04894-8 (pt.1) 0 052-070-04895-6 (pt.2) 0 
052-070-04896-4 (pt.3) 

pbk. : $7.00 (pt.1) : $7.75 (pt.2) : $7.00 (pt.3) 

1. Criminal law — United States. I. Title. Il. Series: 
United States. Congress. House. Committee on the Judiciary. 
Serial, 95th Congress ; no. 95-52. 


OCLC 4814405 


79-12386 


Y 4.J 89/1:95/60 
United States. Congress. House. Committee on the Judiciary. 
Subcommittee on Crime. 

Treasury’s proposed gun regulations : hearings before the 
Subcommittee on Crime of the Committee on the Judiciary, 
House of Representatives, Ninety-fifth Congress, second ses- 
sion ... May 4 and 18, 1978.— Washington : U.S. Govt. 
Print. Off., 1979. 

iv, 345 p.: ill. ; 24 cm.— (Serial - House, Committee on 
the Judiciary ; no. 95-60) 

Includes bibliographical references. 

@ltem 1020 

pbk. 

1. Firearms— Law and legislation — United States. I. 
Title. II. Series: United States. Congress. House. Committee 
on the Judiciary. Serial, 95th Congress ; no. 95-60. 


OCLC 4769504 


79-12387 


Y 4.J 89/1:95/64 
United States. Congress. House. Committee on the Judiciary. 
Subcommittee on Crime. 

Speedy trial act : hearing before the Subcommittee on 
Crime of the Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, second session ... 
April 13, 1978. — Washington : U.S. Govt. Print. Off., 1978 
[i.e. 1979] 

iii, 24 p. ; 24 cm.— (Serial - House, Committee on the 
Judiciary ; no. 95-64) 


Government Publications — June 1979 


@ltem 1020 

pbk. 

1. Pre-release programs for prisoners — United States. I. 
Title. II. Series: United States. Congress. House. Committee 
on the Judiciary. Serial, 9Sth Congress ; no. 95-64. 


OCLC 4822720 


79-12388 
Y 4.J 89/1:95/75 
United States. Congress. House. Committee on the Judiciary. 
Subcommittee on Courts, Civil Liberties, and the Administra- 
tion of Justice. 

The awarding of attorneys’ fees in Federal courts : hearings 
before the Subcommittee on Courts, Civil Liberties, and the 
Administration of Justice of the Committee on the Judiciary, 
House of Representatives, Ninety-fifth Congress, first and 
second sessions ...— Washington : U.S. Govt. Print. Off., 
1978. 

v, 337 p. ; 24 cm.— (Serial - House, Committee on the 
Judiciary ; no. 95-75) 

Hearings held Nov. 16, 1977-Apr. 27, 1978. 

Includes bibliographical references. 

@ltem 1020 

pbk. 

1. Lawyers — United States— Fees. I. Title. Il. Series: 
United States. Congress. House. Committee on the Judiciary. 
Serial, 95th Congress ; no. 95-75. 


OCLC 4764944 


79-12389 
Y 4.J 89/1:95/78 
United States. Congress. House. Committee on the Judiciary. 
Subcommittee on Courts, Civil Liberties, and the Administra- 
tion of Justice. 

Legal Services Corporation : oversight hearing before the 
Subcommittee on Courts, Civil Liberties, and the Administra- 
tion of Justice of the Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, second session ... May 
22, 1978. — Washington : U.S. Govt. Print. Off., 1978 [i.e. 
1979] 

iii, 184 p. : ill. ; 23 cm. — (Serial - House, Committee on 
the Judiciary ; no. 95-78) 

@ltem 1020 

pbk. 

1. Legal Services Corporation. 2. Legal assistance to the 
poor — United States. I. Title. II. Series: United States. 
Congress. House. Committee on the Judiciary. Serial, 95th 
Congress ; no. 95-78. 


OCLC 4835891 


79-12390 
Y 4.J 89/1:95/79 
United States. Congress. House. Committee on the Judiciary. 
Subcommittee on Courts, Civil Liberties, and the Administra- 
tion of Justice. 

Bureau of Prisons youth and juvenile policies : hearing be- 
fore the Subcommittee on Courts, Civil Liberties, and the 
Administration of Justice of the Committee on the Judiciary, 
House of Representatives, Ninety-fifth Congress, second ses- 
sion ... October 27, 1978. — Washington : U.S. Govt. Print. 
Off., 1979. 

iii, 85 p. ; 24 cm.— (Serial - House, Committee on the 
Judiciary ; no. 95-79) 

Includes bibliographical references. 

@ltem 1020 
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Judiciary, Committee on the — House 


1. United States. Bureau of Prisons. I. Title. II. Series: 79-12394 
United States. Congress. House. Committee on the Judiciary. 


Serial, 95th Congress ; no. 95-79. 


Y 4.J 89/2:G 76/978/pt.1 
United States. Congress. Senate. Committee on the Judiciary. 
Subcommittee on Administrative Practice and Procedure. 
The Grand jury reform act of 1978 : hearings before the 
Subcommittee on Administrative Practice and Procedure of 
the Committee on the Judiciary, United States Senate, 
Ninety-fifth Congress, second session, on S. 3405 ...— 
Washington : U.S. Govt. Print. Off., 1979- 
v. ; 24 cm. 
Hearings held: pt. 1, Aug. 17, 22, and 24, 1978. 
Includes bibliographical references. 
@ltem 1042 
pbk. 
1. Grand jury — United States. I. Title. 


OCLC 4835873 


JUDICIARY, Committee on the, 
Senate 
Washington, DC 20510 


79-12391 
Y 4.J 89/2:Ad 6/5/978 
United States. Congress. Senate. Committee on the Judiciary. 
Subcommittee on Administrative Practice and Procedure. 
Administrative procedure act amendments of 1978 
hearings before the Subcommittee on Administrative Practice 
and Procedure of the Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, second session ... — 
Washington : U.S. Govt. Print. Off., 1978. 
viii, 1285 p. : ill. ; 24 cm. 
Hearings on S. 1463 and other bills, Sept. 12-21, 1978. 
Includes bibliographical references. 
@ltem 1042 
pbk. 
1. Administrative procedure — United States. I. Title. 


OCLC 4756482 


79-12395 
Y 4.J 89/2:G 76/978/pt.2 
United States. Congress. Senate. Committee on the Judiciary. 
Subcommittee on Administrative Practice and Procedure. 
The Grand jury reform act of 1978 : hearings before the 
Subcommittee on Administrative Practice and Procedure of 
the Committee on the Judiciary, United States Senate, 
Ninety-fifth Congress, second session, on S. 3405 ...— 
Washington : U.S. Govt. Print. Off., 1979- 
v. ; 24 cm. 
Contents: pt. 2. Appendix. 
Includes bibliographical references. 
@ltem 1042 
pbk. 
1. Grand jury — United States. I. Title. 


OCLC 4781651 


79-12392 
Y 4.J 89/2:Eq 2/7 
United States. Congress. Senate. Committee on the Judiciary. 
Subcommittee on the Constitution. 

Equal rights amendment extension : hearings before the 
Subcommittee on the Constitution of the Committee on the 
Judiciary, United States Senate, Ninety-fifth Congress, 
second session, on S.J. Res. 134 ... August 2, 3, and 4, 1978. Y 4.J 89/2:M 54 
— Washington : U.S. Govt. Print. Off., 1979. United States. Congress. Senate. Committee on the Judiciary. 

20402 Subcommittee on Antitrust and Monopoly. 

ix, 764 p. : ill. ; 24 cm. Mergers and industrial concentration : hearings before the 

on ts : Subcommittee on Antitrust and Monopoly of the Committee 
= ren ae vepenee ri on ie! Judiciary, ypeoig = — mpg" ere ——— 
second session ...— Washington : U.S. Govt. Print. 3 

S/N 052-070-04873-5 


1978. 
1. Women’s rights — United States. 2. Women — Legal 


iv, 604 p. : ill. ; 24 cm. 
status, laws, etc. — United States. I. Title. Hearings held May 12-Sept. 21, 1978. 


@ltem 1042 

S/N 052-070-0484 1-7 

pbk. : $5.50 

1. Conglomerate corporations — United States. 2. Indus- 
trial concentration — United States. I. Title. 


OCLC 4756482 
79-12396 


OCLC 4822846 


79-12393 
Y 4.J 89/2:Ex 7/4/pt.3 
United States. Congress. Senate. Committee on the Judiciary. 
Subcommittee on Criminal Laws and Procedures. 

Tagging of explosives : hearings before the Subcommittee 
on Criminal Laws and Procedures of the Committee on the 
Judiciary, United States Senate, Ninety-fifth Congress, first 
session, on S. 2013 ...— Washington : U.S. Govt. Print. Off., 


OCLC 4782335 


79-12397 
Y 4.J 89/2:P 19/5/977-78/pt.3 
United States. Congress. Senate. Committee on the Judiciary. 


1978- 
v.: ill. ; 24 cm. 
Hearings held: pt. 3, May 9, 1978. 
@ltem 1042 
pbk. 


1. Explosives— Law and legislation — United States. I. 
Title. 


OCLC 4086185 
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Subcommittee on Separation of Powers. 

Panama Canal treaties : United States Senate debate 1977- 
78 / prepared by the Subcommittee on Separation of Powers 
of the Committee on the Judiciary, United States Senate. — 
Washington : U. S. Govt. Print. Off., 1978- 

20402 

v.; 24 cm. 

At head of title: 95th Congress. Committee print. 

Contents: pt. 3. March 17 thru April 19, 1978. 

@ltem 1042 





S/N 052-070-04826-3 (pt.3) 

pbk. : $10.25 (pt.3) 

1. Panama Canal Treaties, 1977. 
gress. Senate. I. Title. 


2. United States. Con- 


OCLC 4579997 


NARCOTICS ABUSE AND CONTROL, 
Select Committee on, House 
Washington, DC 20515 


79-12398 
Y¥ 4.N 16:95-2-12 
United States. Congress. House. Select Committee on Narcotics 
Abuse and Control. 

Drug abuse treatment : hearings before the Select Commit- 
tee on Narcotics Abuse and Control, House of Representa- 
tives, Ninety-fifth Congress, second session ... 
: U.S. Govt. Print. Off., 1978- 

v.: ill. ; 24 cm. — (SCNAC ; no. 95-2-12) 

Hearings held: pt. 1, June 14, 15, and 22, 1978. 


— Washington 


Includes bibliographical references. 
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1. Drug abuse — Treatment — United States. I. Title. II. 
Series: United States. Congress. House. Select Committee on 
Narcotics Abuse and Control. Serial, 95th Congress ; no. 95- 


2-12. 
OCLC 4791173 


OUTER CONTINENTAL SHELF, 
Ad Hoc Select Committee on, House 
Washington, DC 20515 


79-12399 
Y 4.0u 8/2:0u 8/3 
United States. Congress. House. Ad Hoc Select Committee on 
Outer Continental Shelf. 

O.C.S. amendments of 1978, oversight : 
the Ad Hoc Select Committee on Outer Continental Shelf, 
House of Representatives, Ninety-fifth Congress, second ses- 

U.S. Govt. 


hearings before 


sion ... December 6, 7, 1978. — Washington : 
Print. Off., 1979. 

v, 595 p. : ill. ; 24 cm. 

Includes bibliographical references. 
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1. Continental shelf — Economic aspects — United States. 


2. Oil and gas leases — United States. 
I. Title. 


3. Marine resources 
conservation — United States. 


OCLC 4761213 
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POST OFFICE AND CIVIL SERVICE, 
Committee on, House 
Washington, DC 20515 


79-12400 
Y 4.P 84/10:95-73 
United States. Congress. House. Committee on Post Office and 
Civil Service. Subcommittee on Postal Operations and Ser- 
vices. 

Postal Service budget review for 1979 : hearing before the 
Subcommittee on Postal Operations and Services of the 
Committee on Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, second session, June 
13, 1978. — Washington : U.S. Govt. Print. Off., 1978. 

iii, 64 p. ; 24 cm.— (Serial - House, Committee on Post 
Office and Civil Service ; no. 95-73) 

Includes bibliographical references. 
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1. United States Postal Service. 2. Postal service — 
United States. I. Title. II. Series: United States. Congress. 
House. Committee on Post Office and Civil Service. Serial, 
95th Congress ; no. 95-73. 


OCLC 4760729 


PRINTING, Joint Committee on, 
Washington, DC 20510 


79-12401 
Y 4.P 93/1:G 74/10 
Coopers & Lybrand. 

Analysis and evaluation of selected Government Printing 
Office operations / prepared by Coopers & Lybrand, an inde- 
pendent consulting firm, Washington, D.C. ; under the 
auspices of the Joint Committee on Printing. — Washington : 
U.S. Govt. Print. Off., 1979. 

xxii, 288, [55] p. : ill. ; 26 cm. 

At head of title: Committee print. 
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1. United States. Government Printing Office. I. United 
States. Congress. Joint Committee on Printing. II. Title. 


OCLC 4816373 


79-12402 
Y 4.P 93/1:7/8/add. 
United States. Congress. Joint Committee on Printing. 
Government paper specification standards. Washington, 
U.S. Govt. Print Off. 
27 cm. 
1959- 
Specification standard JCP G15, Groundwood forms bond, 
Jan. 23, 1979. 
@ltem 1004-B 
ISSN 0364-1260 
1. Paper — Standards. I. Title. 
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ENVIRONMENT AND PUBLIC WORKS, 
Committee on, Senate 
Washington, DC 20510 


79-12403 
Y 4.P 96/10:W 29/12 
United States. Congress. Senate. Committee on Environment 
and Public Works. Subcommittee on Water Resources. 
Water supply needs of rural America : hearing before the 
Subcommittee on Water Resources of the Committee on En- 
vironment and Public Works, United States Senate, Ninety- 
fifth Congress, second session, December 6, 1978, Polk City, 
Iowa. — Washington : U.S. Govt. Print. Off., 1979. 
iii, 45 p. : ill. ; 24 cm. 
@ltem 1045 
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OCLC 4839637 


PUBLIC WORKS AND TRANSPORTATION, 
Committee on, House 
Washington, DC 20515 


79-12404 
Y 4.P 96/11:95-64 
United States. Congress. House. Committee on Public Works 
and Transportation. Subcommittee on Economic Develop- 
ment. 

1978 amendments to the Local public works capital 
development and investment act and the Public works and 
economic development act : hearings before the Subcommit- 
tee on Economic Development of the Committee on Public 
Works and Transportation, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 11610, H.R. 12993 
and related bills. — Washington : U.S. Govt. Print. Off., 
1979. 

xxvi, 563 p. : ill. ; 24 cm. — (Serial - House, Committee 
on Public Works and Transportation ; no. 95-64) 

Hearings held June 27-July 12, 1978. 
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1. United States— Public works. I. Title. II. Series: 
United States. Congress. House. Committee on Public Works 
and Transportation. Serial, 95th Congress ; no. 95-64. 


OCLC 4766773 


79-12405 
Y 4.P 96/11:95-65 
United States. Congress. House. Committee on Public Works 
and Transportation. Subcommittee on Investigations and 
Review. 

Flooding problems, Red River of the North : joint hearing 
before the Subcommittee on Investigations and Review and 
the Subcommittee on Water Resources of the Committee on 
Public Works and Transportation, House of Representatives, 
Ninety-fifth Congress, second session, September 30, 1978, 
at East Grand Forks, Minn. — Washington : U.S. Govt. Print. 
Off., 1978. 

v, 109 p. : ill. ; 24 cm.— (Serial - House, Committee on 
Public Works and Transportation ; no. 95-65) 

Includes bibliographical references. 
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1. Red River of the North — Floods. 2. Flood control — 
Red River of the North. I. United States. Congress. House. 
Committee on Public Works and Transportation. Subcommit- 
tee on Water Resources. II. Title. III. Series: United 
States. Congress. House. Committee on Public Works and 
Transportation. Serial, 95th Congress ; no. 95-65. 


OCLC 4840497 


79-12406 


Y 4.P 96/11:95-66 


United States. Congress. House. Committee on Public Works 


and Transportation. Subcommittee on Economic Develop- 
ment. 

Examination of organizational and policy actions of the 
Economic Development Administration : joint hearing before 
the Subcommittee on Economic Development and the Sub- 
committee on Investigations and Review of the Committee 
on Public Works and Transportation, House of Representa- 
tives, Ninety-fifth Congress, second session, October 13, 
1978. — Washington : U.S. Govt. Print. Off., 1979. 

iii, 86 p. ; 24 cm. — (Serial - House, Committee on Public 
Works and Transportation ; no. 95-66) 
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1. United States. Economic Development Administration. 

I. United States. Congress. House. Committee on Public 
Works and Transportation. Subcommittee on Investigations 
and Review. II. Title. Ill. Series: United States. Congress. 
House. Committee on Public Works and Transportation. 
Serial, 95th Congress ; no. 95-66. 


OCLC 4839668 


SCIENCE AND TECHNOLOGY, 
Committee on, House 
Washington, DC 20515 


79-12407 


Y¥ 4.Sei 2:95/CCC 


Domestic technology transfer : issues and options / prepared by 


the Subcommittee on Science, Research, and Technology of 
the Committee on Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, second session. — 
Washington : U.S. Govt. Print. Off., 1978 [i.e. 1979]- 

20402 

v. : ill. ; 24 cm. — (Serial - House, Committee on Science 
and Technology ; no. 95-CCC) 

At head of title: Committee print. 

V. 1, Nov. 1978. 

Bibliography: v. 1, p. 35-39. 
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1. Technology transfer. 2. Technology and state — United 
States. I. United States. Congress. House. Committee on 
Science and Technology. Subcommittee on Science, 
Research, and Technology. Il. Series: United States. Con- 
gress. House. Committee on Science and Technology. Serial, 
95th Congress ; no. 95-CCC. 


OCLC 4814636 





79-12408 


Y 4.Sci 2:95/EEE 
United States. Library of Congress. Science Policy Research 
Division. 

Science policy : a working glossary / prepared for the Sub- 
committee on Science, Research, and Technology of the 
Committee on Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, second session, by the 
Science Policy Research Division, Congressional Research 
Service, Library of Congress. — 4th ed. — Washington : U.S. 
Govt. Print. Off., 1978. 
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ix, 262 p. ; 24 cm.— (Serial - House, Committee on 
Science and Technology ; no. 95-EEE) 

At head of title: Committee print. 

Dec. 1978. 

Bibliography: p. 181-184. 

@ltem 1025-A 

S/N 052-070-04842-5 

pbk. : $3.75 

1. Science and state — Nomenclature. I. United States. 
Congress. House. Committee on Science and Technology. 
Subcommittee on Science, Research, and Technology. II. 
Title. III. Series: United States. Congress. House. Commit- 
tee on Science and Technology. Serial, 95th Congress ; no. 
95-EEE. 


OCLC 4802983 
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1. Environmental policy— United States. 2. United 
States. Dept. of Energy. I. Title. II. Title: Environmental 
responsibility within the Department of Energy. III. Series: 
United States. Congress. House. Committee on Science and 
Technology. Serial, 95th Congress ; no. 95-108. 


OCLC 4853229 


79-12411 


Y 4.Sci 2:95/109 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on the Environment and the At- 
mosphere. 

Oversight, nuclear waste management and ionizing radia- 
tion research : hearings before the Subcommittee on the En- 
vironment and the Atmosphere of the Committee on Science 
and Technology, U.S. House of Representatives, Ninety-fifth 
Congress, second session, June 7, July 18, 1978. — Washing- 
ton : U.S. Govt. Print. Off., 1978. 

ix, 401 p.: ill. ; 24 cm. — (Serial - House, Committee on 
Science and Technology ; no. 95-109) 

Includes bibliographical references. 
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1. Radioactive waste disposal — United States. 2. Ionizing 
radiation — Physiological effect. I. Title. II. Title: Nuclear 
waste management and ionizing radiation research. III. Se- 
ries: United States. Congress. House. Committee on Science 
and Technology. Serial, 95th Congress ; no. 95-109. 


79-12409 OCLC 4764776 


79-12412 


Y¥ 4.Sci 2:95/107 
United States. Congress. House. Committee on Science and 
Technology. Subcommittee on Domestic and International 
Scientific Planning, Analysis, and Cooperation. 
Technology and the cost of health care : hearings before 


Y 4.Sci 2:95/113 
United States. Congress. House. Committee on Science and 
Technology. Subcommittee on Advanced Energy Technolo- 


the Subcommittee on Domestic and International Scientific 
Planning, Analysis, and Cooperation of the Committee on 
Science and Technology, U.S. House of Representatives, 
Ninety-fifth Congress, second session, September 26, 27, Oc- 
tober 6, 1978. — Washington : U.S. Govt. Print. Off., 1979. 

iii, 330 p. ; 24 cm.— (Serial - House, Committee on 
Science and Technology ; no. 95-107) 

Includes bibliographical references. 
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1. Medical care, Cost of — United States. 2. Technologi- 
cal innovations — United States. I. Title. II. Series: United 
States. Congress. House. Committee on Science and 
Technology. Serial, 95th Congress ; no. 95-107. 


OCLC 4842324 


79-12410 


Y 4.Sci 2:95/108 

United States. Congress. House. Committee on Science and 
Technology. Subcommittee on the Environment and the At- 
mosphere. 

Oversight, environmental responsibility within the Depart- 
ment of Energy : hearing before the Subcommittee on the 
Environment and the Atmosphere of the Committee on 
Science and Technology, U.S. House of Representatives, 
Ninety-fifth Congress, second session, June 8, 1978. — 
Washington : U.S. Govt. Print. Off., 1978 [i.e. 1979] 

xxi, 155 p. ; 24 cm.— (Serial - House, Committee on 
Science and Technology ; no. 95-108) 
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gies and Energy Conservation Research, Development, and 
Demonstration. 

Earth resources and drilling technology : hearings before 
the Subcommittee on Advanced Energy Technologies and 
Energy Conservation Research, Development, and Demon- 
stration of the Committee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth Congress, second ses- 
sion, June 7, 8, 1978. — Washington : U.S. Govt. Print. Off., 
1978. 

iii, 429 p. : ill. ; 24 cm.— (Serial - House, Committee on 
Science and Technology ; no. 95-113) 

Includes bibliographical references. 
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1. Natural resources — United States. 2. Boring. I. Title. 
II. Series: United States. Congress. House. Committee on 
Science and Technology. Serial, 95th Congress ; no. 95-113. 


OCLC 4769449 


79-12413 


Y 4.Sci 2:95/115 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Domestic and International 
Scientific Planning, Analysis, and Cooperation. 

Technology transfers to the members of OPEC : hearings 
before the Subcommittee on Domestic and International 
Scientific Planning, Analysis, and Cooperation of the Com- 
mittee on Science and Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, second session, September 6, 
7, 8, 1978. — Washington : U.S. Govt. Print. Off., 1979. 

iii, 445 p. ; 24 cm.— (Serial - House, Committee on 
Science and Technology ; no. 95-115) 
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Includes bibliographical references. 
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1. Technology transfer. 2. Organization of Petroleum Ex- 
porting Countries. 3. Technology transfer — Arab countries. 
I. Title. II. Series: United States. Congress. House. Commit- 
tee on Science and Technology. Serial, 95th Congress ; no. 
95-115. 


OCLC 4790328 


79-12414 
Y 4.Sci 2:95/118 
United States. Congress. House. Committee on Science and 
Technology. Subcommittee on Domestic and International 
Scientific Planning, Analysis, and Cooperation. 

Key issues in U.S.-U.S.S.R. scientific exchanges and 
technology transfers : hearings before the Subcommittee on 
Domestic and International Scientific Planning, Analysis, and 
Cooperation of the Committee on Science and Technology, 
U.S. House of Representatives, Ninety-fifth Congress, second 
session, October 4, 5, 1978. — Washington : U.S. Govt. Print. 
Off., 1979. 

iv, 532 p. : ill. ; 24 cm.— (Serial - House, Committee on 
Science and Technology ; no. 95-118) 

Includes bibliographical references. 
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1. Science — International cooperation. 2. Technology — 
International cooperation. 3. Science — United States. 4. 
Science — Russia. 5. Technology — United States. 6. 
Technology — Russia. I. Title. II. Series: United States. 
Congress. House. Committee on Science and Technology. 
Serial, 95th Congress ; no. 95-118. 


OCLC 4748418 


SMALL BUSINESS, Select Committee on, 
Senate 
Washington, DC 20510 


79-12415 
Y 4.Sm 1/2:M 66/4 
United States. Congress. Senate. Select Committee on Small 
Business. 

Study of minority business enterprise programs / by staff 
members of the Select Committee on Small Business, United 
Staies Senate, Miami Beach, Fla., December 8, 1978. — 
Washington : U.S. Govt. Print. Off., 1979. 

iii, 38 p. ; 24 cm. 

At head of title: 95th Congress, 2d session. Committee 
print. 
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1. Minority business enterprises — United States. 
business. I. Title. 


2. Small 


OCLC 4827016 


79-12416 
Y 4.Sm 1/2:P 76 
United States. Congress. Senate. Select Committee on Small 
Business. 

Pollution control bond guarantee program of SBA : hear- 
ing before the Select Committee on Small Business, United 
States Senate, Ninety-fifth Congress, second session ... Mil- 
waukee, Wis., August 30, 1978. — Washington : U.S. Govt. 
Print. Off., 1979. 

iii, 53 p. ; 24 cm. 
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1. Pollution — United States. 2. Loans — United States — 
Government guaranty. 3. United States. Small Business Ad- 
ministration. I. Title. 


OCLC 4796670 


79-12417 
Y 4.Sm 1/2:Sm 1/14/978-2 
United States. Congress. Senate. Select Committee on Small 
Business. 

Small business issues and priorities. Washington, U.S. 
Govt. Print. Off. 

24 cm. 

At head of title: 95th Congress, 2d session. Committee 
print. 

Prepared by staff members of the Select Committee on 
Small Business, United States Senate, with representatives of 
business organizations. 

Nov. 16, 1978. 
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1. Small business — Periodicals. I. Title. 

OCLC 4169708 


TAXATION, Joint Committee on, 
Washington, DC 20515 


79-12418 
Y 4.T 19/4:R 32/2 
United States. Congress. Joint Committee on Taxation. 

General explanation of the Revenue act of 1978, H.R. 
13511, 95th Congress, Public law 95-600 / prepared by the 
staff of the Joint Committee on Taxation. — Washington : 
U.S. Govt. Print. Off., 1979. 

20402 

ix, 473 p. ; 24 cm. 

At head of title: Joint committee print. 

Mar. 12, 1979. 
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1. Income tax — Law and legislation — United States. 
Title. 


OCLC 4827404 


VETERANS’ AFFAIRS, Committee on, 
House 
Washington, DC 20515 


79-12419 
Y 4.V 64/3:B 85 
United States. Congress. House. Committee on Veterans’ Af- 
fairs. 

Report to the Committee on the Budget from the Commit- 
tee on Veterans’ Affairs submitted pursuant to section 301 of 
the Congressional budget act of 1974 on the budget. 
Washington, U.S. Govt. Print. Off. 

24 cm. 

At head of title: Committee print. 

Report covers fiscal year 1980. 
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1. United States Appropriations and expenditures — 
Periodicals. 2. Budget— United States — Periodicals. 3. 
Veterans — United States — Periodicals. I. United States. 
Congress. House. Committee on the Budget. II. Title. 


OCLC 4791799 


79-12420 
Y 4.V 64/3:H 75/5 
United States. Congress. House. Committee on Veterans’ Af- 
fairs. Subcommittee on Housing. 

Hearings on Veterans Administration conventional home 
loan guaranty and mobile home loan guaranty program : 
hearing before the Subcommittee on Housing of the Commit- 
tee on Veterans’ Affairs, House of Representatives, Ninety- 
fifth Congress, second session, regarding H.R. 10268 and 
H.R. 11009, March 22, 1978.— Washington : U.S. Govt. 
Print. Off., 1978. 

iii, 128 p. : ill. ; 24 cm. 
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2. Loans — United 


OCLC 4757422 


VETERANS’ AFFAIRS, Committee on, 
Senate 
Washington, DC 20510 


79-12421 
Y¥ 4.V 64/4:Ad 9/978 
United States. Veterans Administration. 

Report on erroneous, misleading, or deceptive advertising 
practices. Washington, U.S. Govt. Print. Off. 

24 cm. 

At head of title: 96th Congress, Ist session. Senate com- 
mittee print no. 4. 

Report covers fiscal year 1978. 

Vol. for 1977/78 includes: Keeping your school or college 
catalog in compliance with Federal laws and regulations, is- 
sued by the Federal Interagency Committee on Education. 
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Advertising, Fraudulent — United States — Collected works. 
I. United States. Congress. Senate. Committee on Veterans’ 
Affairs. II. United States. Federal Interagency Committee 
on Education. Keeping your school or college catalog in 
compliance with Federal laws and regulations. _ III. Title. 
UB357.U54b 
362.8 
OCLC 2770345 


79-12422 
Y 4.V 64/4:B 85/980 
United States. Congress. Senate. Committee on Veterans’ Af- 
fairs. 

Budget views and estimates. Washington, U.S. Govt. Print. 
Off. 

24 cm. 

At head of title: 96th Congress, Ist session. Senate com- 
mittee print no. 8. 

“A report submitted to the Budget Committee (Pursuant 
to Section 301 (c) of Public Law 93-344) prepared by the 
Committee on Veterans’ Affairs, United States Senate.” 

Report covers fiscal year 1980. 

Annual. 
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tions and expenditures. 3. Veterans — United States. I. 
United States. Congress. Senate. Committee on the Budget. 
Il. Title. 
HJ2052.USS5Sc 
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79-12423 
Y 4.V 64/4:M 46/3/863-978 
United States. Congress. Senate. Committee on Veterans’ Af- 
fairs. 

Medal of Honor recipients, 1863-1978 : “In the name of 
the Congress of the United States’’ / prepared by the Com- 
mittee on Veterans’ Affairs, United States Senate. — 
Washington, U.S. Govt. Print. Off., 1979. 
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xix, 1113 p. ; ill. ; 24 cm. 

At head of title: 96th Congress, Ist session. Senate com- 
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Revised and brought up to date from earlier editions. 

Feb. 14, 1979. 

@ltem 1046-A 

S/N 052-070-04866-2 

pbk. : $8.50 

1. Medal of Honor. I. Title. 


OCLC 4836207 


79-12424 
Y 4.V 64/4:M 46/8/978 
United States. Veterans Administration. 

Annual reports on the exchange of medical information 
and sharing medical resources. Washington, U.S. Govt. Print. 
Off. 

ill. 24 cm. 

1976/77- 

At head of title: 96th Congress, Ist session. Senate com- 
mittee print no. 5. 

Vols. for 1976/77- prepared by the Veterans’ Administra- 
tion and submitted to the Committee on Veterans’ Affairs, 
United States Senate. 

Report covers fiscal year 1978. 

Formed by the union of: Annual report on exchange of 
medical information, ISSN 0363-5635, and: Annual report on 
sharing medical resources, ISSN 0362-0123. 
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cals. 2. Veterans— Medical care— United States — 
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Periodicals. 4. United States. Veterans Administration. I. 
United States. Congress. Senate. Committee on Veterans’ Af- 
fairs. II. Title. 

PAR 
OCLC 4163978 


79-12425 
Y 4.V 64/4:V 64/7/978 
United States. Congress. Senate. Committee on Veterans’ Af- 
fairs. Subcommittee on Compensation and Pension. 
Veterans’ disability compensation and survivors’ benefits 
act of 1978 : hearing before the Subcommittee on Compen- 
sation and Pension of the Committee on Veterans’ Affairs, 
United States Senate, Ninety-fifth Congress, second session ... 
June 30, 1978. — Washington : U.S. Govt. Print. Off., 1978. 
iv, 308 p. ; 24 cm. 
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1. Pensions, Military — United States. 2. Survivors’ 
benefits — United States. I. Title. 


OCLC 4761946 


WAYS AND MEANS, Committee on, 
House 
Washington, DC 20515 


Y 7.1: Memorial addresses are not available for distribution. 


79-12426 
Y 4.W 36:B 49/3 
United States. Congress. Joint Committee on Taxation. 

Summary of minor and miscellaneous tax bills enacted. 
Washington, U.S. Govt. Print. Off. 

24 cm. 

95th- Congress; 1977-78- 

At head of title: Joint committee print. 

95th Congress. 

“Prepared for the use of the Committee on Ways and 
Means, U.S. House of Representatives, and the Committee 
on Finance, U.S. Senate, by the staff of the Joint Committee 
on Taxation.” 

Biennial. 
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79-12427 
Y 4.W 36:WMCP 95-109 
United States. Congress. House. Committee on Ways and 
Means. 

Legislative record of the Committee on Ways and Means, 
U.S. House of Representatives. Washington, U.S. Govt. Print. 
Off. 

24 cm. 

At head of title: 95th Congress, 2d session. Committee 
print. WMCP: 95-109. 

“Along with brief historical and other pertinent informa- 
tion concerning the committee.” 

95th Congress. 

Prior to 95th Congress, issues classed: Y 4.W 36:L 52/7. 
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79-12428 
Y 4.W 36:WMCP 96-2 
United States. Congress. House. Committee on Ways and 
Means. Subcommittee on Social Security. 

Social security administrative law judges : survey and issue 
paper / Subcommittee on Social Security of the Committee 
on Ways and Means, U.S. House of Representatives. — 
Washington : U.S. Govt. Print. Off., 1979. 

iv, 120 p. ; 24 cm. 

At head of title: 96th Congress, Ist session. Committee 
print. WMCP: 96-2. 
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Includes biblie#graphical references. 
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2. Social security — United States. I. Title. 
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79-12429 


Y 4.W 36:WMCP 96-9 


United States. Congress. House. Committee on Ways and 


Means. 

Materials relating to the March 15th report of the Commit- 
tee on Ways and Means to the House Budget Committee on 
the fiscal year 1980 budget / Committee on Ways and 
Means, U.S. House of Representatives. — Washington : U.S. 
Govt. Print. Off., 1979. 
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United States. Congress. House. Committee on Ways and 
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Hospital cost containment / Subcommittee on Health, 
Committee on Ways and Means, and Subcommittee on 
Health and the Environment, Committee on Interstate and 
Foreign Commerce, U.S. House of Representatives. — 
Washington : U.S. Govt. Print. Off., 1979. 

iii, 23 p. ; 24 cm. 

At head of title: 96th Congress, Ist session. Joint commit- 
tee print. WMCP: 96-11. 

Includes bibliographical references. 

@ltem 1028 

pbk. 

1. Hospitals — United States — Cost control. 2. Hospital 
care — United States — Costs. 3. Hospitals — United States 
— Rates. I. United States. Congress. House. Committee on 
Interstate and Foreign Commerce. Subcommittee on Health 
and the Environment. II. Title. 


OCLC 4827087 


79-12431 


Y 4.W 36:WMCP 96-12 


United States. Congress. House. Committee on Ways and 


Means. 

March 15 report of the Committee on Ways and Means to 
the House Budget Committee. Washington, U.S. Govt. Print. 
Off. 

24 cm. 

At head of title: 96th Congress, Ist session. Committee 
print. WMCP: 96-12. 

“Together with additional views.” 

Report covers fiscal year 1980 budget. 

Prior to 95th Congress, issues classed Y 4.W 36:W 36. 

Annual. 
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1. United States— Appropriations and expenditures — 
Periodicals. 2. Budget— United States — Periodicals. I. 
United States. Congress. House. Committee on the Budget. 
Il. Title. 

JK1430.W3U53a 
328.73/07/412 
OCLC 2565490 


CONGRESSIONAL BUDGET OFFICE 
Washington, DC 20515 


79-12432 
Y 10.2:B 85/4/976-3 
United States. Congressional Budget Office. 
Staff working paper for congressional budget scorekeeping. 
Washington, U.S. Govt. Print. Off. 
29 cm. 
no. 1- 1976- 
Title varies slightly. 
At head of title: 94th Congress, Ist session. No. 4. 
1976. 
“Showing the status of the 1976 fiscal year Federal budget 
cumulative to end of session December 19, 1975.” 
ISSN 0363-5813 
1. Budget — United States. 
Key Title: Congressional budget scorekeeping report I. 
Title. 
HJ2051.U54b 
328.73/07/412 
OCLC 2488836 


CONGRESSIONAL SERIAL SET 


During each session of Congress the House and Senate docu- 
ments and reports are accumulated into bound volumes com- 
prising the Congressional serial set. No Catalog entry is made 
for the volumes of the Serial set since the documents and re- 
ports contained therein have been previously listed in the 
Monthly Catalog. The following bound volumes were sent to 
depository libraries during the period of this catalog. 


79-12433 
94:Cong.serial 
Congressional serial set. Washington, U.S. Govt. Print. Off. 


HOUSE DOCUMENTS. 

- nos. 328-430, with exceptions, 94th Cong., 2d sess., 
House miscellaneous documents I [Serial 13145-1]. Item 
995-G 

SENATE REPORTS. 

. nos. 606-1393, with exceptions, 94th Cong., 2d sess., 
Senate miscellaneous reports on private bills [Serial 13131]. 
Item 1007-B 


OCLC 3888071 
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CONGRESSIONAL SERIAL SET 


During each session of Congress the House and Senate docu- 
ments and reports are accumulated into bound volumes com- 
prising the Congressional serial set. No Catalog entry is made 
for the volumes of the Serial set since the documents and re- 
ports contained therein have been previously listed in the 
Monthly Catalog. The following bound volumes were sent to 
depository libraries during the period of this catalog. 


79-12434 
95:Cong.serial 
Congressional serial set. Washington, U.S. Govt. Print. Off. 


HOUSE DOCUMENTS. 

.» no. 278, 95th Cong., 2d sess., 25th National Conven- 
tion, 1977, Veterans of World War I [Serial 13212-1]. Item 
995-Q 

--- no. 397, 95th Cong., 2d sess., 79th Encampment, United 
Spanish War Veterans, 1977 [Serial 13212-4]. Item 995-K 

. no. 1742, 95th Cong., 2d sess., In the matter of Rep. 
John J. McFall [Serial 13204-8]. Item 1007-A 

. no. 1834, 95th Cong., 2d sess., Activities of Merchant 
Marine and Fisheries Committee [Serial 13204-10]. Item 
1007-A 

SENATE REPORTS. 

... no. 30, 95th Cong., Ist sess., Select Committee on Small 
Business, report, 94/2 [Serial 13171-1]. Item 1007-A 


OCLC 3888071 


HOUSE DOCUMENTS 


House documents are available from the House Document 
Room unless otherwise indicated. 


79-12435 
95-2:H.doc.340 
Gorgas Memorial Laboratory. 

Gorgas Memorial Laboratory annual report. Washington, 
U. S. Govt. Print. Off. 

24 cm. (House document - 95th Congress, 2d session ; no. 
95-340) 

48th- 1975/76- 

“Communication from the President, Gorgas Memorial In- 
stitute of Tropical and Preventive Medicine, Inc., trans- 
mitting the annual report of the Institute and the financial 
statement by the General Accounting Office ..., pursuant to 
section 3 of the act of May 7, 1928, as amended.” 

49th annual report covering transition quarter and fiscal 
year 1977. 
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Main series: United States. Congress. House. Document 

Continues: Gorgas Memorial Institute annual report 
1974/75 

1. Gorgas Memorial Laboratory. 2. Gorgas Memorial In- 
stitute of Tropical and Preventive Medicine. 3. Tropical 
medicine — Periodicals. 4. Tropical Medicine — periodicals. 
I. Gorgas Memorial Institute of Tropical and Preventive 
Medicine. II. Title. III. Series: United States. 95th Con- 
gress, 2d session, 1978. House. Document ; no. 95-340. 
[DNLM 1. Tropical Medicine — periodicals. ]} 


OCLC 4066361 
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79-12436 
95-2:H.doc.342 
United States. Congress. House. 
Financial disclosure reports of members of the U.S. House 
of Representatives. Washington, U.S. Govt. Print. Off. 
26 cm. (House document - 95th Congress, 2d session ; no. 
95-342) 
“Submitted by the Clerk of the House pursuant to House 
rule XLIV.” 
95th Congress from Oct. 1-Dec. 31, 1977. 
Annual. 
To be sent to depository libraries as Serial 13213-4. 
Main series: United States. Congress. House. Document 
1. United States. Congress. House — Periodicals. 2. 
Financial disclosure — United States — Periodicals. I. 
United States. Congress. House. Office of the Clerk. II. 
Title. III. Series: United States. 95th Congress, 2d session, 
1978. House. Document ; no. 95-342. 


OCLC 4800514 


79-12437 
95-2:H.doc.402 
Latch, Edward Gardiner. 

Prayers offered by the Chaplain : at the opening of the 
daily sessions of the United States House of Representatives 
during the Ninety-fourth and the Ninety-fifth Congresses, 
1975-1978 / Rev. Edward Gardiner Latch. — Washington : 
U.S. Govt. Print. Off., 1979. 

x, [1], 214 p. : port. ; 20 cm. — ([House document - 95th 
Congress, 2d session ; no. 95-402]) 

On spine: Prayers by Rev. Edward Gardiner Latch. 

To be sent to depository libraries as Serial 13213-7. 

pbk. 


1. Legislative bodies — Chaplains’ prayers. 2. Prayers. I. 
United States. Congress. House. II. Title. III. Series: 
United States. 95th Congress, 2d session, 1978. House. 
Document ; no. 95-402. 


OCLC 4835990 


HOUSE REPORTS 


House reports are available from the House Document Room 
unless otherwise indicated. 


79-12438 
95-2:H.rp.405 
United States. General Accounting Office. 

Examination of financial statements, Panama Canal Com- 
pany and Canal Zone Government. Washington, U.S. Govt. 
Print. Off. 

ill. 26 cm. (House report - 95th Congress, 2d session ; no. 
95-405) 

“Communication from the Comptroller General of the 
United States transmitting a report on the examination of 
financial statements of the Panama Canal Company and the 
Canal Zone Government ..., pursuant to section 106 of the 
Government corporation control act.” 

Report covers fiscal years 1976, 1977 and transition 
quarter. 
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Main series: United States. Congress. House. Report 

1. Panama Canal Company — Finanace — Periodicals. 2. 
Canal Zone — Periodicals. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-405. 


OCLC 4752616 
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79-12439 


95-2:H.rp.1340 


United States. Congress. House. Committee on Armed Services. 


Report of the Committee on Armed Services pursuant to 
section 302(b) of the Congressional budget act of 1974. — 
Washington : U.S. Govt. Print. Off., 1978. 

iii, 2 p. ; 23 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1340) 

July 11, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Congress. House. Committee on Armed 
Services — Appropriations and expenditures. I. Title. II. 
Series: United States. 95th Congress, 2d session, 1978. 
House. Report ; no. 95-1340. 


OCLC 4757121 


79-12440 


95-2:H.rp.1718 


United States. Congress. House. Committee on Government 


Operations. 

Report on allocation of budget totals by program : report 
of the Committee on Government Operations pursuant to 
section 302(b) of the Congressional budget act of 1974. — 
Washington : U.S. Govt. Print. Off., 1978. 

iii, [1] p. ; 24 cm.— (House report - 95th Congress, 2d 
session ; no. 95-1718) 

Oct. 5, 1978. 

@ltem 1008-A 
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1. United States. Congress. House. Committee on Govern- 
ment Operations — Appropriations and expenditures. I. 
Title. II. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-1718. 


OCLC 3195217 


79-12441 


95-2:H.rp.1735 


United States. Congress. House. Committee on Public Works 


and Transportation. 

Report of the Committee on Public Works and Transporta- 
tion pursuant to section 302(b) of the Congressional budget 
act of 1974. — Washington : U.S. Govt. Print. Off., 1978. 

iii, 1 p. ; 23 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1735) 

Oct. 6, 1978. 

@ltem 1008-A 
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1. United States. Congress. House. Committee on Public 
Works and Transportation — Appropriations and expendi- 
tures. I. Title. II. Series: United States. 95th Congress, 2d 
session, 1978. House. Report ; no. 95-1735. 


OCLC 4757273 


79-12442 


95-2:H.rp.1819 


United States. Congress. House. Committee on Education and 


Labor. 

Report on the activities of the Committee on Education 
and Labor. Washington, U.S. Govt. Print. Off. 

24 cm. (House report - 95th Congress, 2d session ; no. 95- 
1819) 

9Sth- Congress; 1977-78- 

95th Congress. 

Biennial. 
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Main series: United States. Congress. House. Report 

Continues: Activity report of the Committee on Education 
and Labor of the U.S. House of Representatives 

1. United States. Congress. House. Committee on Educa- 
tion and Labor. 2. Educational law and legislation — United 
States — Periodicals. 3. Labor laws and legislation — United 
States — Periodicals. I. Title. [l. Series: United States. 95th 
Congress, 2d session, 1978. House. Report ; no. 95-1819. 


OCLC 4848817 


79-12443 


95-2:H.rp.1820 
United States. Congress. House. Ad Hoc Committee on Energy. 

Activity report of the Ad Hoc Committee on Energy, 
House of Representatives, April 21, 1977-January 2, 1979. — 
Washington : U.S. Govt. Print. Off., 1979. 

v, 81 p. ; 23 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1820) 

Dec. 29, 1978. 
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1. United States. Congress. House. Ad Hoc Committee on 
Energy. I. Title. II. Series: United States. 95th Congress, 
2d session, 1978. House. Report ; no. 95-1820. 


OCLC 4795577 


79-12444 

95-2:H.rp.1835 

United States. Congress. House. Ad Hoc Select Committee on 
Outer Continental Shelf. 

Report on the activities of the Ad Hoc Select Committee 
on the Outer Continental Shelf of the House of Representa- 
tives during the Ninety-fifth Congress / pursuant to clause 
1(d) of rule XI of the Rules of the House of Representatives. 
— Washington : U.S. Govt. Print. Off., 1979. 

iii, 52 p. ; 24 cm.— (House report - 95th Congress, 2d 
session ; no. 95-1835) 

Jan. 2, 1979. 

Includes bibliographical references. 

@ltem 1008-A 
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1. United States. Congress. House. Ad Hoc Select Commit- 
tee on Outer Continental Shelf. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1835. 


OCLC 4796429 


79-12445 
95-2:H.rp.1841 
United States. Congress. House. Select Committee on Aging. 

Report on the activities of the Select Committee on Aging, 
U.S. Huse of Representatives. Washington, U.S. Govt. Print. 
Off. 

23 cm. (House report - 95th Congress, 2d session ; no. 95- 
1841) 

“Pursuant to rule XI(1)(d).” 

95th Congress, 1977-78. 

@item 1008-A 

Main series: United States. Congress. House. Report 

1. United States. Congress. House. Select Committee on 
Aging. 2. Aged — Legal status, laws, etc. — United States — 
Periodicals. I. Title. II. Series: United States. 95th Con- 
gress, 2d session, 1978. House. Report ; no. 95-1841. 


OCLC 4849278 
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79-12446 
95-2:H.rp.1842 
United States. Congress. House. Select Committee on Popula- 
tion. 

Final report : report / prepared by the Select Committee 
on Population, U.S. House of Representatives, Ninety-fifth 
Congress, second session. — Washington : U.S. Govt. Print. 
Off., 1979. 

xi, 75 p. ; 24 cm.— (House report - 95th Congress, 2d 
session ; no. 95-1842) 

“Serial F.” 

Jan. 5, 1979. 

@ltem 1008-A 

pbk. 

1. United States — Population. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1842. 


OCLC 4781525 


79-12447 
95-2:H.rp.1843 
United States. Congress. House. Select Committee on Congres- 
sional Operations. 

Survey of activities of the Select Committee on Congres- 
sional Operations, U.S. House of Representatives. Washing- 
ton, U.S. Govt. Print. Off. 

24 cm. (House report - 95th Congress, 2d session ; no. 95- 
1843) 

1977-78- 

Ninety-fifth Congress, 1977-78. 

Biennial. 
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Main series: United States. Congress. House. Report 

1. United States. Congress. House. Select Committee on 
Congressional Operations. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1843. 


OCLC 4753533 


SENATE DOCUMENTS 


Senate documents are available from the Senate Document 
Room unless otherwise indicated. 


79-12448 
95-2:S.doc.130 
Elson, Edward Lee Roy, 1906- 

Prayers offered by the Chaplain of the Senate of the 
United States / Rev. Edward L. R. Elson, at the opening of 
the daily sessions of the United States Senate, during the 
Ninety-fifth Congress, 1977-1978. — Washington : U.S. Govt. 
Print. Off., 1978. 

vii, [1], 173 p. : port. ; 20 cm. — (Senate document - 95th 
Congress, 2d session ; no. 95-130) 

To be sent to depository libraries as Serial 13207-10. 

pbk. 

1. Legislative bodies — Chaplains’ prayers. 2. Prayers. I. 
United States. Congress. Senate. II. Title. Ill. Series: 
United States. 95th Congress, 2d session, 1978. Senate. 
Document ; no. 95-130. 


OCLC 4769888 
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79-12449 
95-2:S.doc.131 
United States. Congress. Senate. 
Report of the Secretary of the Senate. Washington, U.S. 
Govt. Print. Off. 
24 cm. (Senate document - 95th Congress, 2d session ; no. 
95-131) 
1954- 
Apr. 1, 1978-Sept. 30, 1978. 
To be sent to depository libraries as Serial 13208-2. 
Semiannual. 
Main series: United States. Congress. Senate. Document 
1. United States. Congress. Senate — Appropriations and 
expenditures. I. Title. II. Series: United States. 95th Con- 
gress, 2d session, 1978. Senate. Document ; no. 95-131. 


OCLC 2944567 


SENATE REPORTS 


Senate reports are available from the Senate Document Room 
unless otherwise indicated. 


79-12450 
95-2:S.rp.1411 
United States. Congress. Senate. Committee on the Budget. 

Report, Budget Committee : report of the Committee on 
the Budget, U.S. Senate, as prescribed by section 301(b) of 
the Congressional budget and impoundment control act of 
1974. — Washington : U.S. Govt. Print Off., 1978. 

iii, 3 p. ; 24 cm. — (Senate report - 95th Congress, 2d ses- 
sion ; no. 95-1411) 

Dec. 22, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Congress. Senate. Committee on the 
Budget — Appropriations and expenditures. I. Title. II. Se- 
ries: United States. 95th Congress, 2d session, 1978. Senate. 
Report ; no. 95-1411. 


OCLC 4757137 


HOUSE DOCUMENTS 


House documents are available from the House Document 
Room unless otherwise indicated. 


79-12451 
96-1:H.doc.16 
United States. Army. Corps of Engineers. 

Agana River, Guam : communication from the Secretary of 
the Army transmitting a Corps of Engineers report ... — 
[Doc. ed.] — Washington : U.S. Govt. Print. Off., 1979. 

xix, 260 p. : ill., maps ; 26 cm.— ([{House document - 
96th Congress, Ist session ; no. 96-16]) 

Also issued in departmental edition, D 103.22:Ag 1, and 
distributed to depository libraries in that form. 

Jan. 15, 1979. 

pbk. 

1. Flood control— Guam — Agana River. 2. Stream 
channelization — Environmental aspects — Guam. I. Title. 
II. Series: United States. 96th Congress, Ist session, 1979. 
House. Document ; no. 96-16. 


OCLC 4816174 
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79-12452 
96-1:H.doc.17 
United States. Army. Corps of Engineers. 

Root River, Minnesota : communication from the Secreta- 
ry of the Army transmitting a Corps of Engineers report ... — 
[Doc. ed.] — Washington : U.S. Govt. Print. Off., 1979. 

xxv, 328 p. : ill., maps ; 26 cm.— ([House document - 
96th Congress, Ist session ; no. 96-17]) 

Also issued in departmental edition, D 203.22:R 67/2, and 
distributed to depository libraries in that form. 

Jan. 15, 1979. 

Bibliography: p. 279. 

pbk. 

1. Flood control — Minnesota— Root River. 2. Root 
River, Minn. — Levees. 3. Levees — Environmental aspects 
— Minnesota. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. House. Document ; no. 96-17. 


OCLC 4816054 


79-12453 

96-1:H.doc.18 
United States. Army. Corps of Engineers. 
communication from the 
Secretary of the Army transmitting a Corps of Engineers re- 
port ...— Doc. ed. — Washington : U.S. Govt. Print. Off., 
1979. 

xxv, 327 p. : ill., maps ; 26 cm.— (House document - 
96th Congress, Ist session ; no. 96-18) 

Also issued in departmental edition, D 103.22:G 95/12, 
and distributed to depository libraries in that form. 

Jan. 15, 1979. 

pbk. 

1. Gulfport, Miss. — Harbor. 2. Dredging — Environmen- 
tal aspects — Mississippi— Gulfport. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. House. 
Document ; no. 96-18. 


Gulfport Harbor, Mississippi : 


OCLC 4786424 


79-12454 
96-1:H.doc.19 
United States. Army. Corps of Engineers. 

Libby reregulating dam power units, Kootenai River, Mon- 
tana, design memorandum 1, general design memorandum, 
phase I : communication from the Secretary of the Army 
transmitting the Corps of Engineers’ phase I design 
memorandum ... — Washington : U.S. Govt. Print. Off., 1979. 

xxx, 66 p. : ill., map ; 26 cm. — (House document - 96th 
Congress, Ist session ; no. 96-19) 

Also issued in departmental edition, D 103.22:K 83, and 
distributed to depository libraries in that form. 

Jan. 15, 1979. 

pbk. 

1. Libby Dam, Mont. I. Title. Il. Series: United States. 
96th Congress, Ist session, 1979. House. Document ; no. 96- 
19. 


OCLC 4785943 





19-12455 
96-1:H.doc.21 
United States. Army. Corps of Engineers. 

Robinsons Branch of the Rahway River at Clark, Scotch 
Plains, and Rahway, New Jersey : communication from the 
Secretary of the Army transmitting a Corps of Engineers re- 
port ...— Doc. ed. — Washington : U.S. Govt. Print. Off., 
1979. 

xx, 487 p: ill, maps ; 26 cm.— (House document - 96th 
Congress, Ist session ; no. 96-21) 

Also issued in departmental edition, D 103.22:R 12/2, and 
distributed to depository libraries in that form. 

Jan. 15, 1979. 

pbk. 

1. Flood control — New Jersey — Rahway River. I. Title. 
Il. Series: United States. 96th Congress, Ist session, 1979. 
House. Document ; no. 96-21. 


OCLC 4795568 


79-12456 
96-1:H.doc.23 
United States. Army. Corps of Engineers. 

Atlantic Coast of New York City from Rockaway Inlet to 
Morton Point : communication from the Secretary of the 
Army transmitting a Corps of Engineers report ...— Doc. ed. 
— Washington : U.S. Govt. Print. Off., 1979. 

xvii, 469 p. : ill., maps ; 26 cm.— (House document - 
96th Congress, Ist session ; no. 96-23) 

Also issued in departmental edition, D 103.22:At 6/9, and 
distributed to depository libraries in that form. 

Jan. 15, 1979. 

pbk. 

1. Shore protection— New York (City) 2. Dredging — 
Environmental aspects — New York (City) I. Title. II. Se- 
ries: United States. 96th Congress, Ist session, 1979. House. 
Document ; no. 96-23. 


OCLC 4786328 


79-12457 
96-1:H.doc.36 
United States. General Accounting Office. 

Review of deferrals : communication from the Comptroller 
General of the United States ...— Washington : U.S. Govt. 
Print. Off., 1979. 

3 p. ; 24 cm.— (House document - 96th Congress, Ist 
session ; no. 96-36) 

Jan. 18, 1979. 
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pbk. f 

1. Budget — United States. 2. Executive impoundment of 
appropriated funds— United States. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. House. 
Document ; no. 96-36. 


OCLC 4657189 


79-12458 
96-1:H.doc.51 
United States. Dept. of the Interior. 
National Wilderness Preservation System annual report. 
Washington, U.S. Govt. Print. Off. 
24 cm. (House document - 96th Congress, Ist session ; no. 
96-51) 
1965- 
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“Message from the the President of the United States 
transmitting the Annual report on the status of the National 
Wilderness Preservation System pursuant to section 7 of 
Public Law 88-577.” 

Vols. for 19 - compiled by the Secretaries of Agriculture 
and the Interior. 

14th annual report, for calendar year 1977. 
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Main series: United States. Congress. House. Document 

1. Wilderness areas— United States — Periodicals. I. 
United States. Dept. of Agriculture. II. United States. Pre- 
sident. III. Title. IV. Series: United States. 96th Congress, 
Ist session, 1979. House. Document ; no. 96-51. 


OCLC 4848484 


79-12459 


96-1:H.doc.54 


United States. President, 1977- (Carter) 


Supplemental appropriations and budget amendment 
communication from the President of the United States ... — 
Washington : U.S. Govt. Print. Off., 1979. 

5 p. ; 24 cm.— (House document - 96th Congress, Ist 
session ; no. 96-54) 

Feb. 13, 1979. 

@ltem 996 

pbk. 

1. United States — Appropriations and expenditures, 1979. 
2. Budget — United States. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. House. Document ; 
no. 96-54. 


OCLC 4852987 


79-12460 


96-1:H.doc.55 


Cumulative report on rescissions and deferrals. Washington, 


U.S. Govt. Print. Off. 

23 cm. (House document - 96th Congress, Ist session ; no. 
96-55) 

Title varies slightly. 

“Communication from the Director, Office of Management 
and Budget, Executive Office of the President, transmitting ... 
pursuant to section 1014(e) of Public Law 93-344.” 

Feb. 1979. 

Monthly. 
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Main series: United States. Congress. House. Document 

1. Executive impoundment of appropriated funds — United 
States — Periodicals. 2. Budget — United States — Periodi- 
cals. I. United States. Office of Management and Budget. 
Il. Series: United States. 96th Congress, Ist session, 1979. 
House. Document ; no. 96-55. 


OCLC 2864748 


79-12461 


96-1:H.doc.58 


United States. President, 1977- (Carter) 


Supplemental appropriations and budget amendments : 
communication from the President of the United States ... — 
Washington : U.S. Govt. Print. Off., 1979. 

3 p. ; 24 cm.— (House document - 96th Congress, Ist 
session ; no. 96-58) 

Feb. 26, 1979. 
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1. United States — Appropriations and expenditures, 1979. 
2. Budget — United States. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. House. Document ; 
no. 96-58. 


OCLC 4852987 


79-12462 


96-1:H.doc.64 


United States. President, 1977- (Carter) 


Supplemental appropriations : communication from the 
President of the United States transmitting amendments to 
requests for supplemental appropriations for fiscal year 1979 
for the Department of Defense—Military. — Washington : 
U.S. Govt. Print. Off., 1979. 

4 p. ; 24 cm.— (House document - 96th Congress, Ist 
session ; no. 96-64) 

Mar. 1, 1979. 
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1. United States — Appropriations and expenditures, 1979. 
2. United States. Dept. of Defense — Appropriations and ex- 
penditures. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. House. Document ; no. 96-64. 


OCLC 4852716 


79-12463 


96-1:H.doc.66 
United States. President, 1977- (Carter) 

Supplemental appropriations : communication from the 
President of the United States transmitting a request for sup- 
plemental appropriations for fiscal year 1979 for the Small 
Business Administration. — Washington : U.S. Govt. Print. 
Off., 1979. 

3 p. ; 24 cm.— (House document - 96th Congress, Ist 
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implement the Runaway youth act., 79- 
11733 

Annual report on exchange of medical in- 
formation, 79-12424 

Annual report on Public Law 480, 79- 
10681 

Annual report on 
resources, 79-12424 

Annual report on the MHD high per- 
formance demonstration experiment for 
the period November 15, 1973 - April 
30, 1975 /, 79-11227 

Annual report on transport statistics in the 
United States., 79-11861 

Annual report, State-chartered 
unions, 79-12029 

Annual report submitted to the Committees 
on Armed Services of the Senate and the 
House of Representatives and to the 
Secretary of Defense and Secretary of 
Transportation and the Secretaries of the 
Departments of the Army, Navy, and Air 
Force pursuant to the Uniform Code of 
Military Justice., 79-10907 

Annual report summary - Federal Commu- 
nications Commission., 79-10858 

Annual report support document. Industrial 
energy efficiency improvement program., 
79-11369 

Annual report to Congress on the imple- 
mentation of Public Law 94-413, the 
electric & hybrid vehicle research, 
development and demonstration act of 
1976, 79-11142 

Annual report to the President and Con- 
gress - Pension Benefit Guaranty Cor- 
poration., 79-12283 

Annual reports on the exchange of medical 
information and sharing medical 
resources., 79-12424 

Annual review of aircraft accident data. 
U.S. general aviation., 79-12167 

Annual review of U.S. general aviation ac- 
cidents, 79-12167 

Annual solicitation for research proposals 
program of university research., 79- 
12146 

Annual strategic petroleum reserve report., 
79-11356 
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Annual summary report - Ames Laborato- 
ry, USDOE, 79-11277 

Appendices to transportation-air 
planning guidelines., 79-11411 

Applicant information bulletin, 79-11695 

Application of multispectral scanner data 
to the study of an abandoned surface 
coal mine /, 79-11979 

Application of remote sensing to the Ches- 
apeake Bay region : a conference jointly 
sponsored by the National Aeronautics 
and Space Administration, the Environ- 
mental Protection Agency, and _ the 
University of Maryland, and held at 
Coolfont Conference Center, April 12- 
15,1977 /, 79-12021 

Applications of remote sensing to hydrolog- 
ic planning /, 79-11997 

Aprons, dresses, and skirts., 

Area handbooks., 79-11568 

Area wage survey. Akron, 
metropolitan area., 79-11900 

Area wage survey: Anaheim-Santa Ana- 
Garden Grove, California metropolitan 
area., 79-11902 

Area wage survey. 
metropolitan area., 

Area wage survey. 
metropolitan area., 79-11903 

Area wage survey. Denver-Boulder, 
Colorado, metropolitan area., 79-11905 

Area wage survey: Jacksonville, Florida, 
metropolitan area., 79-11904 

Area wage survey. Los Angeles-Long 
Beach, California, metropolitan area., 
79-11898 

Area wage survey. Memphis, Tennessee- 
Arkansas-Mississippi, metropolitan area., 
79-11899 

Area wage survey: 
metropolitan area., 

Area wage survey. 
metropolitan area., 79-11901 

Area wage survey: Los Angeles-Long 
Beach and Anaheim-Santa Ana-Garden 
Grove, California, metropolitan area, 
79-11898, 79-11902 

Area wage survey: the Denver, Colorado, 
metropolitan area, 79-11905 

Area wage survey, the Memphis, Tennes- 
see-Arkansas, metropolitan area, 79- 
11899 

Area wage surveys. Selected metropolitan 
areas., 79-11890 

Armed Forces Federal income tax., 79- 
11043 

Arms__ control 
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79-11897 
Saginaw, 


Florida, 


Michigan 


and disarmament act 
authorizations report to accompany 
H.R. 2774., 79-12507 

Arms Control and Disarmament Agency 
authorization for fiscal years 1980-81 
hearings and markup before the Commit- 
tee on Foreign Affairs and its Subcom- 
mittee on International Security and 
Scientific Affairs, House of Representa- 
tives, Ninety-sixth Congress, first session, 
on H.R. 2774, March 6, 7, and 13, 
1979., 79-12356 
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Army correspondence course program : US 
Army Intelligence Center and School 
correspondence course catalog /, 79- 
10991 

Army correspondence course program : US 
Army Signal Center correspondence 
course catalog /, 79-10992 

Asbestos., 79-11844 

Assessing large scale public job creation /, 
79-11927 

Assessing the spatial variability of irrigation 
water applications /, 79-11440 

Assessment of geothermal resources of the 
United States, 1978 /, 79-11803 

Assessment of present state-of-the-art saw- 
ing technology of large diameter ingots 
for solar sheet material., 79-11204 

Assessments of the Jobs Corps 
formance and impacts., 79-11922 

Asset and liability trends; all operating 
savings & loan associations by type of as- 
sociation and area., 79-11497 

Astronomical papers, 79-11103 

Astronomical papers prepared for the use 
of the American ephemeris and nautical 
almanac., 79-11103 

Astronomical phenomena., 79-11102 

Astronomy and astrophysics., 79-11562 

At-sea incineration of herbicide orange on- 
board the M/T Vulcanus /, 79-11445 

ATF cumulative bulletin, 79-12143 

Atlantic and Gulf coast, including Puerto 
Rico and the Virgin Islands, 79-10843 

Atlantic Coast of New York City from 
Rockaway Inlet to Morton Point : com- 
munication from the Secretary of the 
Army transmitting a Corps of Engineers 
report ..., 79-12456 

Atlantic Coast of New York City from 
Rockaway Inlet to Norton Point : com- 
munication from the Secretary of the 
Army transmitting a Corps of Engineers 
report ..., 79-11017 

Atmospheric extinction measurements at 
Nd-YAG and DF laser wavelengths per- 
formed in conjunction with the JAN 
propagation tests, June-September 1975 
/, 79-11051 

Atmospheric transmission measurement 
program and field test plan /, 79-11052 

Atoll research bulletin., 79-12107 

Atomic energy : nuclear facilities safety : 
arrangement between the United States 
of America and the Federal Republic of 
Germany, signed at Bonn, October 1, 
1975., 79-12070 

Atomic energy : research program on zir- 
caloy tubing agreement between the 
United States of America and _ the 
Netherlands, signed at Washington and 
Petten December 9 and 24, 1976., 79- 
12071 

Atomic energy : safeguards and security 
research and development : agreement 
between the United States of America 
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and the Federal Republic of Germany, 
effected by exchange of letters signed at 
Bonn and Washington September 29, 
1977., 79-12075 

Audit of the Office of the Attending Physi- 
cian revolving fund -fiscal year 1978 : re- 
port to the Congress /, 79-11525 

Audit of the United States Capitol Histori- 
cal Society., 79-11524 

Audits and social experiments : a report 
prepared for the U.S. General Account- 
ing Office /, 79-11541 

Authorize additional appropriations for the 
International travel act of 1961 : report 
to accompany S. 233., 79-12519 

Authorize appropriations for USTS : hear- 
ing before the Subcommittee on 
Merchant Marine and Tourism of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-sixth Congress, first session, on S. 
233 ... February 2, 1979., 79-12333 

Authorizing additional expenditures by the 
Committee on Agriculture, Nutrition, 
and Forestry, for inquiries and investiga- 
tions : report to accompany S. Res. 42., 
79-12520 

Authorizing additional expenditures by the 
Committee on Appropriations for routine 
purposes : report to accompany S. Res. 
53., 79-12540 

Authorizing additional expenditures by the 
Committee on Armed Services for inqui- 
ries and investigations : report to accom- 
pany S. Res. 81., 79-12521 

Authorizing additional expenditures by the 
Committee on Armed Services for rou- 
tine expenses : report to accompany S. 
Res. 82., 79-12541 

Authorizing additional expenditures by the 
Committee on Banking, Housing, and 
Urban Affairs for inquiries and investiga- 
tions : report to accompany S. Res. 57., 
79-12522 

Authorizing additional expenditures by the 
Committee on Commerce, Science, and 
Transportation for inquiries and_ in- 
vestigations report to accompany S. 
Res. 26., 79-12524 

Authorizing additional expenditures by the 
Committee on Energy and _ Natural 
Resources for inquiries and investigations 
: report to accompany S. Res. 60., 79- 
12525 

Authorizing additional expenditures by the 
Committee on Environment and Public 
Works for inquiries and investigations : 
report to accompany S. Res. 43., 79- 
12526 

Authorizing additional expenditures by the 
Committee on Finance for inquiries and 
investigations : report to accompany S. 
Res. 52.,  79-12527 

Authorizing additional expenditures by the 
Committee on Finance for routine pur- 
poses : report to accompany S. Res. 51., 
79-12539 
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Authorizing additional expenditures by the 
Committee on Foreign Relations for 
inquiries and investigations : report to 
accompany S. Res. 75., 79-12528 

Authorizing additional expenditures by the 
Committee on Governmental Affairs for 
inquiries and investigations : report to 
accompany S. Res. 79., 79-12529 

Authorizing additional expenditures by the 
Committee on Human Resources for 
inquiries and investigations : report to 
accompany S. Res. 31., 79-12530 

Authorizing additional expenditures by the 
Committee on Rules and Administration 
for inquiries and investigations : report to 
accompany S. Res. 36., 79-12514 

Authorizing additional expenditures by the 
Committee on the Budget for inquiries 
and investigations : report to accompany 
S. Res. 73., 79-12523 

Authorizing additional expenditures by the 
Committee on the Judiciary for inquiries 
and investigations : report to accompany 
S. Res. 48., 79-12531 

Authorizing additional expenditures by the 
Committee on Veterans’ Affairs for 
inquiries and investigations : report to 
accompany S. Res. 66., 79-i2532 

Authorizing additional expenditures by the 
Select Committee on Intelligence : report 
to accompany S. Res. 76., 79-12535 

Authorizing additional expenditures by the 
Select Committee on Small Business for 
inquiries and investigations : report to 
accompany S. Res. 69., 79-12533 

Authorizing appropriations to the National 
Aeronautics and Space Administration : 
report together with additional view to 
accompany H.R. 1786., 79-12509 

Authorizing expenditures by the Select 
Committee on Indian Affairs : report to 
accompany S. Res. 70., 79-12536 

Authorizing expenditures by the Special 
Committee on Aging : report to accom- 
pany S. Res. 65., 79-12534 

Authorizing the printing of the committee 
print entitled “Study on Federal regula- 
tion, framework for regulation, appendix 
to volume VI” as a Senate document : 
report to accompany S. Res. 44., 79- 
12537 

Authorizing the printing of the committee 
print entitled “Study on Federal regula- 
tion, volume VI, framework for regula- 
tion” as a Senate document : report to 
accompany S. Res. 45., 79-12538 

Authorizing the reprinting of House docu- 
ment numbered 504, 89th Congress, en- 
titled ‘“‘Washington’s farewell address”’, 
as a Senate document : report to accom- 
pany S. Res. 35.,  79-12513 

Autocorrelator for a radar/passive detec- 
tion system /, 79-11097 

Automated array assembly task, phase 1 ; 
final report /, 79-11197 

Auxiliary, bibliography of publications., 
79-12214 
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Available information materials on .solid 
waste management : total listing, 1966 to 
1978., 79-11415 

Avalanche handbook /, 79-10666 

Aviation : preclearance for entry into the 
United States : agreement between the 
United States of America and the 
Bahamas, extending application of the 
agreement of April 23, 1974, effected by 
exchange of notes dated at Nassau 
December 28, 1977 and January 10, 
1978., 79-12072 

Aviation : technical assistance : memoran- 
dum of agreement between the United 
States of America and Iran, signed May 
12 and June 9, 1977., 79-12095 

Aviation safety : joint hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
and the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... October 27, 1978., 79-12330 

Aviation statistics; airports, air carrier fleet, 
aircraft production, airmen, 79-12195, 
79-12196 

Aviation turbine fuels, 1976 /, 79-11493 

The awarding of attorneys’ fees in Federal 
courts : hearings before the Subcommit- 
tee on Courts, Civil Liberties, and the 
Administration of Justice of the Commit- 
tee on the Judiciary, House of Represen- 
tatives, Ninety-fifth Congress, first and 
second sessions ..., 79-12388 


Background information for the economic 
assessment of solvent fermentation 
processes., 79-11177 

Background notes, 79-12060, 79-12061 

Background notes. Ireland., 79-12060 

Background notes. Mali., 79-12061 

Background readings, 79-10911 

Ballistic resistance of police body armor., 
79-11880 

Bargaining calendar., 79-11891 

Baritone player /, 79-10967 

Barley origin, botany, culture, winter 
hardiness, genetics, utilization, pests /, 
79-10665 

Base structure annex to manpower require- 
ments report., 79-10910 

Basic sources in criminal justice : a 
selected bibliography /, 79-11868 

Basic substance abuse : counselor’s training 
course : individual counseling skills /, 
79-11721 

Bassoon player /, 79-10974 

Battery energy storage test (BEST) facility 
: phenomenological cell modeling : a tool 
for planning and analyzing battery testing 
at the BEST facility /, 79-11168 

Behavioral and neural sciences, 79-12038 

The behavioral foundations of neighbor- 
hood change /, 79-11743 





Better equipment maintenance and person- 
nel training needed to improve 
firefighting capability on Navy ships : re- 
port /, 79-11542 

A bibliography : on-farm grain storage and 
handling., 79-10757 

Bibliography of agricultural bibliographies., 
79-10758 

Bibliography of publications, 79-12214 

Bibliography of reports on research spon- 
sored by the NRC, Office of Nuclear 
Regulatory Research., 79-12271 

A bibliography of sources of experimental 
data leading to thermal properties of bi- 
nary aqueous electrolyte solutions /, 79- 
10811 

A bibliography on the search for extrater- 
restrial intelligence /, 79-12027 

A bibliography with abstracts of U.S. Army 
Engineer Waterways Experiment Station 
publications related to pavements /, 79- 
11024 

Bioassay of azobenzene for possible car- 
cinogenicity., 79-11649 

Bioassay of calcium cyanamide for possible 
carcinogenicity., 79-11656 

Bioassay of diazinon for possible car- 
cinogenicity., 79-11648 

Bioassay of dimethyl terephthalate for 
possible carcinogenicity., 79-11647 

Bioassay of phthalamide for possible car- 
cinogenicity., 79-11654 

Bioassay of phthalic anhydride for possible 
carcinogenicity., 79-11652 

Bioassay of sodium diethyldithiocarbamate 
for possible carcinogenicity., 79-11657 

Bioassay of (2-chloroethyl) trimethylam- 
monium chloride for possible  car- 
cinogenicity., 79-11651 

Bioassay of 6-nitrobenzimidazole for possi- 
ble carcinogenicity., 79-11646 

Bioassay of 2,4-diaminotoluene for possible 
carcinogenicity., 79-11655 

Bioassay of 2,4,5-trimethylaniline for possi- 
ble carcinogenicity., 79-11653 

Bioassay of 2,4,6-trichlorophenol for possi- 
ble carcinogenicity., 79-11650 

Biological and microbiological assessment 
of the upper Chattahoochee River basin, 
Georgia /, 79-11804 

Biological conversion of 
methane /, 79-11171 

Biological conversion of biomass to 
methane annual progress report for 
period June 1, 1976-May 31, 1977 /, 
79-11170 

The biological production of organic sol- 
vents from cellulosic wastes., 79-11178 

Biologicals., 79-10922 

Bispherical constrained lens antennas /, 
79-11094 

Black lung benefits act. Annual report on 
administration of the act., 79-11921 

Black lung benefits act of 1972; annual re- 
port on administration of the act, 79- 
11921 
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Black lung supplemental and oversight on 
HEW positions : hearing before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session : 
special hearing., 79-12309 

Blast furnance cast house emission control 
technology assessment /, 79-11432 

Blast tests of expedient shelters in the dice 
throw event /, 79-11322 

Blueprint reading and sketching /, 79- 
11044 

BMCS roadside safety inspections., 79- 
12175 

Boating safety training manual., 

Boiler efficiency improvement 
seminars /, 79-11260 

Books and pamphlets including serials and 
contributions to periodicals, 79-11933 

Borough of Beachwood, New Jersey, 
Ocean County., 79-11761 

Braille scores catalog, organ, 79-11935 

Brass group leader /, 79-10977 

Breads, cakes, and pies in family meals : a 
guide for consumers /, 79-10671 

Briefs of accidents involving aerial applica- 
tions operations, U. S. general aviation., 
79-12161 

Briefs of accidents involving air taxi opera- 
tions, U.S. general aviation, 79-12162 

Briefs of accidents involving alcohol as a 
cause/factor, United States general avia- 
tion., 79-12157 

Briefs of accidents involving amateur built 
(homebuilt) aircraft, U.S. general avia- 
tion, 79-12160 

Briefs of accidents involving amateur/home 
built aircraft, U. S. general aviation., 
79-12160 

Briefs of accidents involving commuter air 
carriers and on-demand air taxi opera- 
tions, U.S. general aviation., 79-12162 

Briefs of accidents involving  cor- 
porate/executive aircraft, U.S. general 
aviation., 79-12159 

Briefs of accidents involving midair colli- 
sions, U.S. general aviation., 79-12153 

Briefs of accidents involving missing air- 
craft, U.S. general aviation, 79-12158 

Briefs of accidents involving missing and 
missing later recovered aircraft, U.S. 
general aviation., 79-12158 

Briefs of accidents involving rotorcraft, 
U.S. general aviation., 79-12155 

Briefs of accidents involving turbine 
powered aircraft, U.S. general aviation., 
79-12154 

Briefs of accidents involving weather as a 
cause/factor, U.S. general aviation, 79- 
12156 

Briefs of aircraft accidents involving alchol- 
ic impairment of efficency and judge- 
ment as a cause/factor, U.S. general avia- 
tion, 79-12157 

Briefs of aircraft accidents involving cor- 
porate/executive aircraft, U.S. general 
aviation, 79-12159 
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Briefs of 
rotocraft, 
12155 

Briefs of aircraft accidents involving tur- 
bine powered aircraft, U.S. general avia- 
tion, 79-12154 

Briefs of fatal accidents involving weather 
as a cause/factor, U.S. general aviation., 
79-12156 

British air almanac, 79-11101 

Budget rescission bill, fiscal year 1979 : 
hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, Ninety-sixth Congress, 
first session /, 79-12297 

Budget rescission bill, fiscal year 1979 : re- 
port to accompany H.R. 2439., 79- 
12495 

Budget revisions : communication from the 
Director, Office of Management and 
Budget, Executive Office of the President 
wy 79-12469 

Budget views and estimates., 79-12422 

Building research at the National Bureau of 
Standards 1968-1974 /, 79-10813 

Building technology project summaries., 
79-10807 

Building trades, 79-11893 

Bulk carriers in the world fleet., 79-10828 

Bulletin index-digest system, 79-12127 

Bulletin of prosthetics research., 79- 
12224 

Bunda College of Agriculture : agreement 
between the United States of America 
and Malawi, signed at Lilongwe April 29, 
1976., 79-12088 

Buoy mooring selection guide for chain 
moorings : ocean engineering report., 
79-12209 

Bureau of Prisons youth and juvenile poli- 
cies : hearing before the Subcommittee 
on Courts, Civil Liberties, and the Ad- 
ministration of Justice of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... October 27, 1978., 79-12390 

Bureau of Radiological Health publications 
subject index., 79-11674 

Business use of your home /, 


aircraft 
USS. 


accidents involving 
general aviation, 79- 


79-12134 
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CAA statistical handbook of civil aviation, 
79-12197 

Cabbage insects : how to control them in 
the home garden /, 79-10668 

Camping facilities in areas administered by 
the National Park Service, 79-11856 

Camping in the national park system., 79- 
11856 

Canada., 79-11585 

Canadian vacation travel, 79-10830 

Canal Front Planning Unit., 79-10704 

Carcinogenic risk of lead-210 and poloni- 
um-210 in tobacco smoke : a selected, 
annotated bibliography /, 79-11327 

Card/tape writer /, 79-10982, 79-10983 
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an informal guide for 
professionals., 79- 


Career planning : 
federal personnel 
10875 

Carpentry and masonry specialist /, 79- 
10963 

Cases adjudged in the Supreme Court, 
79-11883 

Cashier training manual., 79-10661 

Catalog and quick index to taxpayer infor- 
mation publications /, 79-12138 

Catalog of aeronautical charts and related 
publications., 79-10849 

Catalog of copyright entries. Third series. 
Part |: Books and pamphlets including 
serials and contributions to periodicals., 
79-11933 

Catalog of copyright entries, Books, 79- 
11933 

Catalog of family planning materials., 79- 
11675 

Catalog of publications: bulletins, reports 
and releases, 79-11907 

Catalog of security equipment /, 79- 
10809 

Catalog of training courses., 

Catalysts for upgrading 
liquids.. 79-11231 

Cattle., 79-10733 

Cattle (Washington), 79-10733 

Cattle, sheep and goat inventory, 79- 
10733 

Causes and prevention of violence., 79- 
11559 

The causes of logging truck delays on two 
West Virginia logging operations /, 79- 
10690 

Census of Agriculture. v. 4. Special re- 
ports., 79-10765, 79-10766 

Census of manufactures., 79-11565 

Central receiver solar thermal power 
system : phase 1, CDRL item 2 : pilot 
plant preliminary design report., 79- 
11336 

Certification and operations of scheduled 
air carriers and helicopters, 79-12184 

Certification and operations of scheduled 
air carriers with helicopters, 79-12185 

CFR index and finding aids, 79-11594 

Chain and wire rope., 79-10923 

Changes in stratigraphic nomenclature by 
the U.S. Geological Survey., 79-11795 

Characteristics of major collective bargain- 
ing agreements., 79-11894 

Characteristics of persons with hyperten- 
sion, United States, 1974 /, 79-11689 

Characteristics of state plans for aid to 
families with dependent children under 
the Social security act titke IV-A : and 
for Guam, Puerto Rico, & Virgin Islands; 
old age assistance, aid to the blind, aid to 
the permanently & totally disabled, 
under titles I, X, XIV, and XVI (AABD) 
of the Social security act., 79-11614 

Characterization of sorbent resins for use 
in environmental sampling /, 79-11470 

A check list for evaluating materials., 79- 
11618 
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Chemical composition and deer browsing 
of red alder foliage /, 79-10696 

The chemical separation of boron isotopes 
/, 79-11328 

Chests, cases, packages, special containers, 
shipping and storage containers., 79- 
10924 

Chief Counsel: annual report, 
79-12125 

Child support., 79-12349 

Child welfare services training grants, 79- 
11734 

Children’s 
11849 

China, economic indicators : 
aid., 79-12052 

China : gross value of industrial output, 
1965-77 : a research paper., 79-12055 

China, the nonferrous metal industry in the 
1970s : a research paper., 79-12053 

Chinese periodicals in the Library of Con- 
gress /, 79-11934 

CHRIS: [chemical hazards response infor- 
mation system]., 79-12208 

Chronological narrative of the 1969-71 
Mauna Ulu eruption of Kilauea Volcano, 
Hawaii /, 79-11814 

Circulation in the Strait of Juan de Fuca : 
some recent oceanographic observations 
/, 79-10834 

Citizens service, 79-10859, 79-10860 

City of Castroville, Texas, Medina County., 
79-11763 

City of Hampton, Iowa, Franklin County., 
79-11765 

City of La Coste, Texas, Medina County., 
79-11770 

City of Lakeville, 
County., 79-11771 

City of Pittsburg, Kansas, Crawford Coun- 
ty., 79-11776 

City of Salem, Illinois, Marion County., 
79-11779 

City of Spring Park, Minnesoia, Hennepin 
County., 79-11780 

City of St. Peters, Missouri, St. Charles 
County., 79-11778 

City of Tonka Bay, Minnesota, Hennepin 
County., 79-11782 

City of Warren, Michigan, Macomb Coun- 
ty., 79-11783 

City of Wood River, 
County., 79-11784 

City of Woodway, Texas, McLennan Coun- 
ty., 79-11785 

Civil Aeronautics Authority reports, 79- 
10856, 79-10857 

Civil Aeronautics 
10856, 79-10857 

Civil rights and equal opportunity., 79- 
11576 

Civil service classification and salary laws : 
vol. Il, 87th through 95th Congress /, 
79-12229 

Civil service preference retirement, and sa- 
lary classification laws., 79-12229 

Clarinet player /, 79-10973 
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Cleaning up commingled uranium mill 
tailings : is Federal assistance necessary? 
: report /, 79-11517 

Clearinghouse Adell’s catalog of adult edu- 
cation projects., 79-i11624 

Coal and nuclear : a comparison of the 
cost of generating baseload electricity by 
region /, 79-12265 

Coal conversion systems 
book., 79-11372 

Coal-fired residential combustion equip- 
ment field tests, June 1977., 79-11437 

Coal mining equipment shipment survey /, 
79-11259 

Coal pipeline act : hearings before the Sub- 
committee on Public Lands _ and 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 707 ... S. 3046 ... May 17, 
25 and June 19, 1978., 79-12343 

Coal transportation study : final report /, 
79-11175 

Coastal zone wind energy : final report /, 
79-11333 

Code of Federal regulations. CFR index 
and finding aids., 79-11594 

Code of Federal regulations. [Title] 29. 
Labor., 79-11595, 79-11596, 79- 
11597 

Code of Federal regulations. [Title] 32. 
National defense., 79-11599, 79- 
11600, 79-11601, 79-11602 

Code of Federal regulations. [Title] 32A. 
National defense, appendix., 79-11598 

Code of Federal regulations. [Title] 33. 
Navigation and navigable waters., 79- 
11603 

Code of Federal 
Panama Canal., 79-11604 

Code of Federal regulations. [Title] 36. 
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11605 

Code of Federal regulations. 
Protection of environment., 
79-11607 

Code of Federal regulations. [Title] 49. 
Transportation [errata]., 79-11608 

Codification of Presidential proclamations 
and executive orders., 79-11609 

The codisposal of sewage sludge and refuse 
in the Purox system /, 79-11449 

Coils, reactors, suppressors, and transfor- 
mers /, 79-10925 

Cold storage summary, 79-10744 

Collecting rocks /, 79-11793 

Color removal from NSSC mill effluents by 
ultrafiltration /, 79-11457 
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The community analysis 
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Community systems program., 79-11144 
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of household goods., 79-10904, 79- 
10905, 79-10906 

Comparative growth in compensation for 
postal and other Federal employees since 
1970 : report to the Congress /, 79- 
11520 

A comparative study of Conroy and Monte 
Carlo methods applied to multiple 
quadratures and multiple scattering /, 
79-12004 

A comparison of atmospheric fluidized bed 
combustion conceptual designs for utility 
steam generation : interim report /, 79- 
11268 

Comparison of low-frequency noise levels 
of the Concorde supersonic transport 
with other commercial service airplanes 
/, 79-11967 

Comparison of sample designs for a popu- 
lation of farms /, 79-10736 

Comparison of the 3-5 micrometer and 8- 
12 micrometer regions for advanced 
thermal imaging systems : LOWTRAN 
revisited /, 79-11068 

A comparison of three flooding regimes 
Atchafalaya Basin, Louisiana /, 79- 
11425 

Comparison of wing-span averaging effects 
on lift, rolling moment, and bending mo- 
ment for two span load distributions and 
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79-11960 

Comparisons of models predicting ambient 
lake phosphorus concentrations /, 79- 
11428 

Compendium reports on oil shale technolo- 
gy /, 79-11478 

Compilation and analysis of State regula- 
tions for SO,, NOx, opacity, continuous 
monitoring and applicable test methods /, 
79-11412 
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grants : March 31, 1962 through Sep- 
tember 30, 1978 /, 79-10751 

Complex cepstrum processing of digitized 
transient calibration data for removal of 
echoes /, 79-11056 

Compliance, enforcement and reporting 
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and disclosure act., 79-11888 

Comprehensive employment and training 
act program models., 79-11926 

Comprehensive environment, health, and 
safety program report., 79-11125 
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information activities., 79-11143 

Comprehensive tax guide to U.S. civil ser- 
vice retirement benefits /, 79-12126 

A computational model for the prediction 
of jet entrainment in the vicinity of noz- 
zle boattails (The BOAT code) /, 79- 
12012 

Computer-aided industrial process design : 
the Aspen project /, 79-11287 

Computer model of two-dimensional solute 
transport and dispersion in ground water, 
79-11808 
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fare) /, 79-11099 

A computer program to plot isotherms in 
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A computerized automatic measuring 
system for calibration of underwater 
sound transducers /, 79-11074 

Concepts and methods for describing criti- 
cal phenomena in fluids /, 79-12018 

Conceptual design of an atmospheric 
fluidized-bed combustion electric power 
generating plant., 79-11348 

Condensed guide to chemical hazards., 
79-12208 

Confidentiality of alcohol and drug abuse 
patient records : a_ self-paced pro- 
grammed instructional course /, 79- 
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Congressional Budget Office publications., 
79-11586 

Congressional budget request., 79-11360 
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Consideration of stockpile legislation 
hearings before the Subcommittee on 
Military Construction and Stockpiles of 
the Committee on Armed Services, 
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gress, second session March 8, 9, 
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Considerations for adjustment assistance 
under the 1974 Trade act : a summary of 
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11662 
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Cost-effectiveness of 
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Cotton, manmade fiber staple, and linters, 
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tional and minority views., 79-12546 

Council on Wage and Price Stability exten- 
sion report together with additional, 
supplemental, and minority views to ac- 
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Dental instruments, equipment and sup- 
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policy : hearing before the Subcommittee 
on Military Construction and Stockpiles 
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79-12315 

Department of Defense pay practices for 
German nationals should be changed : 
report to the Senate Committee on Ap- 
propriations /, 79-11518 
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Senate, to accompany S. 210 ... together 
with additional and minority views., 79- 
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Department of Housing and Urban 
Development, and certain independent 
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79-12311 
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computer drawn instrument landing ap- 
proach display /, 79-11974 
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perturbation models from 
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Design guide for reducing transportation 
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report /, 79-11264 
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Developing a client based feedback system 
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sion test method for wall panels, /, 79- 
10815 

Development of coatings for corrosion ero- 
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11006 

Development of technology for controlling 
BOP charging emissions /, 79-11431 

Development work for an advanced coal 
gasification system for electric power 
generation from coal directed toward a 
commercial gasification generating plant 
: phase II /, 79-11225 

Developments in aging; a report of the Spe- 
cial Committee on Aging, United States 
Senate., 79-12551 

Developments in marketing spreads for 
food products in 1977 /, 79-10680 

DHEW health research principles /, 79- 
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11663 
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U.S.A. and Quebec, Canada 
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A directory of computer software applica- 
tions. Communications., 79-10831 
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school districts, and schools in selected 
school districts : school year 1976-1977., 
79-11610 

Directory of faculty development projects 
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and high school teachers., 79-11358 

Directory of governmental occupational 
safety and health personnel, 79-11700 

Directory of post offices, 79-12040 

A directory of research, development and 
demonstration projects, 79-12216 

Directory of the Labor Research Advisory 
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Statistics., 79-11916 

Disaster temporary housing program: ad- 
ministrative services., 79-11755 

Discrimination against minorities and 
women in pensions and health, life, and 
disability insurance., 79-10866 

Diseases of the gypsy moth., 79-10667 

Disposal of an integrated pulp-paper mill 
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Reservoir, Wyoming and Utah /, 79- 
11807 

Distribution of biomass and production for 
several northern woody species /, 79- 
10698 

DISTRIB I : an impurity redistribution 
computer program /, 79-10806 

Documents relating to the development of 
draft health research principles for the 
Department of Health, Education, and 
Welfare., 79-11640 

DOD “total force management’’—fact or 
rhetoric? : report to the Congress /, 79- 
11522 

Domestic housing and community develop- 
ment : issues for planning : study /, 79- 
11511 

Domestic policy review of solar energy., 
79-11346 

Domestic safeguards annual 
Congress, fiscal year 1978 /, 

Domestic technology transfer : 
options /, 79-12407 

Draft environmental impact statement: 
Subtitle C, Resource conservation and 
recovery act of 1976 (RCRA) /, 79- 
11485 

Drivers’ duties at railroad grade crossings, 
79-12221 

Drug abuse prevention films : a mulitcul- 
tural film catalog /, 79-11720 

Drug abuse treatment : hearings before the 
Select Committee on Narcotics Abuse 
and Control, House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-12398 

Drug education., 79-11567 

Drug regulation reform act of 1978 
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Drug use in industry /, 79-11726 
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packages., 79-12281 
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plants /, 79-11166 


report to 
79-12267 
issues and 


E 


Early operation experience on_ the 
ERDA/NASA 100 kW wind turbine /, 
79-11210 

Earth resources and drilling technology : 
hearings before the Subcommittee on 
Advanced Energy Technologies and 
Energy Conservation Research, Develop- 
ment, and Demonstration of the Commit- 


Do not order from index; see indicated entry 





tee on Science and Technology, U.S. 
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79-11282 

Earthquakes in the United States., 79- 
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Economic analysis, standby conservation 
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restrictions., 79-11394 
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between the United States of America 
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Board, 79-10856, 79-10857 
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States: March 1977 and 1976 [errata], 
79-10778 
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Effect of defoliation by the Douglas-fir tus- 
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ground-water levels in the Cowles unit, 
Indiana Dunes National Lakeshore, Indi- 
ana/, 79-11820 

Effects of upper surface modification on 
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Energy /, 79-11137 

Energy and environment annual report, 
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dices to  transportation-air quality 
planning guidelines., 79-11411 

Environmental quality control. Governmen- 
tal finances., 79-10767 

Environmental quality control. Governmen- 
tal finances and employment, 79-10767 

Environmental responsibility within the De- 
partment of Energy., 79-12410 

EPA research in fabric filtration : annual 
report on IERL-RTP inhouse program /, 
79-11468 





Epidemiology reports from the world press, 
79-12255 

Epidermal carcinogenicity of bis(w,3-epox- 
yclopenty!) ether, - 4 2-bis( p- 
glycidyloxphenyl) propane, and m-phen- 
ylenediamine in C3H and C47B/6 inbred 
male and female mice /, 79-11324 

Equal rights amendment extension 
hearings before the Subcommittee on the 
Constitution of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, second session, on S.J. 
Res. 134 ... August 2, 3, and 4, 1978., 
79-12392 

ERDA’s oceanographic program for the 
Mid-Atlantic Coastal region : workshop 
at Brookhaven National Laboratory, 
January 5-7, 1977 /, 79-11156 

Erosion protection for the AH-IG low 
radar cross-section main rotor blade /, 
79-11030 

Establishing a Select Committee on Com- 
mittees : report together with supplemen- 
tal views to accompany H. Res. 118., 
79-12488 

Establishing a Select Committee on Nar- 
cotics Abuse and Control report 
together with minority views to accom- 
pany H. Res. 13., 79-12497 

Establishing a Select Committee on Popula- 
tion : report together with minority views 
to accompany H. Res. 38., 79-12498 

Estimados de poblacion de Puerto Rico 


areas metropolitanas y municipios: lero. 


de Julio de 1971 
1976, 79-10798 
Estimates of the population of Connecticut 
counties and metropolitan areas: July 1, 
1976 (revised and 1977 (provisional), 
79-10799 

Estimates of the population of Puerto Rico 
municipios and metropolitan areas: July 
1, 1971 through July 1, 1976, 79-10798 

Estimates of the population of states, by 
age: July 1, 1977 and 1978, 79-10797 

Estimates of the population of states: July 
1, 1977 and 1978 (advance report), 79- 
10794 

Estimates of the population of the United 
States to December 1, 1978, 79-10796 

Estimates of the population of the United 
States to November 1, 1978, 79-10795 

Evaluation of a residential solar air heating 
and nocturnal cooling system /, 79- 
11169 

Evaluation of an all-glass, evacuated, tubu- 
lar, nonfocusing, nontracking solar col- 
lector array : first annual progress report 
for period July 1, 1976 - August 31, 
1977 /, 79-11172 

Evaluation of an extended aeration process 
for Skokomish salmon processing waste- 
water treatment /, 79-11454 

Evaluation of an injury reporting and infor- 
mation system (IRIS) for the solid waste 
management industry : final report /, 
79-11417 
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Evaluation of chlorinated hydrocarbon 
catalytic reduction technology /, 79- 
11442 

Evaluation of circulation control tail boom 
for yaw control /, 79-11040 

Evaluation of four novel fine particulate 
collection devices /, 79-11443 

Evaluation of performance of select fusion 
experiments and projected reactors /, 
79-11998 

Evaluation of physical chemical treatment 
at Rosemount /, 79-11450 

Evaluation of selected chemical processes 
for production of low-cost silicon, phase 
Il : silicon material task low-cost silicon 
solar array project., 79-11190 

Evaluation of several methods of applying 
sewage effluent to forested soils in the 
winter /, 79-10687 

Evaluation of the energy extension service 
pilot program : report to Congress., 79- 
11145 

Evaluation of three industrial particulate 
scubbers /, 79-11439 

Evaluation of treatment of alternatives to 
street crime., 79-11882 

Evaluation of trenchless sewer construction 
at South Bethany Beach, Delaware /, 
79-11438 

Evaluation of 232TH(n,n’), (n,2n) and 
(n,3n) cross sections /, 79-11308 

Evaluations of an electrochemical detector 
for trace concentrations of hydrazine 
compounds in air /, 79-11079 

Everglades National Park, Florida /, 79- 
11852 

Examination of financial statements, 
Panama Canal Company and Canal Zone 
Government., 79-12438 

Examination of organizational and policy 
actions of the Economic Development 
Administration : joint hearing before the 
Subcommittee on Economic Develop- 
ment and the Subcommittee on _ In- 
vestigations and Review of the Commit- 
tee on Public Works and Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, October 13, 
1978., 79-12406 

Excerpt from Vital statistics of the United 
States., 79-11692 

Exchange of medical information and shar- 
ing medical resources, 79-12424 

Expansion arts., 79-12031 

Experiment data report for instrumented 
fuel assembly IFA-226 /, 79-11289 

The experimental engineering section off- 
gas decontamination facility’s fractiona- 
tor column installation and _ per- 
formance /, 79-11301 

Experimental investigation of a submarine 
two-way communication system during a 
submerged antenna /, 79-11078 

Experimental investigation of a 0.15-scale 
model of an underfuselage normal-shock 
inlet /, 79-12001 
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Experimental investigation of outdoor 
propagation of finite-amplitude noise /, 
79-11990 

Experimental voting system supplement /, 
79-12238 

Experiments with a lime slurry in a stirred 
tank for the fixation of carbon-14-con- 
taminated CO2 from simulated HTGR 
fuel reprocessing off-gas /, 79-11299 

Exploratory investigation of the effect of 
porous surfaces on hypersonic turbulent 
boundary layers /, 79-11976 

Exploratory investigations of low Charpy-V 
upper shelf energy steels with irradiation 
/, 79-11067 

Export administration 
10855 

Export control regulations, 79-10855 

Export-Import Bank of the United States 
annual report., 79-12240 

Exports, time for a national policy 
hearings before the Subcommittee on In- 
ternational Economics of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, 
second session, August 30 and Sep- 
tember 29, 1978., 79-12337 

External youth opportunity program., 79- 
12169 


regulations., 79- 
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F.T.C. statistical report and 
acquisitions, 79-11500 

FAA air traffic activity., 79-12194 

FAA aircraft program data, feedback, 79- 
12202 

FAA catalog of 
12199 

FAA statistical handbook of aviation., 79- 
12197 

Fabricated 
10944 

Facility performance report., 79-12204 

Fact book. Statistical Information on 
highway safety., 79-12223 

Fact book of U.S. Agriculture /, 79-10657 

Fact sheet for part-time farmers 
gardeners., 79-10760 

Factbook - Bureau of Higher and Continu- 
ing Education., 79-11619 

Factors affecting supply, demand, 
prices of U.S. rice /, 79-10740 

Facts & figures on older Americans., 79 
11737 

Facts at your fingertips : a guide to sources 
of statistical information on major health 
topics., 79-11687 

Factual campaign information, 79-12230 

Farm population estimates for 1977 /, 79- 
10747 

FARS, fatal accident report system. Annual 
report., 79-12222 

Fatal accident report system, 79-12222 

Fatal accident reporting system. Annual re- 
port, 79-12222 

A fault-tolerant multiprocessor architecture 
for aircraft /, 79-11992 
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FCC common carrier statistics, 79-10864 

Feasibility of a fiber-optic communications 
link between a submarine and a towed 
buoy /, 79-11075 

Feasibility of combining linear theory and 
impact theory methods for the analysis 
and design of high speed configurations 
/, 79-12008 

Federal-aid highway relocation assistance 
and payment statistics., 79-12168 

Federal aid to States., 79-12139 

Federal aviation regulations. Part 11. 
General rule-making procedures, 79- 
12179 

Federal aviation regulations. Part 27. Air- 
worthiness standarcs, no™mal category 
rotorcraft., 79-12180 

Federal aviation regulations. Part 29. Air- 
worthiness standards, transport category 
rotorcraft., 79-12181, 79-12182 

Federal aviation regulations. Part 47. Air- 
craft registration., 79-12183 

Federal aviation regulations. Part 127. Cer- 
tification and operations of scheduled air 
carriers and helicopters., 79-12184, 
79-12185 

Federal aviation regulations. Part 135. Air 
taxi operators and commercial opera- 
tors., 79-12186 

Federal aviation regulations. 

aircraft 


Part 137. 
operations., 79- 


Agricultural 

12187 
Federal aviation regulations. Part 135. Air 

taxi operators and commercial operators 


of small aircraft, 79-12186 

The Federal budget for 1980 : hearings be- 
fore the Committee on Appropriations, 
House of Representatives, Ninety-sixth 
Congress, first session., 79-12300 

Federal Capital region planning and 
development : hearings before the Com- 
mittee on the District of Columbia, 
House of Representatives, Ninety-fifth 
Congress, second session ... February 22, 
23, and April 14, 1978., 79-12335 

The Federal coal mine health program., 
79-11708 

Federal Communications Commission re- 
ports, 79-10863 

Federal Communications Commission re- 
ports; decisions and reports of the 
Federal Communications Commission of 
the United States. Second series., 79- 
10861, 79-10863 

Federal Communications Commission re- 
ports; decisions and reports of the 
Federal Communications Commission of 
the United States. Secondseries., 79- 
10862 

The Federal Energy Regulatory Commis- 
sion : What it is ..., 79-11383 

The Federal fair housing enforcement ef- 
fort /, 79-10865 

The Federal insecticide, fungicide, 
rodenticide act 
11488 

Federal milk order market statistics, 79- 
10651 
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Federal milk order market statistics. An- 
nual summary., 79-10651 

Federal milk order market statistics; An- 
nual summary, 79-10651 

Federal outlays in Georgia, 

Federal outlays in Hawaii, 

Federal outlays in Illinois, 79-10879 

Federal outlays in Kansas, 79-10880 

Federal outlays in Louisiana, 79-10881 

Federal outlays in Maryland, 79-10882 

Federal outlays in Massachusetts, 79- 
10883 

Federal outlays in Michigan, 

Federal outlays in Minnesota, 

Federal outlays in Mississippi, 

Federal outlays in Missouri, 

Federal outlays in Montana, 

Federal outlays in Nebraska, 79-10889 

Federal outlays in Nevada, 79-10890 

Federal outlays in New Hampshire, 79- 
10891 

Federal outlays in New Jersey, 

Federal outlays in New Mexico, 79-10893 

Federal outlays in New York, 79-10894 

Federal outlays in North Carolina, 79- 
10895 

Federal 
10896 

Federal outlays in Ohio, 79-10897 

Federal outlays in Oklahoma, 79-10898 

Federal outlays in Oregon, 79-10899 

Federal plan for the acquisition of water 
data., 79-11790 

Federal Railroad Administration 
preview., 79-12176 

Federal recruiting., 79-10874 

Federal regulation of firearms and ammuni- 
tion., 79-12144 

Federal-state cooperative 
population  estimates., 
10799 

Federal supply schedule program guide., 
79-11591 

Feedback, 79-12202 

Feldspar and related minerals., 79-11842 

Field artillery cannon gunnery /, 79- 
10964 

A field investigation of noise reduction af- 
forded by insert-type hearing protectors 
/, 79-11712 

Final environmental st i 
Crooked River Planning Unit 
management plan., 79-10703 

Final environmental statement : 
National Forest 
Unit., 79-10704 

Final environmental statement : ten-year 
timber resource plan., 79-10705 

Final environmental statement related to 
the United Nuclear Corporation, Morton 
Ranch, Wyoming Uranium Mill 
(Converse County, Wyoming) /, 79- 
12269 

Final report : report /, 79-12446 

Final report on the Joint U.S.-U.S.S.R. test 
of the U.S. MHD electrode system in the 
U-02 facility - phase II (September 21 to 
September 27, 1976) /, 79-11236 
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Final report on thin film gallium arsenide 
for low cost photovoltaic solar energy 
conversion /, 79-11165 

Final State & local data elements., 79- 
12118 

Financial analysis of investment projects 
from the individual corporate perpec- 
tive., 79-12148 

Financial disclosure reports of members of 
the U.S. House of Representatives., 79- 
12436 

Financial status of major Federal acquisi- 
tions September 30, 1978 : report to the 
Congress /, 79-11544 

Financing municipal needs : joint hearing 
before the Subcommittee on Economic 
Growth and Stabilization and the Sub- 
committee on Fiscal and Intergovern- 
mental Policy of the Joint Economic 
Committee, Congress of the United 
States, Ninety-fifth Congress, first ses- 
sion, July 28, 1977., 79-12338 

Fine particle collection by a 
force/condensation scrubber 
demonstration /, 79-11434 

Firearm use in violent crime : 
bibliography /, 79-11870 

Firefighting, prevention, and forest fires., 
79-11555 

First budget rescission bill, fiscal year 1979 
: report together with views of the Com- 
mittee on the Budget and additional 
views to accompany H.R. 2439., 79- 
12543 

First public hearing of the President’s Com- 
mission on Coal., 79-12048 

Fiscal year budget estimates - St. Lawrence 
Seaway Development Corporation., 79- 
12215 

Fiscal year statistical bulletin, electric pro- 
gram, 79-10724 

Fiscal year statistical summary. Rural elec- 
trification program., 79-10724 

Fiscal year 1980, prospective international 
financial _institutions’ authorizations 
request : hearings before the Subcommit- 
tee on International Development Institu- 
tions and Finance of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, December 7 
and 8, 1978., 79-12321 

Fishery resources., 79-11859 

Fission product transport analysis., 79- 
12273 

Flammable fabrics., 79-12232 

Flammable fabrics report; annual report, 
79-12237 

Flanges, pipe., 79-10931 

Flash pyrolysis coal liquefaction process 
development /, 79-11235 

Flexible pavement design for airfields /, 
79-10902 

Flight services., 79-12201 

Flood insurance study Borough of 
Beachwood, New Jersey, Ocean County., 
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Flood insurance study : city of Castroville, 
Texas, Medina County., 79-11763 

Flood insurance study : city of Hampton, 
lowa, Franklin County., 79-11765 

Flood insurance study : city of La Coste, 
Texas, Medina County., 79-11770 

Flood insurance study : city of Lakeville, 
Minnesota, Dakota County., 79-11771 

Flood insurance study : city of Pittsburg, 
Kansas, Crawford County., 79-11776 

Flood insurance study : city of Salem, II- 
linois, Marion County., 79-11779 

Flood insurance study : city of Spring Park, 
Minnesota, Hennepin County., 79- 
11780 

Flood insurance study : city of St. Peters, 
Missouri, St. Charles County., 79- 
11778 

Flood insurance study : city of Tonka Bay, 
Minnesota, Hennepin County., 79- 
11782 

Flood insurance study : city of Warren, 
Michigan, Macomb County., 79-11783 

Flood insurance study city of Wood 
River, Illinois, Madison County., 79- 
11784 

Flood insurance study : city of Woodway, 
Texas, McLennan County., 79-11785 

Flood insurance study Kerr County, 
Texas, unincorporated areas., 79-11769 

Flood insurance study : town of Bartlett, 
New Hampshire, Carroll County., 79- 
11760 

Flood insurance study : town of Canterbu- 
ry, New Hampshire, Merrimack County., 
79-11762 

Flood insurance study : town of Hemp- 
stead, Nassau County, New York., 79- 
11767 

Flood insurance study : town of Holland, 
New York, Erie County., 79-11768 

Flood insurance study : town of Louise, 
Mississippi, Humphreys County., 79- 
11772 

Flood insurance study : town of Mander- 
son, Wyoming, Bighorn County., 79- 
11773 

Flood insurance study : town of Pembroke 
Park, Florida, Broward County., 79- 
11775 

Flood insurance study : town of Tilton, 
New Hampshire, Belknap County., 79- 
11781 

Flood insurance study 
Alton, Illinois, 
11764 

Flood insurance study : village of Hartford, 
Illinois, Madison County., 79-11766 

Flood insurance study village of New 
Richmond, Ohio, Clermont County., 
79-11774 

Flood insurance study : village of Roxana, 
Illinois, Madison County., 79-11777 

Flooding problems, Red River of the North 
: joint hearing before the Subcommittee 
on Investigations and Review and the 
Subcommittee on Water Resources of 


village of East 
Madison County., 79- 
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the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, September 30, 1978, at East Grand 
Forks, Minn., 79-12405 

Floor coverings, 79-10932 

Floriculture crops; production area and 
sales, intentions., 79-10743 

Flour milling products., 79-10768 

Flow structure and turbulent diffusion 
around a three-dimensional hill : fluid 
modeling study on effects of stratification 
/, 79-11465 

Flowers and foliage plants; production and 
sales, intentions, 79-10743 

Fluctuations of ground-water levels in Lee 
County, Florida., 79-11791 

Fluidized bed gas turbine experimental unit 
for MIUS applications., 79-11293 

Flute player /, 79-10971 

Folk recordings : selected from the Archive 
of Folk Song., 79-11937 

Food and Drug Administration 
directory., 79-11670 

Food for peace. Annual report on Public 
Law 480., 79-10681 

Food Stamp Program 
manual., 79-10661 

Food stamp redemptions : their impact on 
food sales by region, size, and kind of 
participating food stores, fiscal 1976 /, 
79-10679 

Foot-and-mouth disease : a foreign threat 
to U.S. livestock., 79-10660 

For the dignity of humanity : 2nd annual 
commemoration of Black history /, 79- 
10832 

Foreign indebtedness to the United States : 
hearing before the Subcommittee on 
Taxation and Debt Management 
Generally of the Committee on Finance, 
United States Senate, Ninety-sixth Con- 
gress, first session, February 5, 1979., 
79-12351 

Foreign investments., 

Foreign languages., 

Foreign military sales and 
assistance facts., 79-10901 

Forest insect conditions in 
Northwest, 79-10685 

Forest pest conditions in the 
Northwest., 79-10685 

Formerly utilized MED/AEC sites remedial 
action program : radiological survey of 
the E. I. DuPont DeNemours and Co., 
Deepwater, New Jersey : final report /, 
79-11122 

A Fortran program for computing the pol- 
lutant standards index (PSI) /, 79- 
11464 

Fossil energy program progress report for 
July 1978 /, 79-11317 

Fostering sex fairness in vocational educa- 
tion : strategies for administrators /, 79- 
11625 

Free and fair trade in procurement act of 
1978, S. 3284 : hearing before the Sub- 
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committee on Federal Spending Practices 
and Open Government of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-fifth Congress, 
session, on S. 3284 
1978., 79-12367 

The free jet as a simulator of forward 
velocity effects on jet noise /, 79-12003 

French horn player /, 79-10968 

Frequency-agile radar signal processing /, 
79-11055 

Fugitive emissions from integrated iron and 
steel plants /, 79-11441 

Full-scale laboratory drilling tests on sand- 
stone and dolomite : final report /, 79- 
11181 

Funds for study of U.S. foreign policy : re- 
port to accompany S. Res. 75., 79- 
12517 

Further improvements needed in investiga- 
tions of Medicaid frand and abuse in II- 
linois : report to the Congress /, 79- 
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Future of aging/impact of Jarvis-Gann 
hearing before the Subcommittee on 
Human Services of the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, second session ... 
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GAO manual for guidance of Federal agen- 
cies. Title 2. Accounting, 79-11504 

Gas cooled reactor technology : a bibliog- 
raphy /, 79-11345 

Gas generator research and development, 
TRI-GAS process., 79-11226 

Gaseous fission product 
storage at various 
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development program (189a OH 045) 
reprocessing development (Task 310) /, 
79-11315 
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York/New Jersey /, 79-11854 
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study /, 79-11252 
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General Accounting Office publications., 
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General considerations /, 79-11666 
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Geographical variation in the heating and 
cooling requirements of a typical single- 
family house, and correlation of these 
requirements to degree days [errata] /, 
79-10817 

Geological studies of the COST GE-1 well, 
United States South Atlantic Outer Con- 
tinental Shelf Area /, 79-11805 

Geophysics, astronomy, and space, 79- 
12254 

Georgia from space : an explanation of the 
NASA Landsat 1 satellite image color 
mosaic of the State of Georgia /, 79- 
11800 

Geothermal energy /, 79-11376 

Geothermal energy research and develop- 
ment : agreement between the United 
States of America and Mexico, signed at 
Mexico July 21, 1977., 79-12079 

Geothermal environmental impact assess- 
ment procedures for using fauna as 
biological monitors of potential geother- 
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Gloves, mittens, and sleeves., 79-10934 
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graphical output of DOT and ANISN 
fluxes and reaction rates /, 79-11298 
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The good news about energy., 79-12058 
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Government paper specification standards., 
79-12402 
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Grants for research on law and government 
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79-10670 
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publication /, 79-12136 

Guide for civilian employees incurring and 
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duty travel., 79-11410 
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Guide for the submission of unsolicited 
proposals., 79-11371 

A guide to basic law and procedures under 
the National labor relations act /, 79- 
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A guide to careers in LMSA /, 79-11887 

Guide to sources of statistical information 
on major health topics., 79-11687 

Guides To German records microfilmed at 
Alexandria, Va., 79-11593 
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Gulfport Harbor, Mississippi : communica- 
tion from the Secretary of the Army 
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wey 79-11019, 79-12453 
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Handbook of mammographic x-ray spectra 
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proach., 79-11732 
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/, 79-11316 
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terim handbook /, 79-11123 

Health care cost containment and other 
proposals., 79-12352 

Health Care Financing Administration 
rulings on medicare, medicaid, profes- 
sional standards review and related mat- 
ters., 79-11731 

Health care for older Americans : the 
“‘alternatives"’ issue : hearing before the 
Special Committee on Aging, United 
States Senate, Ninety-fifth Congress, first 
session ..., 79-12288 

Health effects of human exposure to bari- 
um in drinking water /, 79-11461 

Health hazard evaluation program needs 
improvement : report to the Congress /, 
79-11526 

Health planning reports subject index., 
79-11680 

Health services : agreement between the 
United States of America and Haiti, 
signed at Port-au-Prince, August 30, 
1977., 79-12086 

Health, United States., 79-11637 

Hearings on Veterans Administration con- 
ventional home loan guaranty and mobile 
home loan guaranty program : hearing 


experiments 





before the Subcommittee on Housing of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, regarding H.R. 
10268 and H.R. 11009, March 22, 
1978., 79-12420 

Heat exchanger method, ingot casting, 
fixed abrasive method, multi-wire slicing 
: Phase II : silicon sheet growth develop- 
ment for the large area silicon sheet task 
of the low cost silicon soiar array project 
/, 79-11194 

Heat transfer distributions induced by 
elevon deflections on swept wings and 
adjacent surfaces at Mach 6 /, 79- 
11950 

Heating oils, 1976 /, 79-11492 

Heavy methane-SF,tracer test conducted at 
the Savannah River plant, December 10, 
1975., 79-11214 

Helicopter mission optimization study /, 
79-12005 

Helicopter transmission vibration and noise 
reduction program /, 79-11038 

HIA hazard analysis report, unvented gas 
space heaters., 79-12233 

High income tax returns., 79-12120 

High mass flux coal gasifier extended run 
operations phase II program., 79-11233 

High school self-study program., 79- 
11925 

High temperature turbine technology pro- 
gram : phase I : topical report, low BTU 
combustor preliminary designs /, 79- 
11238, 79-11239 

Highway fatality statistics., 79-12218 

Highway statistics., 79-12170 

Home economics., 79-11584 

Home management tips to cut heating and 
cooling costs., 79-10759 

Horizontal ray curvature effects in basins, 
troughs, and near seamounts by use of 
ray invariants /, 79-11057 

Hospices and related facilities for the ter- 
minally _ ill selected bibliographic 
references /, 79-11686 

Hospital cost containment /, 79-12430 

Hospital cost containment : message from 
the President of the United States ..., 
79-12465 

Hospitals., 79-11563 

Hot dry Rock geothermal energy develop- 
ment project : annual report, fiscal year 
1977 /, 79-11278 

House of Representatives, Committee on 
Appropriations views and estimates on 
the budget proposed., 79-12298, 79- 
12299 

How onions are marketed /, 79-10677 

How to use the Central Files., 79-11384 

How WIC helps : eating for you & your 
baby., 79-10663 

HTGR fuel recycle program., 79-11248 

HTGR fuels and core development pro- 
gram., 79-11249 

HUD.-assisted housing maintenance hand- 
book, safety., 79-11758 
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HUD-independent agencies appropriations, 
1979 (H.R. 12936), 79-12311 

HUD’s FHA section 223(f) mortgage 
refinancing insurance program for mul- 
tifamily buildings : hearing before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, October 3, 1978., 79-12363 

HUD’s 312 low interest direct government 
rehabilitation loan program : hearing be- 
fore a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, October 5, 1978., 79- 
12362 

Human health effects of molybdenum in 
drinking water /, 79-11462 

Hybrid microelectronics for 
hydrophones., 79-11086 

Hydroelectric plant construction cost and 
annual production expenses. Annual sup- 
plement., 79-11388 

Hydrophone preamplifier optimization 
hybrid microelectronics for low-noise 
hydrophones /, 79-11086 

Hydrophone preamplifier optimization 
prediction of hydrophone self-noise by a 
noise model /, 79-11073 

Hygroscopic chemicals and the formation 
of advection warm fog : a numrical simu- 
lation /, 79-12016 

Hyperthermia as an antineoplastic treat- 
ment modality : proceedings of a sym- 
posium sponsored by Langley Research 
Center, Hampton, Virginia, and Eastern 
Virginia Medical School, Norfolk, Vir- 
ginia, January 28, 1978 /, 79-12023 


low-noise 
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Identification of probable automotive fuels 
composition 1985-2000 executive 
summary /, 79-11274 

Identification of unresolved safety issues 
relating to nuclear power plants : report 
to Congress., 79-12266 

Image ability of collimators in nuclear 
medicine : supplementary collimator date 
for rectilinear scanners /, 79-11672 

Imaging ability of collimators in nuclear 
medicine /, 79-11671 

Immunofluorescence methods in virology /, 
79-11715 

Impact evaluation in vocational education : 
the state of the art /, 79-11630 

Impact of advanced maintenance data and 
task oriented training technologies on 
maintenance, personnel, and training 
systems /, 79-11108 

The impact of labor-management relations 
upon selected Federal personnel policies 
and practices : a survey and assessment /, 
79-12043 

Impact of motorcycle helmet 
Colorado /, 79-12219 

impact tests on fibrous composite sandwich 
structures /, 79-11964 
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Implementation Division 
12172 

Improvements needed in the Corps of En- 
gineers’ regulatory program for protect- 
ing the nation’s waters., 79-11505 

Improvements to the FATOLA computer 
program including nosewheel steering : 
supplemental instruction manual /, 79- 
11973 

Improving soils with organic wastes., 79- 
10648 

Improving the Federal court library system 
: report and recommendations submitted 
to the Judicial Conference of the United 
States /, 79-11885 

Increased cereal crops : agreement between 
the United States of America and Mali, 
signed at Bamako, May 13, 1977., 79- 
12085 

Index-catalogue of medical and veterinary 
zoology, 79-10756 

Index-catalogue of medical and veterinary 
zoology. Supplement., 79-10756 

Index of active registered investment com- 
panies under the investment company act 
of 1940 and related investment advisers, 
principal underwriters, sponsors (i.e. 
depositors) and underlying companies., 
79-12105 

Index of patents issued from the United 
States Patent and Trademark Office., 
79-10824 

Index of patents issued from the United 
States Patent Office, 79-10824 

Index of supply catalogs and supply 
manuals (excluding types 7, 8, and 9), 
79-10990 

Index to the GAO review., 79-11547 

Index to the reports and documents of 
Congress with numerical lists and 
schedule of volumes, 79-11549 

Indexgen, index term generation heuristics : 
software documentation /, 79-11292 

Indian tribes, Alaskan native villages, allo- 
cation listing by country, 79-12115 

Indian tribes and Alaskan native villages 
entitlements., 79-12115 

Indium phosphide/cadmium sulfide thin- 
film terrestrial solar cells /, 79-11146 

Indonesia : post report., 79-12063 

Industrial application of fluidized-bed com- 
bustion : superheated steam boiler /, 
79-11270 

Industrial application of fluidized-bed com- 
bustion—phase 1/, 79-11257 

Industrial energy efficiency improvement 
program, 79-11368, 79-11369 

Industrial illumination., 79-11701, 79- 
11705 

Industrial technology : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
governmental policy and innovation in 
the semiconductor and computer indus- 
tries ... October 30, 1978., 79-12331 

Industrial ventilation., 79-11704 
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Seminar on Large 
: executive 


Industry/Government 
Space Systems Technology 
summary /, 79-11989 

Industry wage survey, women’s and misses’ 
dresses, August 1977 /, 79-11892 

Information policy : public laws from the 
95th Congress for the United States 
House of Representatives /, 79-12372 

Information policy issues relating to con- 
tractor data and administrative markings 
: hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, September 18, 
1978., 79-12364 

Information statement for applicants and 
grantees model projects on aging; Older 
Americans act, Title III, section 308., 
79-11735 

Initial results of the NAVSTAR GPS NTS- 
2 satellite /, 79-11095 

Initial simulation and control system studies 
of the MIUS coal-fired turbine experi- 
ment /, 79-11294 

Initial State & local data elements., 79- 
12119 

Injuries associated with skateboards 
(Product Code 1333) /, 79-12234 

Injuries associated with small objects /, 
79-12235 

Injury experience in the metallic mineral 
industries., 79-11931 

Injury experience in the nonmetal indus- 
tries (except stone and coal), 79-11930 

Injury experience in the nonmetallic 
mineral industries, except stone and 
coal., 79-11930 

Innovation in public transportation, 79- 
12216 

Inorganic species in water : ecological sig- 
nificance and analytical need : a litera- 
ture review /, 79-11421 

Inspection and appraisal of coal mine 
refuse banks and associated impound- 
ments : letter from the Secretary of the 
Army transmitting a letter from the Chief 
of Engineers ..., 79-11018, 79-12510 

Instructions for mailers, 79-12041 

Instruments for measuring nursing practice 
and other health care variables /, 79- 
11696 

Insulation sleeving, electrical., 79-10937 

Integrated pest management, from concept 
to reality : remarks /, 79-ii414 

Interagency training calendar of courses, 
79-12044 

Interagency training catalog of courses., 
79-12044 

Intergovernmental fiscal assistance 
message from the President of the United 
States ..., 79-12464 

Interim report on accelerated/abbreviated 
test methods, study 4 of task 3 
{encapsulation) of the low-cost silicon 
solar array project for the period April 1, 
1976 through October 24, 1977 /, 79- 
11218 
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Internal revenue bulletin. Cumulative bul- 
letin, 79-12127 

Internal revenue cumulative bulletin., 79- 
12127 

Internal Revenue Service tax information 
publications., 79-11573 

International coal technology summary 
document /, 79-11261 

International oil developments. Statistical 
survey., 79-12051 

International sugar 
1979., 79-12355 

International summaries : a collection of 
selected translations in law enforcement 
and criminal justice /, 79-11879 

Interstate Commerce Commission’s report 
to the President and the Congress. Effec- 
tiveness of the act. Amtrak., 79-11863 

Introduction to industrial hygiene engineer- 
ing and control (552) sound., 79- 
11703 

Introduction to industrial hygiene engineer- 
ing and control (552) : industrial illu- 
mination., 79-11705 

Introduction to industrial hygiene engineer- 
ing and control (552) : industrial ventila- 
tion., 79-11704 

Introduction to industrial hygiene engineer- 
ing and control (552) : introduction to 
industrial hygiene engineering and con- 
trol., 79-11701 


Stabilization act of 


Introduction to industrial hygiene engineer- 
: nonionizing and 


ing and control (552) 
ionizing radiation., 79-11702 

Introduction to industrial hygiene engineer- 
ing and control (552) : thermal stress., 
79-11706 

An introduction to the application of Feyn- 
man path integrals to sound propagation 
in the ocean /, 79-11058 

Inventory of agricultural 
10754, 79-10755 

Inventory of Federal statistical programs 
relating to older persons /, 79-11736 

Inventory report on real property owned by 
the United States throughout the world, 
79-11589 

Investigation of an aluminum rolling helix 
crash energy absorber /, 79-11031 

Investigation of an aluminum rolling helix 
crash energy absorber [erratum] /, 79- 
11032 

Investigation of test methods, material pro- 
perties, and processes for solar cell en- 
capsulants /, 79-11200 

Investigation of the assassination of Martin 
Luther King, Jr. : hearings before the 
Select Committee on Assassinations of 
the U.S. House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-12319 

Investigation of the assassination of Pre- 
sident John F. Kennedy : hearings before 
the Select Committee on Assassinations 
of the U.S. House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-12318 
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Investigation of tire-pavement interaction 
during maneuvering /, 79-12171 

Investment adviser directory., 79-12106 

Investment guaranties : agreement between 
the United States of America and Ban- 
gladesh, effected by exchange of notes, 
dated at Dacca, January 17 and 20, 
1975, with related letters., 79-12084 

Invitational Well-Testing Symposium 
proceedings, October 19-21, 1977, 
Berkeley, California., 79-11281 

Iran, a country study /, 79-10996 

Iran and world oil supply : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
sixth Congress, first session ..., 79- 
12347 

Ireland, 79-12060 

Irrigation efficiency 
volume 2/, 79-11789 

Is quiet possible at the Dudley home?, 79- 
11398 

Is the AV-8B Advanced Harrier aircraft 
ready for full-scale development? : report 
to the Congress /, 79-11546 

Isabelle : a 400 x 400 gev proton-proton 
colliding beam facility/, 79-11158 

Issues concerning Air Force KC-10A ad- 
vanced tanker/cargo aircraft : report to 
the Congress /, 79-11543 


a_ bibliography 


J 


Jacks and plugs., 79-10938 

Jacksonville, Florida, metropolitan area, 
79-11904 

Jazz., 79-12032 

Jazz/folk music, 79-12032 

Jobs tax credit : joint hearings before the 
Subcommittee on Administration of the 
Internal Revenue Code of the Committee 
on Finance and the Select Committee on 
Small Business, United States Senate, 
Ninety-fifth Congress, second session, 
July 18 and 26, 1978., 79-12353 

The Joint economic report., 79-12548 

Joint NIOSH/OSHA current intelligence 
bulletin., 79-11714 

Joint travel regulations. Volume 1. Mem- 
bers of the uniformed services: Army, 
Navy, Marine Corps, Air Force, Coast 
Guard, National Oceanic and At- 
mospheric Administration Corps, Public 
Health Service., 79-10903 

Joint travel regulations. Volume 2. Depart- 
ment of Defense civilian personnel, 79- 
10904, 79-10905, 79-10906 

Journal of research of the National Bureau 
of Standards, 79-10812 

Journal of research of the National Bureau 
of Standards. Section A. Physics and 
chemistry., 79-10812 
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Kerr County, Texas, unincorporated areas., 
79-11769 





Key issues in U.S.-U.S.S.R. scientific 
exchanges and technology transfers 
hearings before the Subcommittee on 
Domestic and International Scientific 
Planning, Analysis, and Cooperation of 
the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, October 4, 5, 1978., 79-12414 

A kinetics investigation of several reactions 
involving chlorine containing compounds 
/, 79-11991 

A knowledge development plan for youth 
initiatives, fical 1979 /, 79-11924 
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Labor, 79-11595, 79-11596, 79-11597 

The Labor Department should reconsider 
its approach to employment security au- 
tomation : report to the Congress /, 79- 
11531 

Labor-management relations., 79-11554 

Labor offices in the United States and 
Canada., 79-11920 

Laboratories and related apparatus., 79- 
10939 

Land reclamation program annual report., 
79-11148 

Large multiengine airplanes, 79-12191 

Larry E. Meierotto nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-sixth Congress, first session 
February 22, 1979., 79-12348 

Laser-velocimeter surveys of merging vor- 
tices in a wind tunnel : complete data 
and analysis /, 79-11952 

Laser-zone growth in a_ ribbon-to-ribbon 
(RTR) process : silicon sheet growth 
development for the large area silicon 
sheet task of the low cost silicon solar 
array project /, 79-11196, 79-11215 

Late Cenozoic deposits, landforms, stratig- 
raphy, and tectonism in Kittitas Valley, 
Washington /, 79-11817 

Launch and mission operations status bul- 
letin., 79-11945, 79-11946 

Launch vehicle effluent measurements dur- 
ing the May 12, 1977, Titan III launch at 
Air Force Eastern Test Range /, 79- 
11971 

Lawn insects : 
10669 

Least developed countries; economic 
characteristics and stake in North-South 
issues : a research paper., 79-12054 

Legal Services Corporation oversight 
hearing before the Subcommittee on 
Courts, Civil Liberties, and the Adminis- 
tration of Justice of the Committee on 
the Judiciary, House of Representatives, 
Ninety-fifth Congress, second session ... 
May 22, 1978., 79-12389 

Leggings, socks, and related items., 79- 
10940 
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Legislation to revise and recodify Federal 
criminal laws : hearings before the Sub- 
committee on Criminal Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first and second sessions, on H.R. 6869 
wey 7179-12385 

Legislative activities report of the Commit- 
tee on Foreign Relations, United States 
Senate., 79-12549 

Legislative and administrative reform 
hearings before the Select Committee on 
Assassinations of the House of Represen- 
tatives, Ninety-fifth Congress, second ses- 
sion ..., 79-12320 

Legislative record of the Committee on 
Ways and Means, U.S. House of 
Representatives., 79-12427 

Levels and distribution of environmental 
plutonium around the Trinity site /, 79- 
11490 

Libby reregulating dam power 
Kootenai River, Montana, design 
memorandum 1, general design 
memorandum, phase I : communication 
from the Secretary of the Army trans- 
mitting the Corps of Engineers’ phase I 
design memorandum ..., 79-11020, 
79-12454 

Library science., 79-11566 

Library services for the blind and physi- 
cally handicapped : a bibliography, 1968- 
1978 /, 79-11936 

Light list., 79-12211, 
12213 

Lights, general purpose /, 79-10941 

Limestone and lime neutralization of fer- 
rous iron acid mine drainage /, 79- 
11429 

Liming acid soils /, 79-10760 

Lindenmeier, 1934-1974 : concluding re- 
port on investigations /, 79-12110 

Liquefied energy gases : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session ..., 
79-12328 

Liquid phase methanation pilot plant instal- 
lation and operation /, 79-11347 

List of Bureau of Mines publications and 
articles, with subject and author index., 
79-11831 

List of chemical compounds, authorized for 
use under USDA inspection and grading 
programs., 79-10659 

List of chemical compounds authorized for 
use under USDA Meat, poultry, rabbit, 
and egg products inspection programs, 
79-10659 

List of GAO publications, 79-11548 

List of journal articles by Bureau of Mines 
authors, 79-11831 

List of publications issued by the Bureau of 
Mines, with subject and author index, 
79-11831 

Listing of aircraft accidents/incidents by 
make and model, U.S. civil aviation., 
79-12152 
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Literature on court unification : an an 
notated bibliography /, 79-11876 

Lithology and subdivisions of the Jurassic 
stump formation in southeastern Idaho 
and adjoining areas /, 79-11813 

Littoral gammaridean Amphipoda from the 
Gulf of California and the Galapagos 
Islands /, 79-12108 

Livestock slaughter, annual summary., 79- 
10734 

Living on a few acres, 79-10650 

Living with our environment, 79-11788 

Local housing authority management guide. 
Controlling utility consumptions and 
costs., 79-11745 

Local housing authority management guide. 
Low-pressure boiler plants., 79-11746 

Local housing authority management guide. 
Maintenance, electrical facilities., 79- 
11749 

Local housing authority management guide. 
Maintenance, Maintenance of cathodic 
protection systems., 79-11748 

Local housing authority management guide. 
Mantenance [i.e. maintenance], inspec- 
tion of the physical plant., 79-11747 

Long pulse tokamak operation., 79-11130 

Longitudinal methods as a tool for evaluat- 
ing vocational education /, 79-11629 

Longshoremen’s and harbor workers’ com- 
pensation act amendments of 1978 
hearing before the Committee on Human 
Resources, United States Senate, Ninety- 
fifth Congress, second session, on §S. 
2020 ... September 28, 1978., 79-12373 

Los Angeles-Long Beach, California 
metropolitan area, 79-11898 

Low-cost silicon solar array project., 79- 
11185 

Low cost silicon solar array project : silicon 
materials task establishment of the 
feasibility of a process capable of low- 
cost, high volume production of silane 
(Step I) and the pyrolysis of silane to 
semiconductor-grade silicon (step II) /, 
79-11188 

Low NOx combustion concepts for ad- 
vanced power generation systems firing 
low-BTU gas /, 79-11433 

Low-pressure boiler plants, 79-11746 

LSSA project : low-cost silicon solar array., 
79-11185 

Lubrication and fuel dispensing equipment 
/, 79-10942 

Lumber grade yields for graded aspen logs 
and trees /, 79-10692 

The Lyon Station-Paulins Kill nappe : the 
frontal structure of the Musconetcong 
nappe system in eastern Pennsylvania 
and New Jersey /, 79-11811 
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Machine tool accessories., 79-10943 
Magnetic fusion energy quarterly report /, 
79-11353 
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Maintenance and repair parts consumption 
planning guide for contingency opera- 
tions : helicopter, cargo transport: CH- 
54B /, 79-10985 

Maintenance, _ electrical 
11749 

Maintenance inspection of the physical 
plant, 79-11747 

Maintenance, maintenanace of cathodic 
protection systems, 79-11748 

Maintenance training simulators at Air 
Force technical training centers : present 
and potential use /, 79-11111 

Major Federal equal employment opportu- 
nity programs for the private sector 
should be consolidated : report /, 79- 
11529 

Mali, 79-12061 

Management, a continuing bibliography 
with indexes., 79-11985 

Management, a continuing literature survey 
with indexes, 79-11985 

Management information control. Register 
of approved recurring management infor- 
mation requirements., 79-11002 

A management system for occupational 
safety and health programs for academic 
research laboratories : an administrative 
resource guide /, 79-11707 

Mandatory deposits on beverage con- 
tainers, oversight hearing before the 
Subcommittee on Transportation and 
Commerce of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session ... August 10, 1978., 79- 
12380 


facilities, 79- 


79-11694 
report., 79- 


Manpower a change in course, 


Manpower 
10909 
Manpower research and development pro- 
jects, 79-11923 

Manual of Navy enlisted manpower and 
personnel classifications and occupa- 
tional standards., 79-11048 

Manufacturers’ shipments of office furni- 
ture, 79-10773 

Mapping, charting, and geodesy : agree- 
ment between the United States of 
America and Indonesia, signed at Jakarta 
October 21, 1977., 79-12078 

March 15 report of the Committee on 
Ways and Means to the House Budget 
Committee., 79-12431 

Marine Corps food service 
Sept. 6, 1974., 79-11104 

Marine safety manual. Volume 7. Master 
index., 79-12210 

The marine toad, Bufo marinus : a natural 
history resume of native populations /, 
79-12109 

Marital and family characteristics of wor- 
kers, March 1977 /, 79-11912 

Maritime manual of standard alleged viola- 
tion clements /, 79-11919 

Marketing in Ecuador, 79-10853 

Materials and Molecular Research Division 
annual report., 79-11283 
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Materials relating to health care cost con- 
tainment and other proposals /, 79- 
12352 

Materials relating to the March 15th report 
of the Committee on Ways and Means to 
the House Budget Committee on the 
fiscal year 1980 budget /, 79-12429 

McGuire Nuclear Station, Units 1 and 2, 
Duke Power Company., 79-12262 

Measurement assurance for gage blocks /, 
79-10818 

Measurement techniques and applications 
of charge transfer to aerospace research 
/, 79-11965 

Measurements and analysis of the CRBR 
inconel-stainless steel radial shield ex- 
periment /, 79-11321 

Measuring the attitudes and awareness of 
environmental education camp users /, 
79-10693 

Meat and poultry inspection manual., 79- 
10731 

Meat and poultry inspection regulations, 
79-10729 

Meat and poulty inspection regulations., 
79-10729 

Meat animals, 79-10735 

Meat animals; production, disposition, in- 
come., 79-10735 

Meat animals, farm production, disposition, 
and income by States; revised estimates, 
79-10735 

Mechanical Engineering Department quar- 
terly report /, 79-11351 

Medal of Honor recipients, 1863-1978 
“In the name of the Congress of the 
United States’ /, 79-12423 

Medical care of acute conditions, United 
States, 1973-1974 /, 79-11690 

Medical, nursing and osteopathic school 
admissions policy relating to abor- 
tions/sterilization., 79-11697 

Meeting - Federal Advisory Council on Re- 
gional Economic Development., 79- 
10763 

Members of the uniformed services, 79- 
10903 

Mental health planning 
bibliography /, 79-11685 

Mergers and industrial concentration 
hearings before the Subcommittee on 
Antitrust and Monopoly of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-fifth Congress, second 
session ..., 79-12396 

Metal bioaccumulation in 
aquatic invertebrates : 
/, 79-11423 

Metal materials, ores, minerals, and alloys., 
79-10945 

Meteorological analysis of the Johnstown, 
Pennsylvania, flash flood, 19-20 July 
1977 /, 79-10836 

Meteorological cooperation agreement 
between the United States of America 
and Iran, signed at Tehran, November 
26, 1977., 79-12099 
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A method for predicting full scale buffet 
response with rigid wind tunnel model 
fluctuating pressure data /, 79-11996 

Methodologies for valuation of agricultural 
crop yield changes : a review /, 79- 
11459 

A methodology for post-EIS 
(environmental impact statement) moni- 
toring /, 79-11798 

A methodology for the selection of interac- 
tive computer services /, 79-10810 

Miami, Florida, metropolitan area, 79- 
11897 

Mica., 79-11846 

Microfilm cartridge cross reference, 79- 
11042 

Microfilm cartridge to technical manual by 
aircraft, 79-11042 

Microstructural effects in abrasive wear., 
79-11182 

Mikhailov stability criterion for 
dalayed systems /, 79-11978 

Military assistance and foreign military 
sales facts (DLC) 72625845, 79-10901 

Military construction appropriations for 
1980 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sixth 
Congress, first session /, 79-12303 

Military history., 79-11560 

Military personnel level procedures., 79- 
10997 

Military personnel office level procedures 
in/out processing., 79-10998 

Military publications index of supply 
catalogs and supply manuals (excluding 
types 7,8, and 9)/, 79-10990 

Military requirements report, 79-10909 

Milwaukee : public attitudes about crime /, 
79-11878 

The mineral 
11835 

Mineral resources of the United States, 
79-11832, 79-11833 

Minerals in the economy of Arkansas., 
79-11836 
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by the Committee on Foreign Affairs : 
report to accompany H. Res. 98., 79- 
12482 

Providing funds for the expenses of in- 
vestigations and studies to be conducted 
by the Committee on House Administra- 
tion : report to accompany H. Res. 87., 
79-12477 

Providing funds for the expenses of in- 
vestigations and studies to be conducted 
by the Committee on Merchant Marine 
and Fisheries : report to accompany H. 
Res. 132., 79-12505 

Providing funds for the expenses of in- 
vestigations and studies to be conducted 
by the Committee on Public Works and 
Transportation : report to accompany H. 
Res. 91., 79-12479 

Providing funds for the expenses of in- 
vestigations and studies to be conducted 
by the Committee on Rules : report to H. 
Res. 130., 79-12494 

Providing funds for the expenses of in- 
vestigations and studies to be conducted 
by the Committee on Small Business : re- 
port to accompany H. Res. 45., 79- 
12475 


79-11606, 


of H.R. 
H. Res. 


of H.R. 
H. Res. 





Providing funds for the expenses of in- 
vestigations and studies to be conducted 
by the Committee on Standards of Offi- 
cial Conduct : report to accompany H. 
Res. 111., 79-12489 

Providing funds for the expenses of in- 
vestigations and studies to be conducted 
by the Committee on the District of 
Columbia : report to accompany H. Res. 
112., 79-12490 

Providing funds for the expenses of in- 
vestigations and studies to be conducted 
by the Committee on Ways and Means : 
report to accompany H. Res. 88., 79- 
12478 

Providing funds for the expenses of in- 
vestigations and studies to be conducted 
by the Permanent Select Committee on 
Intelligence: report to accompany H. 
Res. 96., 79-12481 

Providing funds for the expenses of in- 
vestigations and studies to be conducted 
by the Select Committee on Aging : re- 
port to accompany H. Res. 128., 79- 
12504 

Providing funds for the expenses of the 
Committee on House Administration to 
provide for computer services for the 
House of Representatives : report to ac- 
company H. Res. 129., 79-12493 

Providing funds for the expenses of the in- 
vestigations and study of welfare and 
pension plans to be conducted by the 
Committee on Education and Labor : re- 
port to accompany H. Res. 114., 79- 
12491 

Psychopharmacology abstracts., 

PTOLEMY, a program for heavy-ion 
direct-reaction calculations /, 79-11149 

Public broadcasting financing act of 1978 : 
hearings before the Subcommittee on 
Communications of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 11100, H.R. 
12021, and H.R. 12073 ... April 18, 19, 
and 20, 1978., 79-12382 

Public debt limit, 1979 : hearing before the 
Subcommittee on Taxation and Debt 
Management Generally of the Committee 
on Finance, United States 
Ninety-sixth Congress, first 
February 6, 1979., 79-12350 

Public defender programs : a 
bibliography /, 79-11873 

Public Health Service grants and awards, 
79-11644 

Public works 
propriations, 
12312 

Public works for water and power develop- 
ment and energy research appropriations 
for fiscal year 1979 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session., 
79-12312 


79-11717 


Senate, 
session, 


selected 


and energy 
1979 (H.R. 


research ap 
12928), 79- 
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Publication - Savannah River Laboratory., 
79-11213 

Publications - Pacific Southwest Forest and 
Range Experiment Station., 79-10686 

Publications - Small Business Administra- 
tion., 79-12104 

Publications; a catalog and 
10764 

Publications catalog - Interstate Commerce 
Commission., 79-11862 

Publications list - Coastal 
Research Center (CERC) 
Erosicn Board (BEB)., 

Publications of the 
Statistics., 79-11907 

Publications of the National Institute of 
Law Enforcement and Criminal Justice : 
a comprehensive bibliography /, 79- 
11874 

Publications of the Southern Forest Experi- 
ment Station., 79-10684 

Publishing by the Office of Solid Waste 
Management Programs, fiscal 
1968-1976 /, 79-11416 

Puerto Rico Nuclear Center annual report., 
79-11164 

Pulse analysis of acoustic emission signals /, 
79-11988 

Pumice and volcanic cinder., 


index, 79- 


Engineering 
and Beach 
79-11025 

Bureau of Labor 


years 


79-11843 

PWR steam generator chemical cleaning /, 
79-11275 

Pyrogenic activity of carbon-filtered waters 
/, 79-11463 


Q 


A quality classification system for young 


hardwood trees : the first step in predict- 
ing future products /, 79-10688 

Quality of rivers of the United States; 
based on the National Stream Quality 
Accounting Network (NASQAN)., 79- 
11826 

Quarterly report - Council on Wage and 
Price Stability, 79-12059 

Quarterly report of foreign and domestic 
developments affecting energy., 79- 
11494 

A quarterly report of the Council on Wage 
and Price Stability., 79-12059 

Quieting in the home /, 79-11408 


R 


Radiation level assessment of the Dresden- 
1 decontamination pilot loop /, 79- 
11271 

Radiation protection 
degrees., 79-11357 

Radiological emergency response planning : 
handbook for Federal assistance to State 
and local governments., 79-12260 

Rail system investment analysis : analysis of 
investment projects from the railroad in- 
dustry perspective /, 79-12149 


enrollments and 
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Rail system investment analysis : financial 
analysis of investment projects from the 
individual corporate perspective /, 79- 
12148 

Railroad accident investigation reports., 
79-12178 

Railroad accident reports, brief format., 
79-12163, 79-12164, 79-12165, 79- 
12166 

Rancho Seco building wake effects on at- 
mospheric diffusion /, 79-12275 

Range and livestock : agreement between 
the United States of America and Niger, 
signed at Niamey September 26, 1977., 
79-12077 

Range resolution of targets using automatic 
detectors /, 79-11071 

RARE II : final environmental statement 
roadless area review and evaluation., 
79-10706 

Rates, constants, and kinetics formulations 
in surface water quality modeling /, 79- 
11424 

Raw wasteload characteristics of the hard- 
board industry /, 79-11452 

Reactor primary coolant system pipe rup- 
ture study method for detection of sen- 
sitization in stainless steel /, 79-12274, 
79-12278, 79-12280 

A reader’s guide for parents of children 
with mental, physical, or emotional disa 
bilities /, 79-11677 

The readiness of U.S. Air Forces in Eu- 
rope—selected aspects and issues : 
to the Congress /, 79-11539 

Real property leased to the United States 
throughout the world; inventory report, 
79-11590 

Recent RANN reports (OCoLC )4038750, 
79-12036 

Recent research reports., 79-12036 

Reconnaissance evaluation of 
resources for hydraulic coal mining, 
Grand Hogback coal field, Garfield and 
Rio Blanco Counties, Colorado /, 79- 
11827 

Recordkeeping for a small business /, 79 
12133 

Regional cold storage holdings; 
summary., 79-10744 

Regional metamorphism in the Condrey 
Mountain quadrangle, North-central 
Klamath Mountains, California /, 79- 
11815 

Register of approved 
ment information 
11002 

Register of commissioned and warrant of- 
ficers of the United States Navy and 
reserve officers on active duty., 79- 
11049 

Register of Navy officers on active duty., 
79-11049 

Register of the commissioned and warrant 
officers of the United States Navy and 
Marine Corps and reserve officers on ac- 
tive duty, 79-11049 


report 


water 


annual 


recurring manage 
requirements., 79- 
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Regulation development calendar., 79- 
11409 

Regulatory analysis, standby gasoline ra- 
tioning plan., 79-11393 

Regulatory water quality monitoring : a 
systems perspective /, 79-11474 

Rehabilitation financing handbook 
{errata]., 79-11757 

Reliability considerations for a coal-fired 
modular integrated utility system /, 79- 
11295 

Remote sensing : acquisition of satellite 
data memorandum of understanding 
between the United States of America 
and India, signed at New Delhi January 
3, 1978, with related note., 79-12073 

Remote terminal plotter controller /, 79- 
11085 

Rent supplement status reports, by section; 
by name and location of each project., 
79-11744 

Renwick Gallery of the National Collection 
of Fine Arts., 79-12113 

Repeal of notice requirement under the 
Right to financial privacy act of 1978 : 
report to accompany S. 37., 79-12516 

Report, Budget Committee : report of the 
Committee on the Budget, U.S. Senate, 
as prescribed by section 301(b) of the 
Congressional budget and impoundment 
control act of 1974., 79-12450 

Report of the Board of Consultants of the 
National War College., 79-10900 

Report of the Committee on Armed Ser- 
vices pursuant to section 302(b) of the 
Congressional budget act of 1974., 79- 
12439 

Report of the Committee on Education and 
Labor /, 79-12484 

Report of the Committee on Interstate and 
Foreign Commerce to the House Com- 
mittee on the Budget pursuant to Section 
301(c) of the Congressionai budget act., 
79-12374 

Report of the Committee on Public Works 
and Transportation pursuant to section 
302(b) of the Congressional budget act 
of 1974., 79-12441 

Report of the NIAID Task Force on 
Virology : abridged summary and recom- 
mendations., 79-11641 

Report of the president of the Commodity 
Credit Corporation., 79-10726 

Report of the Secretary of the Senate., 
79-12449 

Report of the Select Committee on Con- 
gressional Operations, U.S. House of 
Representatives and the Committee on 
Rules and Administration, U.S. Senate, 
identifying court proceedings and actions 
of vital interest to the Congress., 79- 
12334 

Report of the Select Committee on Con- 
gressional Operations, U.S. House of 
Representatives, pursuant to House 
Resolution 420, Ninety-Fifth Congress, 
identifying court prc. sedings and actions 
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of vital interest to the Congress, 79- 
12334 

Report of the Senate Committee on Com- 
merce, Science, and Transportation to 
the Senate Committee on the Budget /, 
79-12327 

Report of the Subpanel on High Energy 
Physics Manpower of the High Energy 
Physics Advisory Panel to the U.S. De- 
partment of Energy., 79-11133 

Report of the TSCA Interagency Testing 
Committee to the Administrator, En- 
vironmental Protection Agency., 79- 
11406 

Report on allocation of budget totals by 
program : report of the Committee on 
Government Operations pursuant to sec- 
tion 302(b) of the Congressional budget 
act of 1974., 79-12440 

Report on audit of stores inventory activi- 
ties., 79-11370 

Report on BWR control rod drive mechani- 
cal failures : technical activity B-48 /, 
79-12264 

Report on erroneous, misleading, or decep- 
tive advertising practices., 79-12421 

Report on monetary policy for 1979 : re- 
port together with supplemental views 
and dissenting views., 79-12502 


Report on subcommittees of budget totals 
agreed to in second concurrent resolu- 
tion on the budget (H. Con. Res. 683) 
for fiscal year 1979 /, 


79-12473 

Report on the activities of the Ad Hoc 
Select Committee on the Outer Con- 
tinental Shelf of the House of Represen- 
tatives during the Ninety-fifth Congress /, 
79-12444 

Report on the activities of the Committee 
on Armed Services, United States 
Senate., 79-12508 

Report on the activities of the Committee 
on Education and Labor., 79-12442 

Report on the activities of the Select Com- 
mittee on Aging, U.S. House of 
Representatives., 79-12445 

Report on the Concept Review Committee 
recommendations for proof-of-principle 
alternate concept programs., 79-11131 

Report on the effectiveness of the Rail pas- 
senger service act of 1970 (Public law 
91-518), 79-11863 

Report to Congress: comprehensive pro- 
gram & plan for Federal energy educa- 
tion, extension & information activities, 
79-11143 

Report to Congress on the economic im- 
pact of energy actions., 79-11382 

Report to the Committee. on the Budget 
from the Committee on Veterans’ Affairs 
submitted pursuant to section 301 of the 
Congressional budget act of 1974 on the 
budget., 79-12419 

Report to the Committee on the Budget, 
views and estimates of the Committee on 
Interior and Insular Affairs, House of 
Representatives together with minority 
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views submitted pursuant to Section 301 
of the Congressional budget act of 1974 
on the budget proposed, 79-12383 

Report to the Congress on coastal zone 
management., 79-10838 

Report to the President /, 79-11350 

Report to the President and the attorney 
general of the National Commission for 
the Review of Antitrust Laws and 
Procedures., 79-12047 

Reported morbidity & mortality in the 
United States, 79-11699 

Reports of the United States Board of Tax 
Appeals, 79-11884 

Reports of the United States Tax Court., 
79-11884 

Reports: register of approved recurring re- 
ports., 79-11002 

Representations of local time of the day for 
information interchange /, 79-10819 

Representatives of universal time, local 
time differentials, and Uited States time 
zone references for information  in- 
terchange /, 79-10820 

Research and development activites : waste 
fixation program /, 79-11330 

Research and development centers and re- 
gional educational laboratories 
strengthening and stabilizing a national 
resource : final report of the Panal for 
the Review of Laboratory and Center 
Operations., 79-11633 

Research and development in enhanced oil 
recovery : final report /, 79-11266 

Research and development projects., 79- 
11923 

Research and development projects - U.S. 
Department of Labor, Employment and 
Training Administration, 79-11923 

Research and development report no. 114., 
79-11229 

Research, demonstration, training, and fel- 
lowship awards, April-September FY 
1977., 79-11480 

Research highlights., 79-11486 

Research in progress, 79-11003 

Research in progress. Chemistry, biological 
sciences, engineering sciences, metallur- 
gy and materials science., 79-11003 

Research relating to children; bulletin., 
79-11622 

Research study on bis(chlorometnyl)ether 
formation and detection in selected work 
environments /, 79-11710 

Resolution disapproving deferral of budget 
authority, Department of Commerce 
(National Oceanic and Atmospheric Ad- 
ministration) : report together with views 
of the Committee on the Budget to ac- 
company S. Res. 50., 79-12542 

Resource conservation and recovery : cur- 
rent reports., 79-11418 

Resource recovery technology : an imple- 
mentation seminar workbook., 79- 
11419 


Resources for Tesol teaching /, 79-10761 





Resources in women’s educational equity : 
non-print media and materials /, 79- 
11623 

Results of national household fire survey /, 
79-12236 

Retirement, work, and lifelong learning : 
hearing before the Special Committee on 
Aging, United States Senate, Ninety-fifth 
Congress, second session ..., 79-12289 

Reuse of historically and architecturally 
significant railroad stations for transpor- 
tation and other community needs 
documentation, analysis, evaluation /, 
79-12147 

Reuse of municipal wastewater and 
development of new _ technology— 
emphasis and direction needed : report /, 
79-11508 

Revenue act of 1978 : hearings before the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, second 
session, on H.R. 13511 ..., 79-12354 

Review of deferrals : communication from 
the Comptroller General of the United 
States ..., 79-12457, 79-12470 

A review of methods for the integration of 
reliability and design engineering /, 79- 
11250 

Review of rescissions and deferrals : com- 
munication from the Comptroller 
General of the United States ..., 79- 
12467 

A review of the economics of selected pas- 
sive and hybrid systems /, 79-11341 

Revised Nice agreement concerning the in- 
ternational classification of goods and 
services for the purposes of the registra- 
tion of marks : message from the Pre- 
sident of the United States ..., 79-12231 

Revised proceedings of the Department of 
Energy’s solar update : four regional con- 
ferences highlighting the objectives, 
plans, and experience of the National 
Commercial Solar Heating and Cooling 
Demonstration Program, and the Na- 
tional Solar Data Program, July 1978, 
Atlanta, San Francisco, Chicago, Boston 
/, 79-11118 

Revised rescission : message from the Pre- 
sident of the United States ..., 79-12468 

Revised uranium-plutonium cycle PWR and 
BWR models for the origen computer 
code /, 79-11304 

A revised version of SLIDES : a program 
to draw slides and posters /, 79-11290 

Rhodesia : hearings before the Committee 
on Foreign Relations, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... March 5 and 7, 1979., 79-12359 

River-quality assessment of the Willamette 
River Basin, Oregon, 79-11797 

RLPORINC, the RELAP4/MODS interface 
to ORINC /, 79-11297 

Roadless area review and evaluation., 79- 
10706 

Robinsons Branch of the Rahway River at 
Clark, Scotch Plains, and Rahway, New 





June 1979 


Jersey : communication from the Secre- 
tary of the Army transmitting a Corps of 
Engineers report ..., 79-11021, 79- 
12455 

Rocks and mineral resources of the Wolf 
Creek area, Lewis and Clark and 
Cascade Counties, Montana /, 79- 
11794 

The role of bubble-size equilibration in the 
transient behavior of fission gas /, 79- 
11152 

The role of the States in energy /, 79- 
11116 

The role of vocational education in the Na- 
tion’s economic development /, 79- 
11626 

Roller to separator contact forces and cage 
to shaft speed ratios in roller bearings /, 
79-12000 

Root River, Minnesota : communication 
from the Secretary of the Army trans- 
mitting a Corps of Engineers report ..., 
79-11022, 79-12452 

The rotary combustion engine : a candidate 
for general aviation : a symposium held 
at Lewis Research Center, Cleveland, 
Ohio, February 28, 1978., 79-12024 

Rotocraft, gliders & balloons, 79-12192 

Rotor wake effects on hub/pylon flow /, 
79-11037 

Rules and regulations - Federal Communi- 
cations Commission. Part 95. Citizens 
radio service., 79-10859, 79-10860 

Runaway youth, 79-11733 

Rural development  perspectives., 79- 
10749 

Rural Electrification Administration (REA) 
forms and bulletins., 79-11569 

Rural electrification program, 79-10724 


S 


S. Res. 555 and S. Res. 556 to disapprove 
pending ship claims settlements under 
Public Law 85-804 : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, September 14, 1978., 
79-12314 

Safety evaluation report by the Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, in the 
matter of Tennessee Valley Authority, 
Sequoyah Nuciear Plant, Units 1 and 2, 
docket nos. 50-327 and 50-328., 79- 
12259, 79-12262, 79-12268 

Safety on stairs /, 79-10816 

Saginaw, Michigan, metropolitan area, 
79-11901 

Sailing directions (enroute) for Nova 
Scotia, and the St. Lawrence., 79- 
10916 

Sailing directions (enroute) for the east 
coast of the U.S.S.R., 79-10917 

Sailing directions for South America 
volume 1, east coast from Venezuelan 
border to and including Rio de la Plata., 
79-10913 
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Sailing directions for the east coast of Aus- 
tralia : Sydney to Cape York, including 
islands in the Coral Sea., 79-10914 

Sailing directions for the southeast coast of 
Australia : Cape Northumberland to Port 
Jackson, including Tasmania., 79-10915 

Sailing directions for west coast of Green- 
land, Kap Farvel to Kap Morris Jesup., 
79-10912 

Sales and other dispositions of assets /, 
79-12130 

Sales of lubricating and industrial oils and 
greases., 79-10774 

SALT II : toward a more secure world., 
79-10762 

Santa Clara, California, community center, 
commercial solar demonstration design 
and construction report /, 79-11334 

Santa Fe River and Arroyo Mascaras at 
and in the vicinity of Santa Fe, New 
Mexico : letter from the Secretary of the 
Army transmitting a letter from the Chief 
of Engineers ..., 79-11023, 79-12511 

Satellite power system (SPS) program sum- 
mary., 79-11134 

Saxophone player /, 79-10975 

SBA programs and authorizations : report 
together with separate views and dissent- 
ing views to accompany H.R. 90., 79- 
12499 

School enrollment, 
characteristics of 
1977, 79-10781 

Science experiments and projects., 79- 
11580 

Science policy 
12408 

Scientific affairs, 79-12244 

Second Eastern Gas Shales Symposium /, 
79-11286 

Second public hearing of the President's 
Commission on Coal., 79-12049 

Second report on intrauterine contracep- 
tive devices /, 79-11669 

Seismic engineering program report., 79- 
11799 

Select list - National Audiovisual Center., 
79-11592 

Selected current acquisitions., 
79-11008, 79-11009 

Selecting sites for monitoring 
suspended particulates /, 79-11402 

Semi-annual report of collections under 
Title 1, P.L. 480 sales agreements, 79- 
12140 

Semi-annual statistical summary. 
electrification program, 79-10724 

Semiannual report of oceanographic data 
exchange., 79-10841 

Semiannual report of the director of Selec- 
tive Service; to the Congress of the 
United States pursuant to the Military 
selective service act., 79-12284 

Semiconductor grade, solar silicon purifica- 
tion project /, 79-11216, 79-11217 

Seminar report on the public hearing 
process for nuclear power plants, June 
26-27, 1978., 79-12270 


and economic 
October 


social 
students: 


: a working glossary /, 79- 


79-11007, 


total 


Rural 
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Senate campaign information., 79-12230 

Senate debate on the Panama Canal trea- 
ties : a compendium of major statements, 
documents, record votes and relevant 
events /, 79-12358 

Sensitivity analysis of the HAARM-3 code 
/, 79-12276 

Sensitized photoelectrolysis of water with 
sunlight /, 79-11183 

Sequoyah Nuclear Plant, Units 1 and 2., 
79-12259 

SERI., 79-11339 

Serials supplement, 

Serve storm environments : 
final report /, 79-11948 

Seymour Lipton, aspects of sculpture /, 
79-12112 

Shaft collars and hub clamps /, 

Shafts /, 79-10950 

Shallow water acoustics : summary report 
(first phase) /, 79-11072 

Sheep production research at the U.S. 
Sheep Experiment Station, Dubois, 
Idaho., 79-10753 

Shielding gasket, electronic., 79-10952 

Shipments of defense-oriented industries., 
79-10776 

Short term bioassay and bioassay chemistry 
of materials related to synthetic fossil 
fuels compilation of ORNL papers 


79-11550 
a Skylab EREP 


79-10951 


presented at the Symposium on Applica- 
tion of Short-Term Bioassays in the Frac- 
tionation and Analysis of Complex En- 
vironmental Mixtures, Williamsburg, Vir- 


ginia, 
11312 

SIDPERS user manual : Standard Installa- 
tion/Division Personnel System : military 
personnel office level procedures., 79- 
10997, 79-10998 

Sight reduction tables for air navigation., 
79-10918, 79-10919 

Signal Corps correspondence courses, 79- 
10992 

Significance of delta ferrite content to 
fatigue crack growth 
austenitic stainless steel weld deposits /, 
79-11080 

Significant achievements in the planetary 
geology program, 1977-1978 /, 79- 
12013 

Significant provisions of State unemploy- 
ment insurance laws., 79-11929 

Silicon halide-alkaii metal flames as a 
source of solar grade silicon., 79-11203 

Silicon materials task of the low cost solar 
array project, (Phase II) : effect of impu- 
rities and processing on silicon solar cells 
/, 79-11187 

Silicon Schottky photovoltaic diodes for 
solar energy conversion /, 79-11288 

A simple means of updating the SRIF filter 
when the state equations are in triangular 
form /, 79-11084 

A simulator study of the interaction of pilot 
workload with errors, vigilance, and deci- 
sions /, 79-11953 


February 21-23, 1978 /, 79- 
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Simulators for maintenance training ; some 
issues, problems and areas for future 
research /, 79-11109 

Single-engine airplanes, 79-12189 

The Skylab $191 spectrometer experiment 
: analysis of data and their applications 
to the earth sciences /, 79-11949 

Slicing of silicon into sheet material : sil- 
icon sheet growth development for the 
large area silicon sheet task of the low 
cost silicon solar array project /, 79- 
11195 

Small Business Administration publications, 
79-12104 

Small business investment : hearings before 
the Subcommittee on Consumer Protec- 
tion and Finance of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 10717, H.R. 
13032, H.R. 13765, and identical bills ... 
September 27 and 28, 1978., 79-12378 

Small business issues and priorities., 79- 
12417 

Small multiengine airplanes, 79-12190 

Social decision-making for high con- 
sequence, low probability occurences /, 
79-11460 

Social, economic, and health characteristics 
of older American Indians, 79-11737 

Social Security Administration should im- 
prove its recovery of overpayments made 
to retirement, survivors, and disability in- 
surance beneficiaries : report to the Con- 
gress /, 79-11532 

Social security administrative law judges : 
survey and issue paper /, 79-12428 

Social Security beneficiaries in 
metropolitan areas., 79-11613 

Social security handbook : retirement in- 
surance, survivors insurance, disability 
insurance, health insurance, supplemen- 
tal security income, black lung benefits., 
79-11615 

Soil survey of Boyd County, Nebraska /, 
79-10708 

Soil survey of Chesterfield County, Virginia 
/, 79-10709 

Soil survey of Elbert, Franklin, and Madis- 
on Counties, Georgia /, 79-10710 

Soil survey of Furnas County, Nebraska /, 
79-10711 

Soil survey of Hardin and Larue Counties, 
Kentucky /, 79-10712 

Soil survey of Hempstead County, Arkan- 
sas /, 79-10713 

Soil survey of Hood and Somervell Coun- 
ties, Texas /, 79-10714 

Soil survey of Johnson County, Kansas /, 
79-10715 

Soil survey of Kiowa County, Oklahoma /, 
79-10716 

Soil survey of Knox County, Texas /, 79- 
10717 

Soil survey of Lyon County, Minnesota /, 
79-10718 

Soil survey of 
Washington /, 


Pierce 
79-10719 


County area, 
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Soil survey of Sac County, lowa /, 79- 
10720 

Soil survey of Union County, Illinois /, 
79-10721 

Soil survey of Warrick County, Indiana /, 
79-10722 

Soil survey of Williams County, Ohio /, 
79-10723 

Solar energy agreement between the 
United States of America and Saudi 
Arabia, signed at Riyadh October 30, 
1977., 79-12076 

Solar energy commercialization for African 
countries /, 79-11255 

Solar energy commercialization for Europe- 
an countries /, 79-11256 

Solar energy system description document : 
Loudoun County site : site ID 033, PON 
2157., 79-11344 

Solar energy system description document : 
Scattergood School : site ID 009, PON 
2249., 79-11343 

Solar heating and cooling /, 79-11375 

Solar heating and cooling demonstration 
project summaries., 79-11139 

Solar industrial process hot water as used 
to cure concrete blocks .../, 79-11184 

Solar radiation data sources, applications, 
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Statistical analysis of fugitive emission 
change due to refinery expansion /, 
79-11447 


Air — Pollution — Montana — Anaconda — 

Measurement. 

Airborne measurements of a copper 
smelter plume in Montana : the 
Anaconda Company, Anaconda, Mon- 
tana, October 1-December 9, 1976 /, 
79-11466 


Air — Pollution — Periodicals. 
Annual report - Air Resources At- 
mospheric Turbulence and Diffusion 

Laboratory., 79-10851 


Air — Pollution — South Carolina — 
Measurement. 
Heavy methane-SF,tracer test conducted 
at the Savannah River plant, 
December 10, 1975., 79-11214 


Air — Pollution — United States. 
16 air and water pollution issues facing 
the nation : appendix to report : report 
to the Congress /, 79-11506 
Air — Pollution — United States — 
Measurement. 
Energy-related air quality monitoring in 
the Western energy resource develop- 
ment area /, 79-11473 


Air — Pollution — United States — States. 
State implementation plan emission regu- 
lations for nitrogen oxides : fuel com- 
bustion /, 79-11405 


Air — Pollution — Virginia. 
The 1977 surface ozone study of eastern 
Virginia /, 79-11980 


Air — Pollution — Washington, D.C. — 
Measurement — Periodicals. 


The NRL air quality data., 79-11100 


Air Pollution — Matheinatical models. 
A Fortran program for computing the 
pollutant standards index (PSI) /, 79- 
11464 


Air conditioning. 

Design, development, and demonstration 
of a promising intergated appliance : 
phase I, design : final report /, 79- 
11338 

Air filters. 

EPA research in fabric filtration : annual 
report on IERL-RTP inhouse program 
/, 79-11468 





Air heaters. 

Support testing and design study evalua- 
tion of regenerative air heaters /, 79- 
11237 

Air lines — Accounting. 

Uniform system of accounts and reports 
for certified air carriers in accordance 
with section 407 of the Federal avia- 
tion act [errata]., 79-10827 

Air lines — Certification — Laws and 
legislation — United States. 

Certification and operations of scheduled 
air carriers with helicopters, 79- 
12185 


Federal aviation regulations., 79-12185 


Air lines — Certification — United States — 
Periodicals. 
Certification and operations of scheduled 
air carriers and helicopters, 79-12184 


Federal aviation regulations., 79-12184 


Air-pilot guides — United States. 
Aeronautical information publication, 
79-12200 


AIP, aeronautical information publica- 
tion., 79-12200 


United States of America AIP, aeronauti- 
cal information  publication., 79- 
12200 


Air pilots. 
A simulator study of the interaction of 


pilot workload with errors, vigilance, 
and decisions /, 79-11953 


U.S. Customs guide for private flyers /, 
79-12122 


Air pilots — Germany, West. 

Air force personnel training : agreement 
between the United States of America 
and the Federal Republic of Germany, 
signed at Bonn and Washington, May 
24 and July 6, 1977., 79-12080 


Air pilots — Legal status, laws, etc. — 
United States. 
Air taxi operators and commercial opera- 
tors, 79-12186 


Federal aviation regulations., 79-12186 


Air power — Bibliography. 


Air power and warfare /, 79-11115 


Air quality — United States — Periodicals. 
Steam-electric plant air and water quality 
control data; summary report., 79- 
11385 


Air quality — United States — Statistics — 
Periodicals. 


Air quality data., 79-11484 


Air quality — Washington, D.C. — 
Periodicals. 
The NRL air quality data., 79-11100 


Air quality management — United States. 
Appendices to transportation-air quality 
planning guidelines., 79-1141! 
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Environmental Protection Agency appen- 
dices to  transportation-air quality 
planning guidelines., 79-11411 


Particulate and sulfur dioxide emission 
control costs for large coal-fired 
boilers/, 79-11403 


Air quality monitoring stations — United 
States. 
Selecting sites for monitoring total 
suspended particulates /, 79-11402 
Air quality monitoring stations — 
Washington, D.C. — Periodicals. 
The NRL air quality data., 79-11100 


Air Resources Atmospheric Turbulence and 
Diffusion Laboratory. 
Annual report - Air Resources At- 
mospheric Turbulence and Diffusion 
Laboratory., 79-10851 


Air-to-air rockets. 

Defense : production of AIM-9L Side- 
winder air-to-air missile agreement 
between the United States of America 
and the Federal Republic of Germany, 
signed at Washington February 14, 
1975., 79-12067 


Air traffic control — United States — 
Handbooks, manuals, etc. 
Flight services., 79-12201 


Air traffic control — United States — 
Statistics — Periodicals. 


FAA air traffic activity., 79-12194 


Air-turbines. 
Early operation experience on_ the 
ERDA/NASA 100 kW wind turbine /, 
79-11210 


Preliminary results of the large experi- 
mental wind turbine phase of the na- 
tional wind energy 
11207 


Synchronization of the ERDA-NASA 
100 kW wind turbine generator with 
large utility networks /, 79-11208 


program /, 79- 


Air warfare — Bibliography. 


Air power and warfare /, 79-11115 


Aircraft gas-turbines. 
Engine evaluation of advanced technolo- 
gy control components /, 79-11028 


Aircraft industry — Switzerland. 

Offset for F-S aircraft purchases 
memorandum of understanding 
between the United States of America 
and Switzerland, signed at Washington 
and Bern July 2 and 9, 1975., 79- 
12068 


Airpianes — Airworthiness. 

Large multiengine airplanes, 79-12191 
79-12189 
79-12190 


Type certificate data sheets and specifi- 
cations., 79-12189, 79-12190, 79- 
12191 


Single-engine airplanes, 


Small multiengine airplanes, 
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Airplanes — Control surfaces. 
Control-surface hinge-moment calcula- 
tions for a high-aspect-ratio supercriti- 
cal wing /, 79-11956 
Airplanes — Fuel. 
Electrostatic charging of JP-4 fuel on 
polyurethane foams /, 79-11081 


Airplanes — Handling characteristics. 
A method for predicting full scale buffet 
response with rigid wind tunnel model 
fluctuating pressure data /, 79-11996 


Airplanes — Jet propulsion — Air intakes. 
Experimental investigation of a 0.15- 
scale model of an underfuselage nor- 
mal-shock inlet /, 79-12001 


Airplanes — Landing. 
Description and preliminary studies of a 
computer drawn instrument landing 
approach display /, 79-11974 


Airplanes — Motors — Congresses. 

The rotary combustion engine : a can- 
didate for general aviation : a symposi- 
um held at Lewis Research Center, 
Cleveland, Ohio, February 28, 1978., 
79-12024 


Airplanes — Motors — Cylinders — 
Mathematical models. 
Numerical procedure to determine 
geometric view factors for surfaces oc- 
cluded by cylinders /, 79-11969 


Airplanes — Motors — Specifications. 
Aircraft engines & propellers, 79-12193 


Type certificate data sheets and specifi- 
cations., 79-12193 


Airplanes — Noise. 
Aircraft noise and the market for re- 
sidential housing : empirical results for 
seven selected airports /, 79-12150 


Airplanes — Piloting — Study and teaching 
— Catalogs. 
FAA catalog of training courses., 79- 
12199 


Airplanes — Registration and transfer — 
United States — Periodicals. 
Aircraft registration, 79-12183 


Federal aviation regulations., 79-12183 


Airplanes — Specifications. 


Large multiengine airplanes, 79-12191 


79-12189 
79-12190 


Type certificate data sheets and specifi- 
cations., 79-12189, 79-12190, 79- 
12191 


Airplanes — Taxiing. 

Briefs of accidents involving commuter 
air carriers and on-demand air taxi 
operations, U.S. general aviation., 79- 
12162 


Airplanes — Turbine-propeller engines. 
Aerodynamic design amd performance 
testing of an advanced 30°swept, eight 


Single-engine airplanes, 


Small multiengine airplanes, 
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Airplanes — Wings — Design and 
construction. 

Study of advanced composite structural 
design concepts for an arrow wing su- 
personic cruise configuration /, 79- 
11987 


Airplanes — Wings, Canard. 
Effect of camber on the trimmed lift 
capability of a close-coupled canard- 
wing configuration /, 79-11959 


bladed propeller at 
from 0.2 to 0.85 /, 


Airplanes — Wings, Delta. 

Analytical studies of separated vortex 
flow on highly swept wings /, 79- 
11994 

Airplanes — Wings, Triangular. 

Feasibility of combining linear theory 
and impact theory methods for the 
analysis and design of high speed con- 
figurations /, 79-12008 

Airplanes, Company — Accidents — 

Statistics. 

Briefs of accidents involving  cor- 
porate/executive aircraft, U.S. general 
aviation., 79-12159 

Airplanes, Military. 

Is the AV-8B Advanced Harrier aircraft 
ready for full-scale development? : re- 
port to the Congress /, 79-11546 


The readiness of U.S. Air Forces in Eu- 
rope—selected aspects and issues : re- 
port to the Congress /, 79-11539 

Airplanes, Military — Pictorial works. 

[U.S. Air Force photos]., 79-11112 


Airplanes, Private — Accidents — Statistics. 
Briefs of accidents 


porate/executive aircraft, U.S. general 
aviation., 79-12159 


involving cor- 


Airport noise. 

Aircraft noise and the market for re- 
sidential housing : empirical results for 
seven selected airports /, 79-12150 

Airports — Runways. 

Flexible pavement design for airfields /, 

79-10902 


Airports — United States — Directories. 
Aeronautical information publication, 
79-12200 


AIP, aeronautical 
tion., 79-12200 


information publica- 


United States of America AIP, aeronauti- 
cal information publication., 79- 
12200 


Airports — United States — Statistics. 
Airport activity statistics, 79-12188 


Airport activity statistics of certificated 
route air carriers., 79-12188 
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Airports — United States — Statistics — 

Periodicals. 

Profiles of scheduled air carrier depar- 
ture and arrival operations for top 100 
U.S. airports., 79-12198 

Airports — United States — Traffic control 

— Statistics — Periodicals. 


FAA air traffic activity., 79-12194 


Alaska — Public lands — Law and 
legislation. 
Analysis of laws governing access across 
Federal lands : options for access in 
Alaska., 79-12285 


Alcohol — Bibliography. 


Alcohol, tobacco, and firearms., 79- 
11581 


Alcohol — Law and legislation — United 
States — Periodicals. 
Alcohol, tobacco and firearms cumula- 
tive bulletin, 79-12143 


ATF cumulative bulletin, 79-12143 


Cumulative bulletin - Bureau of Alcohol, 
Tobacco & Firearms., 79-12143 


Alcohol and youth — United States. 
You, youth, and prevention 
line cards /, 79-11728 


: session out- 


Alcohol as fuel. 
Identification of probable automotive 
fuels composition : 1985-2000 : execu- 
tive summary /, 79-11274 


Alcoholism — Treatment — United States. 
Counseling alcoholic clients : a 
microcounseling approach to _ basic 
communication skills : session outline 
cards /, 79-11729 


Planning alcoholism services a_ basic 
course in assessment, program design, 
implementation, and evaluation 
sion outline cards /, 79-11730 


: ses- 
You, youth, and prevention : session out- 
line cards /, 79-11728 


Alcoholism — United States — States. 
State plan profiles., 79-11727 


Algae — Growth. 
Algal concentration by ultrafiltration., 
79-11179 


Alkali metal halide crystals. 

Silicon halide-alkali metal flames as a 
source of solar grade silicon., 79- 
11203 

Alloys — Testing. 

Effects of minor alloying additions on the 
strength and swelling behavior of an 
austenitic stainless steel /, 79-11311 

Microstructural effects in abrasive wear., 
79-11182 


Aluminium — Fatigue. 
Advanced V/STOL propeller critical 
components investigation /, 79-11027 
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Aluminum alloys — Testing. 

Effects of natural seawater and elec- 
trochemical potential on fatigue-crack 
growth in 5086 and 5456 aluminum al- 
loys /, 79-11060 


Aluminum industry and trade — United 
States — Statistics. 
Aluminum., 79-11834 


Preprint from the 1976 Bureau of Mines 
Minerals yearbook, 79-11834 


Aluminum industry and trade — United 
States — Statistics — Periodicals. 
United States exports of aluminum, by 
product and country., 79-10852 


American Historical Association. 
Annual report - American Historical As- 
sociation., 79-12111 


American Public Works Association. 
National apprenticeship and _ training 
standards for American Public Works 
Association /, 79-11928 


Amines — Toxicology. 
Bioassay of 2,4,5-trimethylaniline for 
possible carcinogenicity., 79-11653 


Ammunition — Transportation. 

Need for uniform security measures in 
transporting arms, ammunition, and 
explosives : report to the Congress /, 
79-11537 


Amphipoda — California, Gulf of. 

Littoral gammaridean Amphipoda from 
the Gulf of California and _ the 
Galapagos Islands /, 79-12108 

Amphipoda — Galapagos Islands. 

Littoral gammaridean Amphipoda from 
the Gulf of California and _ the 
Galapagos Islands /, 79-12108 

Amtrak — Periodicals. 

Effectiveness of the act. 

11863 


Amtrak, 79- 


Interstate Commerce Commission’s re- 
port to the President and the Con- 
gress., 79-11863 


Report on the effectiveness of the Rail 
passenger service act of 1970 (Public 
law 91-518), 79-11863 


Animal industry — United States — 
Statistics — Periodicals. 
Meat animals; production, disposition, in- 
come., 79-10735 


Antennas. 

Experimental investigation of a _sub- 
marine two-way communication system 
during a submerged antenna /, 79- 
11078 


Antennas (Electronics) 
Near-field radiation properties of simple 
linear antennas with applications to 


radiofrequency hazards and broadcast- 
ing /, 79-11491 





Antidumping duties — United States. 

Temporary extension of countervailing 
duty waiver authority : report to ac- 
company H.R. 1147., 79-12485 

Antitrust law — United States. 

Report to the President and the attorney 
general of the National Commission 
for the Review of Antitrust Laws and 
Procedures., 79-12047 


Apartment houses — United States — 

Maintenance and repair. 

Multifamily housing rehabilitation : hear- 
ing before the Subcommittee on Hous- 
ing and Urban Affairs of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, second session 
December 21, 1978., 79-12324 


Apprentices — United States. 
National apprenticeship and _ training 
standards for American Public Works 
Association /, 79-11928 


The US Army Signal School apprentice- 
ship program for the trade of electri- 
cian, radio /, 79-11001 


The US Army Signal School apprentice- 
ship program for the trade of elec- 
tronics mechanic /, 79-11000 


The US Army Signal School apprentice- 
ship program for the trade of radio 
operator /, 79-10999 


Aquatic invertebrates. 
Metal bioaccumulation 
aquatic 
review /, 


and 
literature 


in fishes 
invertebrates : a 
79-11423 


Aquatic weeds. 


Cultivation of macroscopic marine algae 
and freshwater aquatic weeds /, 79- 
11173 


Arbitration, Industrial — United States. 
Annual report of the National Mediation 
Board., 79-12034 


Arbitration, Industrial — United States — 

Cases. 

Decisions and orders of the National 
Labor Relations Board., 79-11940, 
79-11941, 79-11942 

Arbitration, Industrial — United States — 

Periodicals. 

Annual report of the National 
Relations Board., 79-11938 


Labor 


Architecture — United States — Designs and 
plans. 
Three-bedroom house for the 
dicapped., 79-10658 


han- 


Architecture and energy conservation — 

Handbooks, manuals, etc. 

Minimum energy dwelling (MED) work- 
book : an investigation of techniques 
and materials for energy conscious 
design /, 79-11337 
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Archives — Germany — Inventions, 
calendars, etc. 
Guides To German records microfilmed 
at Alexandria, Va., 79-11593 


Arms and armor — Standards. 
Ballistic resistance of police body armor., 
79-11880 


NILECJ standard on the ballistic re- 
sistance of police body armor; a volun- 
tary national standard promulgated by 
the National Institute of Law Enforce- 
ment and Criminal Justice., 79-11880 


Arms control impact statements — United 
States — Periodicals. 
Arms control impact statements., 79- 
12357 


Ar tic comp ds — Toxicology. 
Bioassay of 6-nitrobenzimidazole for 
possible carcinogenicity., 79-11646 
Bioassay of 2,4,5-trimethylaniline for 
possible carcinogenicity., 79-11653 

Artificial satellites — Congresses. 
Effect of the ionosphere on space and 
terrestrial systems /, 79-11050 


Artificial satellites in navigation. 
Initial results of the NAVSTAR GPS 
NTS-2 satellite /, 79-11095 


The NAVSTAR 





global __ positioning 
system : a program with many uncer- 
tainities : report to the Congress /, 
79-11545 


Artists’ preparatory studies. 
Seymour Lipton, aspects of sculpture /, 
79-12112 


Asbestos industry — United States. 
Asbestos., 79-11844 


Asia — Commerce — United States. 
Overseas business reports., 79-10854 


Asia — Economic conditions — 1945- 
Overseas business reports., 79-10854 


Asia, Southeastern — Periodicals. 
Translations on South and East Asia., 
79-12251 


Aspect radio (Aerofoils) 
Control-surface hinge-moment calcula- 
tions for a high-aspect-ratio supercriti- 
cal wing /, 79-11956 


Aspen — United States. 
Lumber grade yields for graded aspen 
logs and trees /, 79-10692 


Assassination — United States. 

Legislative and administrative reform 
hearings before the Select Committee 
on Assassinations of the House of 
Representatives, Ninety-fifth Congress, 
second session ..., 79-12320 

Assistance in emergencies — United States. 

Radiological emergency response 
planning handbook for Federal 
assistance to State and local govern- 
ments., 79-12260 
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Astronautical research — Research grants — 
United States — Periodicals. 
NASA's university program, active grants 
and research contracts., 79-11981 


Astronautical research — United States. 
Announcement of opportunity, space ex- 
perimentation on the long duration ex- 
posure facility (LDEF)., 79-12020 


Space experimentation on the long dura- 
tion exposure facility (LDEF), 79- 
12020 

Astronautics — Congresses. 
Effect of the ionosphere on space and 
79-11050 


Astronautics — Juvenile literature. 

The world of tomorrow, aerospace activi- 
ties for 8-to 10-years olds : a guide for 
leaders of children’s groups and 
teachers of lower grades., 79-11982 

Astronautics — United States — Patents — 

Abstracts — Periodicals. 

NASA patent abstracts bibliography., 
79-11983, 79-11984 

Astronautics — United States — Patents — 

Indexes — Periodicals. 


NASA patent abstracts bibliography., 
79-11983, 79-11984 


terrestrial systems /, 


Astronautics in earth sciences. 

The Skylab S191 spectrometer experi- 
ment : analysis of data and their appli- 
cations to the earth sciences /, 79- 
11949 


Astronomical spectroscopy — Tables. 
$201 catalog of far-ultraviolet objects /, 
79-11069 


Astronomy — Bibliography. 


Astronomy and astrophysics., 79-11562 


Astronomy — Periodicals. 
Geophysics, astronomy, and space, 79- 
12254 


USSR and eastern Europe scientific ab- 
stracts., 79-12254 
Astronomy — Tables — Periodicals. 
Astronomical phenomena., 79-11102 


Astrophysics — Bibliography. 


Astronomy and astrophysics., 79-11562 


Atmosphere — Laser observations. 
Atmospheric transmission measurement 
program and field test plan /, 79- 
11052 
Atmosphere, Upper — Observations. 

Studies of vorticity imbalance and stabili- 
ty, moisture budget, atmospheric ener- 
getics, and gradients of meteorological 
parameters during AVE Ill /, 79- 
12015 


Atmospheric chemistry. 
A kinetics investigation of several reac- 
tions involving chlorine containing 
compounds /, 79-11991 
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Atmospheric diffusion — California. 
Rancho Seco building wake effects on at- 
mospheric diffusion /, 79-12275 


Atmospheric diffusion — Periodicals. 
Annual report - Air Resources At- 
mospheric Turbulence and Diffusion 
Laboratory., 79-10851 


Atmospheric nucleation — Mathematical 
models. 
Hygroscopic chemicals and the formation 
of advection warm fog : a numrical 
simulation /, 79-12016 


Atmospheric ozone. 

Procedures for quantifying relationships 
between photochemical oxidants and 
precursors : supporting documentation 
/, 79-11404 


Atmospheric radiation — Measurement. 

The Skylab S191 spectrometer experi- 
ment : analysis of data and their appli- 
cations to the earth sciences /, 79- 
11949 


Atmospheric research. 
Program report, fy 1977 Atmospheric 
and Geophysical Sciences Division, 
Physics Department /, 79-11354 


Atmospheric thermodynamics. 
Stratospheric warmings synoptic, 
dynamic and general-circulation 
aspects /, 79-12026 


Atmospheric turbulence — Mathematical 
models. 
Analysis of dynamic system response to 
product random processes /, 79- 
11957 


Atomic bomb shelters. 
Blast tests of expedient shelters in the 
dice throw event /, 79-11322 


Atomic energy — Puerto Rico — Periodicals. 
Puerto Rico Nuclear Center annual re- 
port., 79-11164 


Atomic energy research — International 
cooperation. 

Atomic energy : safeguards and security 
research and development : agreement 
between the United States of America 
and the Federal Republic of Germany, 
effected by exchange of letters signed 
at Bonn and Washington September 
29, 1977., 79-12075 


Atomic energy research — Netherlands. 
Atomic energy : research program on zir- 
caloy tubing : agreement between the 
United States of America and the 
Netherlands, signed at Washington and 
Petten December 9 and 24, 1976., 
79-12071 


Atomic energy research — United States. 
Atomic energy : research program on zir- 
caloy tubing : agreement between the 
United States of America and the 
Netherlands, signed at Washington and 
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Petten December 9 and 24, 1976., 
79-12071 


Atomic energy research — United States — 
Periodicals. 
Annual report - Materials and Molecular 
Research Division, Lawrence Berkeley 
Laboratory., 79-11283 


Materials and Molecular Research Divi- 
sion annual report., 79-11283 


Atomic power-plants — Accidents. 
Nuclear accident dosimetry : calculations 
and comparison with experimental 
data /, 79-11314 


Atomic power-plants — Costs. 
Coal and nuclear : a comparison of the 
cost of generating baseload electricity 
by region /, 79-12265 


Atomic power-plants — Economic aspects — 
Tennessee — Hartsville. 
Hartsville data and analysis book : phase 
I/, 79-11316 


Atomic power-plants — Licenses — United 
States. 
Seminar report on the public hearing 
process for nuclear power plants, June 
26-27, 1978., 79-12270 


Atomic power-plants — Location — Law 
and legislation — United States. 
Seminar report on the public hearing 
process for nuclear power plants, June 
26-27, 1978., 79-12270 


Atomic power-plants — North Carolina — 
Mecklenburg County — Safety measures. 
McGuire Nuclear Station, Units 1 and 2, 

Duke Power Company., 79-12262 


Safety evaiuation report by the Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, in 
the matter of Duke Power Company, 
McGuire Nuclear Station, Units 1 and 
2, Docket Nos. 50-369 and 50-370., 
79-12262 


Atomic power-plants — Ohio — Clermont 

County — Safety measures. 

Safety evaluation report by the Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, in 
the matter of Cincinnati Gas and Elec- 
tric Company, William H. Zimmer 
Nuclear Power Station, Unit 1, docket 
no. 50-358., 79-12268 


William H. Zimmer Nuclear Power Sta- 
tion., 79-12268 


Atomic power-plants — Safety measures. 
Studies of impact-induced responses of a 
generic crushable-rigid rodlike missile 
against rigid and deformable targets /, 
79-11153 


Atomic power-plants — Tennessee — 

Hamilton County — Management. 
Safety evaluation report by the Office of 
Nuclear Reactor Regulation, U.S. 
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Nuclear Regulatory Commission, in 
the matter of Tennessee Valley 
Authority, Sequoyah Nuclear Plant, 
Units 1 and 2, docket nos. 50-327 and 
50-328., 79-12259 


Sequoyah Nuclear Plant, Units 1 and 2., 
79-12259 


Atomic power-plants — Tennessee — 
Hamilton County — Safety measures. 
Safety evaluation report by the Office of 

Nuclear Reactor Regulation, U-S. 
Nuclear Regulatory Commission, in 
the matter of Tennessee Valley 
Authority, Sequoyah Nuclear Plant, 
Units 1 and 2, docket nos. 50-327 and 
50-328., 79-12259 


Sequoyah Nuclear Plant, Units 1 and 2., 
79-12259 


Atomic power-plants — United States — 

Accidents. 

Radiological emergency response 
planning handbook for Federal 
assistance to State and local govern- 
ments., 79-12260 


Atomic power-plants — United States — 
Safety measures. 
Domestic safeguards : 

Congress, fiscal year 
12267 


Generic 
category B, C, 
12263 


Identification of unresolved safety issues 
relating to nuclear power plants : re- 
port to Congress., 79-12266 


Task action plans for generic activities : 
category A., 79-12261 


Audio-visual materials — Catalogs. 
Select list - National Audiovisual Center., 
79-11592 
Auditing. 
Additional GAO audit standards 
ing computer-based 
11503 


Austenitic stainless steel — Testing. 
Effects of minor alloying additions on the 
strength and swelling behavior of an 
austenitic stainless steel /, 79-11311 


Austenitic stainless steel — Welding. 
Significance of delta ferrite content to 
fatigue crack growth resistance of 
austenitic stainless steel weld deposits 
/, 79-11080 


Automatic indexing. 
Indexgen, index term generation 
heuristics : software documentation /, 
79-11292 


Automobile drivers — United States — 
Statistics — Periodicals. 
Fact book., 79-12223 


annual report to 
1978 /, 79- 


task problem descriptions 
and D tasks., 79- 


: audit- 
systems., 79- 


Statistical information on highway safety, 
79-12223 





Automobile driving — Law and legislation 
— United States — States — Periodicals. 
State laws on homicide by vehicle, 79- 

12220 


Traffic laws commentary., 79-12220 


Automobiles — Fuel consumption — Tables, 
calculations, etc. 


1979 gas mileage guide., 79-11407 


Automobiles — Inspection — United States 
— Statistics — Periodicals. 
BMCS roadside safety inspections., 79- 
12175 


Avalanches — United States — Handbooks, 
manuals, etc. 
Avalanche handbook /, 

Azo dyes — Toxicology. 


Bioassay of azobenzene for possible car- 
cinogenicity., 79-11649 


79-10666 


Bacon. 
An analysis of a ban on nitrite use in 
curing bacon., 79-10741 


Balance of trade — United States. 
U.S. export policy a report /, 79- 
12323 
Ballistic missiles. 
The Navy’s submarine launched ballistic 
missile force is highly ready : report to 
the Congress /, 79-11538 
Balloons — Specifications. 


Rotocraft, gliders & balloons, 79-12192 


Type certificate data sheets and specifi- 


cations., 79-12192 


Bandsmen. 
Baritone player /, 79-10967 
Brass group leader /, 79-10977 
79-10973 
79-10968 
79-10972 


Percussion group leader /, 
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ing and nocturnal cooling system /, 
79-11169 


Source assessment : coal-fired residential 
combustion equipment field tests, June 
1977 /, 79-11437 


Dwellings — United States — Energy 
conservation. 

Geographical variation in the heating and 
cooling requirements of a typical sin- 
gle-family house, and correlation of 
these requirements to degree days 
[errata] /, 79-10817 


Dwellings — United States — Maintenance 
and repair. 
Controlling utility 

costs, 79-11745 


consumptions and 


Local housing authority management 
guide., 79-11745, 79-11746, 79- 
11747, 79-11748, 79-11749 

Low-pressure boiler plants, 79-11746 


Maintenance, electrical facilities, 79- 


11749 


Maintenance inspection of the physical 
plant, 79-11747 


Maintenance, maintenanace of cathodic 

protection systems, 79-11748 
Dyes and dyeing — Toxicology. 

Bioassay of azobenzene for possible car- 
cinogenicity., 79-11649 

Bioassay of 2,4-diaminotoluene for possi- 
ble carcinogenicity., 79-11655 

Bioassay of 2,4,5-trimethylaniline for 
possible carcinogenicity., 79-11653 
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Earth resources technology satellites. 
Remote sensing : acquisition of satellite 
data : memorandum of understanding 
between the United States of America 
and India, signed at New Delhi Janua- 
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Earth sciences — International cooperation. 
Technical cooperation in earth sciences : 
memorandum of understanding 
between the United States of America 
and Morocco, signed at Washington 
and Rabat August 24 and October 7, 
1977., 79-12097 


Earth sciences — Morocco. 

Technical cooperation in earth sciences : 
memorandum of understanding 
between the United States of America 
and Morocco, signed at Washington 
and Rabat August 24 and October 7, 
1977., 79-12097 


Earth stations (Satellite telecommunication) 

— International cooperation. 

Remote sensing : acquisition of satellite 
data : memorandum of understanding 
between the United States of America 
and India, signed at New Delhi Janua- 
ry 3, 1978, with related note., 79- 
12073 


Earthquake intensity — Observations — 
Periodicals. 
Earthquakes in the United States., 79- 
11801, 79-11802 


Earthquakes — America — Periodicals. 
Seismic engineering program report., 
79-11799 


Earthquakes — United States — Periodicals. 
Earthquakes in the United States., 79- 
11801, 79-11802 
Echo. 
Complex cepstrum processing of 
digitized transient calibration data for 
removal of echoes /, 79-11056 


1978, with related note., 79- 


Ecological surveys. 
Procedures for quantitative ecological as- 
sessments in intertidal environments /, 
79-11422 


Ecology — Posters. 

“Nature has made neither sun nor air 
nor waves private property, they are 
public gifts, ‘“‘ Ovid., 79-11482 

Economic assistance. 

Population growth problem in developing 
countries, coordinated assistance es- 
sential : report to the Congress /, 79- 
11535 

Economic assistance, American. 

Fiscal year 1980, prospective interna- 
tional financial institutions’ authoriza- 
tions request : hearings before the Sub- 
committee on International Develop- 
ment Institutions and Finance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, second 
session, December 7 and 8, 1978., 
79-12321 





Economic assistance, American — Haiti. 
Health services : agreement between the 
United States of America and Haiti, 
signed at Port-au-Prince, August 30, 
1977., 79-12086 
Economic assistance, American — Israel. 
Economic assistance : loan : agreement 
between the United States of America 
and Israel signed at Washington 
December 5, 1977., 79-12087 
Economic assistance, American — Jordan. 
Village development project : agreement 
between the United States of America 
and Jordan, signed at Amman June 28, 
1975 and amending agreement signed 
at Washington June 9, 1977., 79- 
12083 


Economic assistance, Domestic. 
Considerations for adjustment assistance 
under the 1974 Trade act : a summary 
of techniques used in other countries : 
report to the Congress /, 79-11533 
Economic assistance, Domestic — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Georgia., 79-10877 


seorgia — 


Economic assistance, Domestic — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 

in Hawaii., 79-10878 


Hawaii — 


Economic assistance, Domestic — Illinois — 
Statistics — Periodicals. 

Geographic distribution of Federal funds 
in Illinois., 79-10879 
Economic assistance, Domestic 

Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Kansas., 79-l10880 


— Kansas — 


Economic assistance, Domestic - 
legislation — United States. 
Intergovernmental fiscal assistance 

message from the President of the 
United States .... 79-12464 


Law and 


Economic assistance, Domestic - 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 

in Louisiana., 79-10881 


Louisiana 


Economic assistance, Domestic - 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 

in Maryland., 79-10882 


Maryland 


Economic assistance, Domestic — 
Massachusetts — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in Massachusetts., 79-10883 

Economic assistance, Domestic — Michigan 
— Statistics — Periodicals. 

Geographic distribution of Federal funds 
in Michigan., 79-10884 

Economic assistance, Domestic — Minnesota 
— Statistics — Periodicals. 

Geographic distribution of Federal funds 
in Minnesota., 79-10885 
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Economic assistance, Domestic — Mississippi 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Mississippi., 79-10886 
Economic assistance, Domestic — Missouri 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Missouri., 79-10887 


Economic assistance, Domestic — Montana 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Montana., 79-10888 
Economic assistance, Domestic — Nebraska 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Nebraska., 79-10889 


Economic assistance, Domestic — Nevada — 
Statistics — Periodicals. 
Geographic distribution of Federal funds 
in Nevada., 79-10890 


Economic assistance, Domestic — New 
Hampshire — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in New Hampshire., 79-10891 

Economic assistance, Domestic — New 
Jersey — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in New Jersey., 79-10892 

Economic assistance, Domestic — New 
Mexico — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in New Mexico., 79-10893 

Economic assistance, Domestic — New York 
(State) — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in New York., 79-10894 

Economic assistance, Domestic — North 
Carolina — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in North Carolina., 79-10895 

Economic assistance, Domestic — North 
Dakota — Statistics — Periodicals. 
Geographic distribution of Federal funds 

in North Dakota., 79-10896 

Economic assistance, Domestic — Ohio 
Statistics — Periodicals. 

Geographic distribution of Federal funds 
in Ohio., 79-10897 


Economic assistance, Domestic — Oklahoma 
— Statistics — Periodicals. 
Geographic distribution of Federal funds 


in Oklahoma., 79-10898 


Economic assistance, Domestic - 
Statistics — Periodicals. 
Geographic distribution of Federal funds 

in Oregon., 79-10899 


Oregon — 


Economic assistance, Domestic — United 

States. 

Adjustment assistance to firms under the 
Trade act of 1974 income main- 
tenance or successful adjustment : re- 
port to the Congress /, 79-11534 
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Technical assistance to 
governments 
recovery pancls program., 


State & 
: resource conservation & 
79-11396 


local 


Economic assistance, Domestic — United 

States — States. 

Designated redevelopment under 
the Public and economic 
development act of 1965, as amended., 
79-10829 


arcas 
works 


Economic forecasting — Russia. 

The Soviet economy in 1976-77 and out- 
look for 1978 : a research paper., 79- 
12056 

Economic history — 1945- 
World economic conditions in relation to 
agricultural trade : the developed 
countries ; economic situation and out- 
look /, 79-10732 
China. 
China, economic indicators : 
aid., 79-12052 


Economic indicators 


a reference 


Ecuador — Economic conditions. 


Marketing in Ecuador, 79-10853 


Overseas business reports., 79-10853 


Education — United States — Statistics. 
Educational attainment in the United 
States: March 1977 and 1976 [errata], 
79-10778 


Population characteristics., 79-10778 


United States - 

Periodicals. 

Statistics of 
11635 


Education - Statistics - 


trends in education., 79 


Education, Elementary — United States — 


Statistics — Periodicals. 
Statistics of public elementary and secon 


dary day schools., 79-11636 


Education, Primary — United States - 
Bibliography. 


Elementary education., 79-11575 


— United States — 
Statistics — Periodicals. 

Statistics of public clementary and sccon 
79-11636 


Education, Secondary 


dary day schools., 


Education of women — Audio-visual 
materials — Catalogs. 
Resources in women’s educational equity 
non-print media and matcrials /, 79 
11623 


Educational equalization — United States. 
Fostering sex fairness in vocational edu 
cation : strategies for administrators 


79-11625 

United States. 
National Advisory Coun 
cil on Supplementary Centers and Ser 
79-12045 


Educational innovations - 
Annual report - 


vices., 


Educational innovation and development; 
an annual report on ESEA Title III, 
79-12045 
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Educational law and legislation — United 

States — Periodicals. 

Report on the activities of the Commit- 
tee on Education and Labor., 79- 
12442 

Educational research — Research grants. 

Grants competitions & RFPs : planned 
NIE activities during fiscal year 1978., 
79-11634 

Educational research — Research grants — 

United States — Periodicals. 

Grants for research on law and govern- 
ment in education., 79-11632 


Educational research — United States. 
Research and development centers and 
regional educational laboratories 

strengthening and stabilizing a national 
resource : final report of the Panal for 
the Review of Laboratory and Center 
Operations., 79-11633 
Egg products industry — United States — 
Equipment and supplies — Periodicals. 
List of chemical compounds, authorized 
for use under USDA inspection and 
grading programs., 79-10659 
Elastic analysis (Theory of structures) 
Analytical investigation 
prestressed concrete pressure vessels 
HTGR 
prestressed 


of multicavity 


for clastic loading conditions : 
base technology program : 
concrete nuclear pressure vesse! 
development (189a 01331), Milestone 
no. le /, 79-11305 


Election law — United States — Periodicals. 
Senate campaign 


12230 


information., 79- 


Supplement to Senate campaign informa- 
tion, 79-12230 


Elections — United States — Costs. 
Experimental voting system supplement 
/, 79-12238 


Elections — United States — Statistics. 


Population characteristics., 79-10780 


Voting and registration in the election of 
November 1978 


79-10780 


(advance report), 


Electric furnaces. 

Solar silicon via improved and expanded 
metallurgical silicon technology /, 79- 
11219 

Electric interference. 


Adaptive cancellation of local  elec- 
tromagnetic interference in naval HF 


communication systems /, 79-11070 


Electric machinery — Maintenance and 
repair. 
Local 


housing authority 


79-11749 


management 
guide., 
facilities, 79- 


Maintenance,  clectrical 


11749 
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Electric motors — Testing. 

An advanced electric motor-transmission 
for electric vehicles development 
plan : technical report /, 79-11167 

Electric power — Tennessee Valley region. 

Electric energy options hold _ great 
promise for the Tennessee Valley 
Authority : report to the Congress /, 
79-11514 


Electric power-plants. 

A comparison of atmospheric fluidized 
bed combustion conceptual designs for 
utility steam generation : interim re- 
port /, 79-11268 


Conceptual design of an atmospheric 
fluidized-bed combustion electric 
power generating plant., 79-11348 


Development work for an advanced coal 
gasification system for electric power 
generation from coal directed toward a 
commercial gasification 
plant : phase II /, 79-11225 


Electric power-plants — Costs. 
Coal and nuclear 


generating 


: a comparison of the 
cost of generating baseload electricity 
by region /, 79-12265 


Electric power-plants — Environmental 
aspects — Tennessee Valley region. 
Electric energy options hold _ great 

promise for the Tennessee Valley 
Authority : report to the Congress /, 
79-11514 


Electric power-plants — Environmental 
aspects — United States — Periodicals. 
Steam-electric plant air and water quality 

control data; 


11385 


summary report., 79- 


Electric power-plants — United States — 
Costs — Periodicals. 
Hydroelectric plant construction cost and 
annual production expenses., 79- 
11388 


Electric power production. 
Low NOx combustion concepts for ad- 
vanced power generation systems firing 
low-BTU gas /, 79-11433 


Electric power production — Costs. 

Coal and nuclear : a comparison of the 
cost of generating baseload electricity 
by region /, 79-12265 

Electric power production from chemical 
action — Congresses. 

Proceedings of the Workshop on High 
Temperature Solid Oxide Fuel Cells, 
May 5-6, 1977, Brookhaven National 
Laboratory, Upton, N. Y. /, 79- 

11161 


Electric railroads — Rolling-stock — 
Testing. 
General 

manual /, 


vehicle test instrumentation 


79-12217 
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Electric signs. 

Economic analysis, standby conservation 
plan, emergency advertising lighting 
restrictions., 79-11394 

Standby conservation plan, emergency 
advertising lighting restrictions., 79- 
11394 

Electric utilities — New York (State) — 

Rates — Periodicals. 


National electric rate book., 79-11387 


Electric utilities — Tennessee Valley — 
Periodicals. 


Power annual report., 79-12286 


Tennessee Valley Authority power an- 
nual report, 79-12286 


Electric utilities — United States — Finance 
— Periodicals. 
Statistics of privately owned electric utili- 
ties in the United States; classes A and 
B companies., 79-11389 
Electric utilities — United States — Rates — 
Bibliography. 


National electric rate books., 79-11571 


Electric utilities — United States — Rates — 
Periodicals. 


National electric rate book., 79-11387 


Electric utilities — United States — Statistics 
— Periodicals. 
Statistics of privately owned electric utili- 
ties in the United States; classes A and 
B companies., 79-11389 
Statistics of publicly owned electric utili- 
ties in the United States., 79-11390 
Electric vehicles. 
An advanced electric motor-transmission 
for electric vehicles 
plan : technical report /, 


development 
79-11167 
Electric vehicles — Periodicals. 

Electric & hybrid vehicle program, 79- 
11142 

Electric & hybrid vehicle program. An 
nual report to Congress., 79-11142 

Electro-acoustics. 

Experimental investigation of outdoor 
propagation of finite-amplitude noise /, 
79-11990 

Electrochemistry. 

Reactor primary coolant system pipe 
rupture study method for detection of 
sensitization in stainless steel /, 79- 
12274, 79-12280 

Electrodes. 

Final report on the Joint U.S.-U.S.S.R. 
test of the U.S. MHD electrode system 
in the U-02 facility - phase Il 
(September 21 to September 27, 
1976) /, 79-11236 

Electrodes, Oxide — Congresses. 

Proceedings of the Workshop on High 
Temperature Solid Oxide Fuel Cells, 
May 5-6, 1977, Brookhaven National 





Laboratory, 
11161 


Electrolyte solutions — Bibliography. 

A bibliography of sources of experimen- 
tal data leading to thermal properties 
of binary aqueous electrolyte solutions 
/, 79-10811 


Electrolytes — Congresses. 

Proceedings of the Workshop on High 
Temperature Solid Oxide Fuel Cells, 
May 5-6, 1977, Brookhaven National 
Laboratory, Upton, N. Y. /, 79- 
11161 


Electrolytes — Thermal properties — 

Bibliography. 

A bibliography of sources of experimen- 
tal data leading to thermal properties 
of binary aqueous electrolyte solutions 
/, 79-10811 


Electromagnetic waves. 
A unified treatment of 
waves /, 79-11062 


Electronic apparatus and appliances — 
Plastic embedment. 
Investigation of test methods, material 
properties, and processes for solar cell 
encapsulants /, 79-11200 


Electronic data processing. 
Computer/processors (for 
warfare) /, 79-11099 


Electronic digital computers — Evaluation. 
A methodology for the selection of in- 
teractive computer services /, 79- 
10810 


Electronics. 
Electronics Engineering Department 
quarterly report /, 79-11352 


Electronics in aeronautics. 
A fault-tolerant multiprocessor architec- 
ture for aircraft /, 79-11992 


Electrooptics — Directories. 
Summer 1978 directory of Navy electro- 
Optical professionals /, 79-11098 


Electrostatics. 
Electrostatic charging of JP-4 fuel on 
polyurethane foams /, 79-11081 


Elementary schools — United States — 

Directories. 

Directory of elementary and secondary 
school districts, and schools in selected 
school districts school year 1976- 
1977., 79-11610 


Emergency medical services — United 
States. 
Training emergency responders : sudden 
infant death syndrome : an instructors’ 
manual /, 79-11678 


Emergency medical services — United States 
— Bibliography. 
Emergency medical service sysems and 
health planning : a bibliography., 79- 
11684 


Upton, N. Y. /, 


edge-guided 


electronics 
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Emission spectroscopy. 

Analyses of airborne particulates and 
human urine by inductively coupled 
plasma-atomic emission spectrometry 
/, 79-11711 

Empl ae m Ss 
government. 

The impact of labor-management rela- 
tions upon selected Federal personnel 
policies and practices : a survey and 
assessment /, 79-12043 


Employee re t relations in 
government — United States. 
Comparative growth in compensation for 

postal and other Federal employees 
since 1970 : report to the Congress /, 
79-11520 


t relations in 











Employees, Training of. 
Boiler efficiency improvement training 


seminars /, 79-11260 


On-the-job training in the Air Force : a 
systems analysis /, 79-11106 


Employees, Training of — Bibliography. 
Training., 79-10876 


Employees, Training of — United States. 
Catalog of training courses., 79-10872 


Employees, Training of — United States — 
Periodicals. 
Interagency training catalog of courses., 


79-12044 





Employment agencies — United States. 

The Labor Department should reconsider 
its approach to employment security 
automation : report to the Congress /, 
79-11531 


Employment tax credit — United States. 

Jobs tax credit : joint hearings before the 
Subcommittee on Administration of 
the Internal Revenue Code of the 
Committee on Finance and the Select 
Committee on Small Business, United 
States Senate, Ninety-fifth Congress, 
second session, July 18 and 26, 1978., 
79-12353 


Endotoxin. 
Pyrogenic 
waters /, 


activity of carbon-filtered 


79-11463 
Energy conservation. 


Energy conservation in the rural home., 
79-10759 


Home management tips to cut heating 
and cooling costs., 79-10759 
Energy conservation — Research — United 
States — Periodicals. 
Annual progress report - Energy Divi- 
sion, Oak Ridge National Laboratory., 
79-11323 


Energy Division annual progress report., 
79-11323 


Do not order from index; see indicated entry 





Energy conservation — Tennessee Valley 
region. 

Electric energy options hold great 
promise for the Tennessee Valley 
Authority : report to the Congress /, 
79-11514 


Energy conservation — United States. 
Community systems program., 79- 
11144 


Economic analysis, standby conservation 
plan, emergency advertising lighting 
restrictions., 79-11394 

conservation through 

79-11400 


news 


Energy 
reduction /, 

The good 
12058 

Standby conservation plan, emergency 
advertising lighting restrictions., 79- 
11394 

Energy conservation — United States — 

Directories. 

Conservation and 
resource directory., 


source 


about energy., 79- 


renewable 
79-11359 


Energy conservation — United States — 
Periodicals. 
Comprehensive program & plan _ for 
Federal energy education, extension & 
information activities., 79-11143 


Energy conservation — United States — 
States. 
Evaluation of the energy extension ser- 
vice pilot program : report to Con- 
gress., 79-11145 


Energy consumption. 

Energy supply and demand balances and 
financing requirements in non-OPEC 
developing nations : final report /, 
79-11258 


Energy consumption — Mathematical 
models. 
Program report, fy 
and Geophysical 
Physics Department /, 


energy 


1977 Atmospheric 
Sciences Division, 
79-11354 


Energy consumption — United States. 
The good news about energy., 79- 
12058 


Energy consumption — United States — 
Statistics — Periodic us. 
Quarterly report of foreign and domestic 
developments affecting energy., 79- 
11494 


Energy Library. 
Energy library : 
11367 


Energy policy — Middle Atlantic States. 
The energy situation in the Mid-Atlantic 
region /, 79-11157 


Energy policy — United States. 

Emergency natural gas purchases : ac- 
tions needed to correct program 
abuses and consumer inequities : re- 
port to the Congress /, 79-11512 


guide to services., 79- 
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Energy capital requirements : hearing be- 
fore the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... September 27, 1978., 79- 
12322 


Energy emergency preparedness in the 
United States : report to accompany S. 
Res. 78., 79-12547 

Iran and world oil supply : hearing be- 
fore the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ..., 79-12347 

A new start, the National energy act., 
79-11138 


United States coal production and 
utilization : oversight hearings before 
the Subcommittee on Mines and Min- 
ing of the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, Ninety-fifth Congress, second 
session ... May 16 and 18, and July 27, 
1978., 79-12384 


Energy policy — United States — 
Periodicals. 
Annual report. Industrial energy efficien- 
cy improvement program., 79-11368 
Annual report support document. Indus- 


trial energy efficiency 
program., 79-11369 


improvement 


Industrial energy efficiency improvement 
program, 79-11368, 79-11369 


Quarterly report of foreign and domestic 


developments affecting energy., 79- 
11494 


Report to Congress on the economic im- 
pact of energy actions., 79-11382 


Energy policy — United States — States. 
Evaluation of the energy extension ser- 
vice pilot program : report to Con- 
gress., 79-11145 
The role of the States in energy /, 79- 
11116 


Energy storage. 

Central receiver solar thermal power 
system : phase 1, CDRL item 2 : pilot 
plant preliminary design report., 79- 
11336 

Energy transfer — Congresses. 

Minutes of the eighth meeting of the 
Centers for the Analysis of Thermal- 
Mechanical Energy Conversion Con- 
cepts, held at San Diego Gas and Elec- 
tric Company, San Diego, California, 
February 21-24, 1978 : minutes /, 79- 
11176 

Engineering — Bibliography. 

Engineering., 79-11564 
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Amerikano-Sovetskiy terminologicheskiy 
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Soviet-American glossary : Amerikano- 
Sovetskiy terminologichesiy slovar’., 
79-11588 


English language — Study and teaching. 
Resources for Tesol teaching /, 79- 
10761 


English language — Teacher training. 
Resources for Tesol teaching /, 79- 
10761 


Environmental engineering — Periodicals. 
Translations on environmental quality., 
79-12245 


Environmental engineering — Research — 
United States — Periodicals. 
Environmental control technology activi- 

ties of the Department of Energy., 
79-11124 


Environmental engineering — Research 
grants — United States. 
Research, demonstration, training, and 
fellowship awards, April-September FY 
1977., 79-11480 


Environmental health — Periodicals. 
Translations on environmental quality., 
79-12245 


Environmental health — Planning — United 
States — Periodicals. 
Regulation development calendar., 79- 
11409 


Environmental health — Research — United 
States — Periodicals. 
Pacific Northwest Laboratory annual re- 
port to the DOE Assistant Secretary 
for Environment., 79-11332 


Summary statements of NIEHS-sup- 
ported research projects., 79-11667 


Environmental health — United States — 
Periodicals. 
Comprehensive environment, health, and 
safety program report., 79-11125 


Report of the TSCA Interagency Testing 
Committee to the Administrator, En- 
vironmental Protection Agency., 79- 
11406 


Toxic substances, 79-11406 


Environmental impact statements. 
Canal Front Planning Unit., 79-10704 


Final environmental statement : Ochoco- 
Crooked River Planning Unit : land 
management plan., 79-10703 


Final environmental statement : Olympic 
National Forest : Canal Front Planning 
Unit., 79-10704 


Final environmental statement : ten-year 
timber resource plan., 79-10705 


Do not order from index; see indicated entry 





A methodology for 
(environmental impact 
monitoring /, 79-11798 


Ochoco-Crooked River Planning Unit., 
79-10703 


Olympic National Forest., 


post-EIS 
statement) 


79-10704 


Ten-year timber resource plan., 79- 
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Environmental law — United States — 
Periodicals. 
Code of Federal regulations., 
79-11607 


79-11606, 


Protection of environment, 79-11606, 


79-11607 


Envi; onmental monitoring — United States. 
Compilation and analysis of State regula- 
tions for SO,, NOx, opacity, continu- 
ous monitoring and applicable test 
methods /, 79-11412 


Geothermal environmental impact assess- 
ment : procedures for using fauna as 
biological monitors of potential 
geothermal pollutants /, 79-11476 


Environmental policy — California — San 

Francisco Bay area. 

Environmental management plan—San 
Francisco : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Represen- 
tatives, Ninety-fifth Congress, second 
session, June 23 and 24, 1978., 79- 
12361 


Environmental policy — United States. 

Effects of Council on Environmental 
Quality regulations on rural electric 
cooperatives : hearing before the Sub- 
committee on Agricultural Credit and 
Rural Electrification of the Committee 
on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session, Wed- 
nesday, December 6, 1978., 79- 
12295 


Environmental responsibility within the 
Department of Energy., 79-12410 


National handbook of conservation prac- 
tices., 79-10707 


Oversight, environmental responsibility 
within the Department of Energy 
hearing before the Subcommittee on 
the Environment and the Atmosphere 
of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, second 
session, June 8, 1978., 79-12410 


Report to the Committee on the Budget, 
views and estimates of the Committee 
on Interior and Insular Affairs, House 
of Representatives, submitted pursuant 
to Section 301 of the Congressional 
budget act of 1974 on the budget 
proposed., 79-12383 





Views and estimates of the Committee 
on Interior and Insular Affairs, House 
of Representatives, 79-12383 


Environmental policy — United States — 
Decision making. 
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Environmental policy — United States — 
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Environmental management plan—San 
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12361 


Environmental protection — Louisiana — 
Atchafalaya River. 
A comparison of three flooding regimes 
Atchafalaya Basin, Louisiana /, 79- 
11425 


Environmental protection — Research — 
United States. 
Research highlights., 


control., 79- 


79-11486 


Environmental protection — Research 
grants — United States — Periodicals. 
ORD program guide., 79-11413 
Program guide - Office of Research and 

Development., 79-11413 

Environmental protection — Research 
grants — United States — States — 
Periodicals. 


State and local grant awards., 79-11481 


Environmental protection — United States. 
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Hospital cost containment message 
from the President of the United States 
wey 79-12465 


Hospitals — United States — Rates. 
Hospital cost containment /, 79-12430 


Hours of labor — United States — Statistics 
— Periodicals. 


Building trades, 79-11893 


79-11893 


Household appliances, Electric. 

Design, development, and demonstration 
of a promising intergated appliance : 
phase I, design : final report /, 79- 
11338 


Housing — United States. 

What was the effect of the emergency 
housing program on single-family hous- 
ing construction? : report to the Con- 
gress /, 79-11507 


Housing — United States — Collected works. 
Occasional papers in housing and com- 
munity affairs., 79-11742 


Housing — United States — Finance. 

HUD’s FHA section 223(f) mortgage 
refinancing insurance program for mul- 
tifamily buildings : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, October 3, 1978., 79- 
12363 


HUD’s 312 low interest direct govern- 
ment rehabilitation loan program 
hearing before a subcommittee of the 
Committee on Government Opera- 
tions, House of Representatives, 
Ninety-fifth Congress, second session, 
October 5, 1978., 79-12362 


Union wages and hours., 
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Rehabilitation financing handbook 


{errata]., 79-11757 


Housing policy — United States. 
Domestic housing and community 
development issues for planning 
study /, 79-11511 


What was the effect of the emergency 
housing program on single-family hous- 
ing construction? : report to the Con- 
gress /, 79-11507 

Housing rehabilitation — United States. 

HUD'’s 312 low interest direct govern- 
ment rehabilitation loan program 
hearing before a subcommittee of the 
Committee on Government Opera- 
tions, House of Representatives, 
Ninety-fifth Congress, second session, 
October 5, 1978., 79-12362 


Multifamily housing rehabilitation : hear- 
ing before the Subcommittee on Hous- 
ing and Urban Affairs of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, second session 
December 21, 1978., 79-12324 


Husbands — United States — Statistics. 
Perspectives on American husbands and 
wives, 79-10783 


Special studies., 79-10783 


Hybrid computers. 
Design of a power system simulator : 
final report /, 79-11264 


Hydrazines. 

Evaluations of an electrochemical detec- 
tor for trace concentrations of 
hydrazine compounds in air /, 79- 
11079 


Hydrocarbons. 
The use of halons as fire suppressants : a 
literature survey /, 79-11064 


Hydrodynamics. 
Study of ebullated bed fluid dynamics for 
H-coal /, 79-11245 


Hydrology — Colorado — Boco Mountain. 
Effects of converting sagebrush cover to 
grass on the hydrology of small 
watersheds at Boco Mountain, 
Colorado /, 79-11806 


Hydrology — Remote sensing. 
Applications of remote sensing to 
hydrologic planning /, 79-11997 


Hydrology — Research. 

Computer model of two-dimensional 
solute transport and dispersion in 
ground water, 79-11808 


Techniques of water-resources investiga- 
tions of the United States Geological 
Survey., 79-11808 


Hydrophone. 


Hybrid microelectronics for 
hydrophones., 79-11086 
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Hydrophone preamplifier optimization : 
hybrid microelectronics for low-noise 
hydrophones /, 79-11086 

Hydrophone preamplifier optimization : 
prediction of hydrophone self-noise by 
a noise model /, 79-11073 


Prediction of hydrophone self-noise by a 
noise model., 79-11073 


Hygiene, Public — International 
cooperation. 
New directions in international health 
cooperation a report to the Pre- 
sident., 79-12046 


Hypersonic planes. 
Exploratory investigation of the effect of 
porous surfaces on hypersonic turbu- 
lent boundary layers /, 79-11976 


Hypertension — Prevention. 
Controlling high blood pressure /, 79- 
11662 


Hypertension — United States — Statistics. 
Characteristics of persons with hyperten- 
sion, United States, 1974 /, 79-11689 


Ice-breaking operations. 
Preliminary design report for a Great 
Lakes & eastern Arctic icebreaker /, 
79-12205 


Ice-breaking vessels — Design and 
construction. 

Preliminary design report for a Great 
Lakes & eastern Arctic icebreaker /, 
79-12205 

Ice prevention. 

Demonstration of the microwave ice pro- 

tection concept /, 79-11035 


Idaho National Engineering Laboratory. 
Environmental and other evaluations of 
alternatives for long-term management 
of stored ENEL transuranic waste., 
79-11128 


Imaging systems. 

Comparison of the 3-5 micrometer and 
8-12 micrometer regions for advanced 
thermal imaging systems : LOWTRAN 
revisited /, 79-11068 

Immunofluorescence. 

Immunofiuorescence methods in virology 

/, 79-11715 


Impact. 

Studies of impact-induced responses of a 
generic crushable-rigid rodlike missile 
against rigid and deformable targets /, 
79-11153 

Incineration — Environmental aspects — 

United States. 

Environmental assessment at-sea and 
land-based incineration of or- 
ganochlorine wastes /, 79-11446 


Income — United States — Statistics. 
Consumer income., 79-10801 





June 1979 


Money income in 1977 of households in 
the United States, 79-10801 


Income maintenance programs — United 

States. 

Adjustment assistance to firms under the 
Trade act of 1974 income main- 
tenance or successful adjustment : re- 
port to the Congress /, 79-11534 


Income tax — Deductions — Expenses. 
Business use of your home /, 79-12134 


Income tax — Law and legislation — United 

States. 

General explanation of the Revenue act 
of 1978, H.R. 13511, 95th Congress, 
Public law 95-600 /, 79-12418 

Revenue act of 1978 : hearings before 
the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, on H.R. 13511 
79-12354 

Income tax — United States. 

Armed Forces Federal income tax., 79- 

11043 


Guia para preparar la declaracion del im- 
puesto federal sobre ingreso personal 
Guide for preparing the 
Federal income tax return 
publication /, 79-12136 


individual 
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Income tax — United States — Bibliography. 
Internal Revenue Service tax information 
publications., 79-11573 


Income tax — United States — Deductions. 
Tax information on depreciation /, 79- 
12129 


Income tax — United States — Deductions — 
Losses. 
Sales and other dispositions of assets /, 
79-12130 


Income tax — United States — Deductions — 
Retirement contributions. 
Tax information on self-employed retire- 


ment plans /, 79-12131 


Income tax — United States — Retirement 
contributions. 
Tax information on individual retirement 
arrangements /, 79-12135 


Income tax — United States — Statistics. 
High income tax returns., 79-12120 


Inconel. 

Measurements and analysis of the CRBR 
inconel-stainless steel radial shield ex- 
periment /, 79-11321 

Indiana Dunes National Lakeshore, Ind. 

Effects of seepage from fly-ash settling 
ponds and construction dewatering on 
ground-water levels in the Cowles unit, 
Indiana Dunes National Lakeshore, In- 
diana /, 79-11820 
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Indianapolis, Ind. — Officials and employees 

— Salaries, allowances, etc. 

Municipal government wage surveys, In- 
dianapolis, Indiana, May 1975 /, 79- 
11914 

Indians of North America — Appropriations 

— Periodicals. 


General revenue sharing, 79-12115 


Indian tribes and Alaskan native villages 
entitlements., 79-12115 


Indians of North America — Statistics — 
Periodicals. 
Social, economic, and health charac- 
teristics of older American Indians, 
79-11737 


Statistical reports on older Americans., 
79-11737 


Indicators (Biology) 

Geothermal environmental impact assess- 
ment : procedures for using fauna as 
biological monitors of potential 
geothermal pollutants /, 79-11476 


Indonesia — Description and travel. 
Indonesia : post report., 79-12063 


Industrial concentration — United States. 
Mergers and industrial concentration 
hearings before the Subcommittee on 
Antitrust and Monopoly of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, second 
session ..., 79-12396 


Industrial engineering — Bibliography — 
Collected works. 
Management, a continuing bibliography 
with indexes., 79-11985 


Industrial hygiene. 
Solvent refined coal 
health programs : 
/, 79-11222 
industrial hygiene — Programmed 
instruction. 
Industrial illumination., 
11705 


Industrial ventilation., 


(SCR) process 
interim report no. 24 


79-11701, 79- 


79-11704 


Introduction to industrial hygiene en- 
gineering and control (552) : sound., 
79-11703 


Introduction to industrial hygiene en- 
gineering and control (552) : industrial 
illumination., 79-11705 


Introduction to industrial hygiene en- 
gineering and control (552) : industrial 
ventilation., 79-11704 

Introduction to industrial hygiene en- 
gineering and control (552) : introduc 
tion to industrial hygiene engineering 
and control., 79-11701 

Introduction to industrial hygiene en- 
gineering and control (552) : thermal 
stress., 79-11706 


Sound., 79-11703 
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Industrial hygiene — United States. 
Health hazard evaluation program needs 
improvement : report to the Congress 
/, 79-11526 
Industrial hygiene — United States — 
Directories. 
Occupational safety and health directo- 
ry., 79-11700 


Industrial management — Mathematical 
models. 
Computer-aided industrial process design 
: the Aspen project /, 79-11287 


Industrial mobilization — United States — 
Statistics — Periodicals. 
Shipments of defense-oriented 

79-10776 


Thermal stress., 


indus- 
tries., 
Industrial project management — 
Bibliography — Collected works. 
Management, a continuing bibliography 
with indexes., 79-11985 
Industrial relations — United States — 
Bibliography. 


Labor-management relations., 79-11554 


Industrial safety. 
Occupational safety and health for the 
Federal employee., 79-11918 
Industrial safety — Programmed instruction. 
Industrial illumination., 79-11701 


Introduction to industrial hygiene en- 
gineering and control (552) : introduc- 
tion to industrial hygiene engineering 
and control., 79-11701 

Industry — United States — Energy 

conservation. 
Energy conservation 
11377 


industry /, 79- 


Industry and state — Europe, Eastern — 
Periodicals. 
Economic and 

12242 


industrial affairs, 79- 


Translations on 


12242 


Eastern Europe., 79- 


Industry and state — United States. 

Cost of government regulations to the 
consumer : hearings before the Sub- 
committee for Consumers of the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session 
. November 21 and 22, 1978., 79- 
12332 

Infants — Care and hygiene — New York 

(City) 

The New York City infant day care study 

a comparative study of licensed 
group and family day care programs 
and the effects of these programs on 
children and their families /, 79- 
11676 
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Infants — Nutrition. 
How WIC helps : eating for you & your 
baby., 79-10663 


Inflammable textiles. 


Flammable fabrics., 79-12232 


Inflammable textiles — Statistics — 
Periodicals. 
Annual report of the U.S. Consumer 
Product Safety Commission’ on 
flammable fabrics data., 79-12237 


Information services — United States. 
Information policy : public laws from the 
95th Congress for the United States 
House of Representatives /, 79-12372 
Information storage and retrieval systems — 
Energy consumption — United States. 
End use energy consumption data base, 
version 110, user’s manual /, 79- 
11386 


Energy data report, end use energy con- 
sumption data base, version 110, user’s 
manual., 79-11386 


Information storage and retrieval systems — 
Veterinary medicine. 


Animal disease : thesaurus /, 79-10728 


Inland navigation — Law and legislation — 
United States — Periodicals. 


Code of Federal regulations., 79-11603 


Navigation and navigable waters, 79- 
11603 


Insecticides — Toxicology. 
Bioassay of diazinon for possible car- 
cinogenicity., 79-11648 
Bioassay of phthalamide for possible car- 
cinogenicity., 79-11654 
Instrument flying — Statistics. 
FAA air traffic activity., 79-12194 


Instrument landing systems. 
Description and preliminary studies of a 
computer drawn 
approach display /, 


instrument 
79-11974 
Insulation (Heat) — Abstracts. 
Cryogenic foam insulation 
publications /, 79-12025 


Insurance, Disability — United States. 

Black lung supplemental and oversight 
on HEW positions : hearing before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, second session : 
special hearing., 79-12309 

Insurance, Disability — United States — 

Periodicals. 

Black lung benefits act., 


landing 


: abstracted 


79-11921 


Insurance, Export credit — United States — 
Statistics — Periodicals. 
Export-Import Bank of the United States 
annual report., 79-12240 
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Insurance, Flood — Florida — Broward 
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Flood insurance study : town of Pem- 
broke Park, Florida, Broward County., 
79-11775 


Town of Pembroke Park, 
Broward County., 79-11775 


Insurance, Flood — Illinois — East Alton. 
Flood insurance study : village of East 
Alton, Illinois, Madison County., 79- 
11764 


Florida, 


Village of East Alton, Illinois, Madison 
County., 79-11764 


Insurance, Flood — Illinois — Hartford. 
Flood insurance study : village of Hart- 
ford, Illinois, Madison County., 79- 
11766 


Village of Hartford, 
County., 79-11766 


Illinois, Madison 


Insurance, Flood — Illinois — Roxana. 
Flood insurance study : village of Rox- 
ana, Illinois, Madison County., 79- 
11777 


Village of Roxana, Illinois, Madison 


County., 79-11777 


Insurance, Flood — Illinois — Salem. 
City of Salem, Illinois, Marion County., 
79-11779 


Flood insurance study : city of Salem, II- 
linois, Marion County., 79-11779 


Insurance, Flood — Illinois — Wood River. 
City of Wood River, Illinois, Madison 
County., 79-11784 


Flood insurance study : city of Wood 
River, Illinois, Madison County., 79- 
11784 


*Insurance, Flood — Iowa — Hampton. 
City of Hampton, Iowa, Franklin Coun- 
ty., 79-11765 


Flood insurance study : city of Hampton, 
Iowa, Franklin County., 79-11765 


Insurance, Flood — Kansas — Pittsburg. 
City of Pittsburg, Kansas, Crawford 
County., 79-11776 


Flood insurance study : city of Pittsburg, 


Kansas, Crawford County., 79-11776 


Insurance, Flood — Michigan — Warren. 
City of Warren, Michigan, Macomb 
County., 79-11783 


Flood insurance study : city of Warren, 
Michigan, Macomb County., 79- 
11783 


Insurance, Flood — Minnesota — Lakeville. 
City of Lakeville, Minnesota, Dakota 
County., 79-11771 


Flood insurance study : city of Lakeville, 
Minnesota, Dakota County., 79- 
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Insurance, Flood — Minnesota — Spring 
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City of Spring Park, Minnesota, !ler 
nepin County., 79-11780 
Flood insurance study : city of Spring 
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79-11780 


Insurance, Flood — Minnesota — 
Bay. 
City of Tonka Bay, Minnesota, Hennepin 
County., 79-11782 
Flood insurance study : city of Tonka 
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79-11782 


Insurance, Flood — Mississippi — Louise 
Flood insurance study : town of Lovise, 
Mississippi, Humphreys County., 79- 
11772 


Town of Louise, Mississippi, Humph eys 
County., 79-11772 


Insurance, Flood — Missouri — St. Peter 
City of St. Peters, Missouri, St. Ch: les 
County., 79-11778 


Flood insurance study : city of St. Pet:rs, 
Missouri, St. Charles County., 79- 
11778 


Insurance, Flood — New Hampshire — 
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Flood insurance study : town of Tilton, 
New Hampshire, Belknap County., 
79-11781 


Town of Tilton, New Hampshire, Belk- 
nap County., 79-11781 


Insurance, Flood — New Hampshire — 
Carroll County. 
Flood insurance study : town of Bartlett, 
New Hampshire, Carroll County 79- 
11760 


Town of Bartlett, New Hampshi 
roll County., 79-11760 


Insurance, Flood — New Hampshire 
Merrimack County. 
Flood insurance study 

bury, New Hampshire, Mes: 
County., 79-11762 


County. 


Tonka 


: town of 


Town of Canterbury, New Hampscire, 
Merrimack County., 79-11762 


Insurance, Flood — New Jersey — Ocea™ 
County. 
Borough of Beachwood, New Jersey, 
Ocean County., 79-1176! 


Flood insurance study 
Beachwood, New Jersey, Ocean C oun- 
ty., 79-11761 


Insurance, Flood — New York (State) 
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Flood insurance study : town of Ho land, 


New York, Erie County., 79-11 68 
Town of Holland, New York, Erie Coun- 


ty., 79-11768 
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| Insurance, Flood — New York (State) — 


Nassau County. 

Flood insurance study : town of Hemp- 
stead, Nassau County, New York., 
79-11767 


Town of Hempstead, Nassau County, 
New York., 79-11767 


| Insurance, Flood — Ohio — New Richmond. 


Flood insurance study : village of New 
Richmond, Ohio, Clermont County., 
79-11774 


Village of New Richmond, Ohio, Cler- 
mont County., 79-11774 


Insurance, Flood — Texas — Castroville. 
City of Castroville, Texas, Medina Coun- 
ty., 79-11763 


Flood insurance study city of Cas- 
troville, Texas, Medina County., 79- 
11763 

Insurance, Flood — Texas — Kerr County. 

Flood insurance study Kerr County, 


Texas, unincorporated areas., 79- 
11769 


Kerr County, Texas, 
areas., 79-11769 


unincorporated 


Insurance, Flood — Texas — La Coste. 
City of La Coste, Texas, Medina Coun- 
ty., 79-11770 


Flood insurance study : city of La Coste, 
Texas, Medina County., 79-11770 


Insurance, Flood — Texas — Woodway. 
City of Woodway, Texas, McLennan 
County., 79-11785 


Flood insurance study : city of Wood- 
way, Texas, McLennan County., 79- 
11785 


Insurance, Flood — Wyoming — 
Manderson. 
Flood insurance study : town of Mander- 
son, Wyoming, Bighorn County., 79- 
11773 


Town of Manderson, Wyoming, Bighorn 
County., 79-11773 


Insurance, Health — United States. 

Abuses in the sale of health insurance to 
the elderly : hearing before the Select 
Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, November 28, 1978., 
79-12290 


Digest of selected health and insurance 
plans., 79-11913 


National health insurance and the elderly 
: hearing before the Subcommittee on 
Human Services of the Select Commit- 
tee on Aging, House of Representa- 

Ninety-fifth Congress, 

session, December 8, 1978, 

N.Y., 79-12291 


second 
Elmira, 


tives, 
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Insurance, Investment guaranty — United 

States. 

Investment guaranties agreement 
between the United States of America 
and Bangladesh, effected by exchange 
of notes, dated at Dacca, January 17 
and 20, 1975, with related letters., 
79-12084 


Insurance, Social. 

Social security handbook : retirement in- 
surance, survivors insurance, disability 
insurance, health insurance, supple- 
mental security income, black lung 
benefits., 79-11615 


Insurance, Unemployment — United States 
— Periodicals. 
Significant provisions of State unemploy- 
ment insurance laws., 79-11929 


Intensive care units. 

Planning for general medical and surgical 
intensive care units : a_ technical 
assistance document for planning agen- 
cies /, 79-11683 


Interactive computer systems. 
A methodology for the selection of in- 
teractive computer services /, 79- 
10810 


Intergovernmental fiscal relations — United 
States. 
Annual report of the Office of Revenue 
Sharing., 79-12114 


Intergovernmental personnel programs — 
United States — Periodicals. 
Summary of selected IPA products., 79- 
10871 


Internal revenue — United States. 
Annual report - Commissioner of Inter- 
nal Revenue., 79-12123 


Internal revenue law — United States — 
Periodicals. 
Alcohol, tobacco and firearms cumula- 
tive bulletin, 79-12143 


Annual Chief Counsel, 79- 


12124 


report - 


Annual report - Chief counsel for the In- 
ternal Revenue Service., 79-12124, 
79-12125 


ATF cumulative bulletin, 79-12143 


Cumulative bulletin - Bureau of Alcohol, 
Tobacco & Firearms., 79-12143 


International finance. 

Trading in foreign exchange markets : 
hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... December 20, 
1978., 79-12325 


Interstate commerce — Bibliography — 
Catalogs. 

Publications catalog - 

merce Com mission., 


Interstate Com- 
79-11862 


Page 1-499 





Interstellar communicatien — Bibliography. 
A bibliography on the search for ex- 
traterrestrial intelligence /, 79-12027 


Intrauterine contraceptives. 
Second report on intrauterine contracep- 
tive devices /, 79-11669 


Intrusions (Geology) — Saudi Arabia. 
The Uyaijah ring structure, Kingdom of 
Saudi Arabia /, 79-11809 
Inventory control. 
Report on audit of stores inventory ac- 
tivities., 79-11370 
Investment advisers — United States — 
Directories. 


Investment adviser directory., 79-12106 


Investment analysis. 
Analysis of investment projects from the 
railroad industry  perspective., 79- 
12149 


Financial analysis of investment projects 
from the individual corporate perpec- 
tive., 79-12148 


Rail system investment analysis : analysis 
of investment projects from the rail- 
road industry perspective /, 79-12149 


Rail system investment analysis : finan- 
cial analysis of investment projects 
from the individual corporate perspec- 
tive /, 79-12148 


Investment tax credit — United States. 
Tax information on investment credit /, 
79-12132 


Investment trusts — United States — 

Directories. 

Index of active registered investment 
companies under the investment com- 
pany act of 1940 and related invest- 
ment advisers, principal underwriters, 
sponsors (i.e. depositors) and underly- 
ing companies., 79-12105 

Investments — United States — Tables, etc. 

Tables of redemption values for $25 se- 

ries E savings bonds., 79-12142 
Investments, American — Bangladesh. 

Investment guaranties agreement 
between the United States of America 
and Bangladesh, effected by exchange 
of notes, dated at Dacca, January 17 
and 20, 1975, with related letters., 
79-12084 


Investments, Foreign — Bibliography. 
Foreign investments., 79-11583 
Ion flow dynamics. 
Comments on the effects of gas injection 
upon radial particle fluxes in the ISX- 
A flow reversal experiment /, 79- 
11310 
lonization of gases. 
Comments on the effects of gas injection 
upon radial particle fluxes in the ISX- 
A flow reversal experiment /, 79- 
11310 
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Ionizing radiation — Physiological effect. 
Nuclear waste management and ionizing 
radiation research., 79-12411 


Oversight, nuclear waste management 
and ionizing radiation research 
hearings before the Subcommittee on 
the Environment and the Atmosphere 
of the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, second 
session, June 7, July 18, 1978., 79- 
12411 


Ionizing radiation — Programmed 
instruction. 
Introduction to industrial hygiene en- 
gineering and control (552) : nonioniz- 
ing and ionizing radiation., 79-11702 
Nonionizing and ionizing radiation., 79- 
11702 


Ionosphere — Congresses. 
Effect of the ionosphere on space and 
terrestrial systems /, 79-11050 


Ions — Data processing. 
PTOLEMY, a program for heavy-ion 
direct-reaction calculations /, 79- 
11149 


Iran. 


Iran, a country study /, 79-10996 


Ireland. 
Background notes., 
79-12060 


Iron industry and trade — Fume control. 
Fugitive emissions from integrated iron 
and steel plants /, 79-11441 
Irrigation — Bibliography. 
Irrigation efficiency : a bibliography 
volume 2/, 79-11789 


79-12060 


Ireland, 


Irrigation water. 
Assessing the spatial variability of irriga- 
tion water applications /, 79-11440 
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Jazz music — Scholarships, fellowships, etc. 
— United States — Periodicals. 
Jazz., 79-12032 


Jet plane sounds. 

Comparison of low-frequency noise 
levels of the Concorde supersonic 
transport with other commercial ser- 
vice airplanes /, 79-11967 


The free jet as a simulator of forward 


velocity effects on jet noise /, 79- 
12003 


Jet planes — Fuel — Analysis. 
Aviation turbine fuels, 
11493 


Jet planes — Noise. 
Experimental investigation of outdoor 
propagation of finite-amplitude noise /, 
79-11990 


1976 /, 79- 
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The free jet as a simulator of forward 
velocity effects on jet noise /, 79- 
12003 


Jet transports. 

Effect of an alternate winglet on the 
pressure and spanwise load distribu- 
tions of a first-generation jet transport 
wing /, 79-11975 

Issues concerning Air Force KC-10A ad- 


vanced tanker/cargo aircraft : report to 
the Congress /, 79-11543 


Job descriptions — Periodicals. 
Akron, Ohio metropolitan area, 79- 
11900 


Anaheim-Santa 
California 
11902 


Area wage survey., 
11897, 79-11898, 
11900, 79-11901, 
11903, 79-11904, 


Ana-Garden 
metropolitan 


Grove, 
area, 79- 


79-11896, 79- 
79-11899, 79- 
79-11902, 79- 
79-11905 
Columbus, Ohio, metropolitan area, 79- 

11896 


Dayton, Ohio, metropolitan area, 79- 
11903 


Denver-Boulder, Colorado, metropolitan 
area, 79-11905 


Jacksonville, Florida, metropolitan area, 
79-11904 ,y 


Los Angeles-Long Beach, California 
metropolitan area, 79-11898 


Miami, Florida, metropolitan area, 79- 
11897 


Saginaw, Michigan, metropolitan area, 
79-11901 


Johnstown, Pa. — Flood, 1977. 
Meteorological analysis of the John- 
stown, Pennsylvania, flash flood, 19-20 
July 1977 /, 79-10836 


Judicial districts — Mlinois. 
Technical amendments to the Federal 
district court organization act of 1978 
: report to accompany S. 443., 79- 
12544 


Judicial statistics — United States — 
Periodicals. 
United States Attorneys’ Offices statisti- 
cal report., 79-11864, 79-11865 


Jupiter (Planet) 


Voyager 1-7., 79-12019 


Jupiter probes. 
Voyager : journey to the outer planets., 
79-11943 
Jurisdiction — United States. 
The Supreme Court jurisdiction act of 


1979 : report to accompany S. 450., 
79-12545 
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Kalman filtering. 
A modified SRIF filter using LDL fac- 
torizations /, 79-11088 


A simple means of updating the SRIF 
filter when the state equations are in 
triangular form /, 79-11084 

Updating the Kalman filter in terms of 
correlation coefficients and standard 
deviations /, 79-11092 

KC-135 (Tanker aircraft) 

Issues concerning Air Force KC-10A ad- 
vanced tanker/cargo aircraft : report to 
the Congress /, 79-11543 

Kennedy, John Fitzgerald, — Assassination. 

Investigation of the assassination of Pre- 
sident John F. Kennedy : hearings be- 
fore the Select Committee on Assas- 
Sinations of the U.S. House of 
Representatives, Ninety-fifth Congress, 
second session ..., 79-12318 

Kilauea. 

Chronological narrative of the 1969-71 
Mauna Ulu eruption of Kilauea Vol- 
cano, Hawaii/, 79-11814 

King, Martin Luther, — Assassination. 

Investigation of the assassination of Mar- 
tin Luther King, Jr. : hearings before 
the Select Committee on Assassina- 


tions of the U.S. House of Representa- 


tives, Ninety-fifth Congress, 
session ..., 79-12319 
Korea (Democratic People’s Republic) — 
Periodicals. 
Translations on 
12249 


second 


North Korea., 79- 


L 


Labor and laboring classes — Germany, 

West. 

Department of Defense pay practices for 
German nationals should be changed : 
report to the Senate Committee on 
Appropriations /, 79-11518 


Labor and laboring classes — United States 
— Bibliography — Periodicals. 
Publications of the Bureau of Labor 

Statistics., 79-11907 


Labor and laboring classes — United States 
— Statistics. 
Marital and family characteristics of wor- 
kers, March 1977 /, 79-11912 


Labor bureaus — Canada — Directories. 
Labor offices in the United States and 
Canada., 79-11920 


Labor bureaus — United States — 
Directories. 
Labor offices in the United States and 
Canada., 79-11920 
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Labor disputes — United States. 
Annual report of the National Mediation 
Board., 79-12034 


Labor laws and legislation — United States 
— Cases. 
Decisions and orders of the National 
Labor Relations Board., 79-11940, 
79-11941, 79-11942 


Labor laws and legislation — United States 
— Handbooks, manuals, etc. 
A guide to basic law and procedures 
under the National labor relations act 
/, 79-11939 


Labor laws and legislation — United States 
— Periodicais. 
Code of Federal regulations., 
79-11596, 79-11597 


Compliance, enforcement and reporting 
under the Labor-management report- 
ing and disclosure act., 79-11888 


Labor, 79-11595, 79-11596, 79- 
11597 


79-11595, 


Report on the activities of the Commit- 
tee on Education and Labor., 79- 
12442 


Labor supply — Research — United States 
— Periodicals. 
Research and development projects., 
79-11923 


Labor supply — United States — Statistical 
methods. 
Some sources of error in labor force esti- 
mates from the current population sur- 
vey /, 79-12239 


Labor supply — United States — Statistics. 
Marital and family characteristics of wor- 
kers, March 1977 /, 79-11912 


Students, graduates, and dropouts in the 
labor market, October 1977 /, 79- 
11911 


Laboratories — Safety measures. 

A management system for occupational 
safety and health programs for 
academic research laboratories : an ad- 
ministrative resource guide /, 79- 
11707 


Lakes — United States. 
Comparisons of models predicting am- 
bient lake phosphorus concentrations 
/, 79-11428 


Laminated materials. 
Impact tests on fibrous composite sand- 
wich structures /, 79-11964 


Languages — Study and teaching — 
Bibliography. 


Foreign languages., 79-11556 


Laser beams. 

Atmospheric extinction measurements at 
Nd-YAG and DF laser wavelengths 
performed in conjunction with the 
JAN propagation tests, June-Sep- 
tember 1975 /, 79-11051 
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Laser Doppler velocimeter. 
Laser-velocimeter surveys of merging 
vortices in a wind tunnel : complete 
data and analysis /, 79-11952 
Laser recording. 
Optical recording characteristics of 
KF:LiF photodichroic crystals /, 79- 
11065 


Lasers. 
Atmospheric transmission measurement 
program and field test plan /, 79- 
11052 


Latin America — Periodicals. 
Translations on Latin America., 79 
12246 


Law enforcement — Abstracts. 
International summaries : 
selected translations in law enforce- 
ment and criminal justice /, 79-11879 


Law enforcement — Communication 
systems. 
Communication 

10808 


Law enforcement — Equipment and 
supplies. 
Communication systems guide /, 79- 
10808 


a collection of 


systems guide /, 79- 


Law enforcement — United States — 

Bibliography. 

Publications of the National Institute of 
Law Enforcement and Criminal Justice 
: a comprehensive bibliography /, 79- 
11874 

Law libraries — United States. 

Improving the Federal library 
system : report and recommendations 
submitted to the Judicial Conference 
of the United States /, 79-11885 


Law reports, digests, etc. — United States. 
Cases adjudged in the Supreme Court, 
79-11883 


court 


United States reports., 79-11883 


Lawns — Diseases and pests — United 
States. 
Lawn insects 
79-10669 


: how to control them /, 


Lawrence Berkeley Laboratory. Earth 
Sciences Division. 
Annual report - Earth Sciences Division, 
Lawrence Berkeley Laboratory, 79- 
11282 


Earth Sciences Division annual report., 
79-11282 


Lawrence Berkeley Laboratory. Energy and 
Environment Division. 
Annual report - Energy & Environment 
Division, Lawrence Berkeley Laborato- 
ry, 79-11280 
Energy & Environment Division annual 
report., 79-11280 
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Lawrence Berkeley Laboratory. Materials 
and Molecular Research Division. 
Annual report - Materials and Molecular 
Research Division, Lawrence Berkeley 
Laboratory., 79-11283 


Materials and Molecular Research Divi- 
sion annual report., 79-11283 


Lawyers — United States — Fees. 

The awarding of attorneys’ fees in 
Federal courts : hearings before the 
Subcommittee on Courts, Civil 
Liberties, and the Administration of 
Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-fifth Congress, first and second 
sessions ..., 79-12388 


Legal aid — United States — Bibliography. 

Public defender programs : a selected 
bibliography /, 79-11873 

Legal assistance to the poor — United 

States. 

Legal Services Corporation : oversight 
hearing before the Subcommittee on 
Courts, Civil Liberties, and the Ad- 
ministration of Justice of the Commit- 
tee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session ... May 22, 1978., 79- 
12389 


Legal deposit (of books, etc.) — United 
States — Periodicals. 


Catalog of copyright entries., 79-11933 


Catalog of copyright entries, Books, 79- 
11933 


Legal Services Corporation. 

Legal Services Corpcration : oversight 
hearing before the Subcommittee on 
Courts, Civil Liberties, and the Ad- 
ministration of Justice of the Commit- 
tee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session ... May 22, 1978., 79- 
12389 


Legislation — United States. 
Congressional record; proceedings and 
debates of the Congress., 79-12225, 
79-12226, 79-12227, 79-12228 


Legislative record of the Committee on 
Ways and Means, U.S. House of 
Representatives., 79-12427 


Legislative bodies — Chaplains’ prayers. 
Prayers offered by the Chaplain : at the 
opening of the daily sessions of the 
United States House of Representa- 
tives during the Ninety-fourth and the 
Ninety-fifth Congresses, 1975-1978 /, 
79-12437 





Prayers offered by the Chaplain of the 
Senate of the United States /, 79- 
12448 

Lenses. 

Bispherical constrained lens antennas /, 

79-11094 
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Lettuce — Transportation. 
Transit temperatures of iceberg lettuce 
shipped in pallet bins /, 79-10672 


Levees — Environmental aspects — 

Minnesota. 

Root River, Minnesota : communication 
from the Secretary of the Army trans- 
mitting a Corps of Engineers report ..., 
79-11022, 79-12452 

Libby Dam, Mont. 

Libby reregulating dam power 
Kootenai River, Montana, 
memorandum 1, general design 
memorandum, phase I : communica- 
tion from the Secretary of the Army 
transmitting the Corps of Engineers’ 
phase I design memorandum ..., 79- 
11020, 79-12454 


Libraries and the handicapped — United 
States — Bibliography. 
Library services for the blind and physi- 
cally handicapped a bibliography, 
1968-1978 /, 79-11936 


Library of Congress. Archive of Folk Song. 
Folk recordings selected from the 
Archive of Folk Song., 79-11937 
Library science — Bibliography. 
Library science., 79-11566 


units, 
design 


Life on other planets — Bibliography. 
A bibliography on the search for ex- 
traterrestrial intelligence /, 79-12027 


Lift, Aerodynamics. 

Aerodynamic characteristics of a fixed 
arrow-wing supersonic cruise aircraft 
at Mach numbers of 2.30, 2.70, and 
2.95 /, 79-11962 


Lift (Aerodynamics) 

Aerodynamic characteristics of a super- 
sonic cruise airplane configuration at 
Mach numbers of 2.30, 2.96, and 3.30 
/, 79-11977 


Effects of upper surface modification on 
the aerodynamic characteristics of the 
NACA 632-215 airfoil section /, 79- 
11955 


Lift (Aerodynamics) — Mathematical 
models. 

Development of a nonlinear switching 
function and its applicaton to static lift 
characteristics of straight wings /, 79- 
11968 


Lighting — Programmed instruction. 
Industrial illumination., 79-11705 


Introduction to industrial hygiene en- 
gineering and control (552) : industrial 
illumination., 79-11705 

Lime. 

Limestone and lime neutralization of fer- 
rous iron acid mine drainage /, 79- 
11429 
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Limestone. 
Limestone and lime neutralization of fer- 
rous iron acid mine drainage /, 79- 

11429 


Liming of soils — United States. 
Fact sheet for part-time farmers and 
gardeners., 79-10760 


79-10760 


Lincoln School Lake, Me. 

Dickey-Linco!ln School Lakes, Maine 
U.S.A. and Quebec, Canada : design 
memorandum /, 79-11011, 79- 
11012, 79-11013, 79-11014, 79- 
11015 


Dickey-Lincoln 
11011 


Water resources development project, 
Saint John River basin., 79-11011, 
79-11012, 79-11013, 79-11014, 
79-11015 


Lindenmeier site, Colo. 
Lindenmeier, 1934-1974 : concluding re- 
port on investigations /, 79-12110 


Linters — Statistics — Periodicals. 
Consumption on the cotton system., 79- 
10769 


Lipid research. 

Partners in research : publication of the 
Lipid Research Program of the Na- 
tional Heart, Lung, and Blood Institute 
/, 79-11661 


Lipton, Seymour, 
Seymour Lipton, aspects of sculpture /, 
79-12112 


Liquefied natural gas — Storage. 

Liquefied energy gases : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session ..., 79-12328 


Liquefied natural gas — Transportation. 
Liquefied energy gases : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session ..., 79-12328 


Liquefied petroleum gas — Storage. 
Liquefied energy gases : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session ..., 79-12328 


Liquefied petroleum gas — Transportation. 

Liquefied energy gases : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session ..., 79-12328 

Livestock — Niger. 

Range and livestock : agreement between 
the United States of America and 
Niger, signed at Niamey September 26, 
1977., 79-12077 


Liming acid soils /, 


School project., 79- 





Loans — United States — Government 
guaranty. 

Hearings on Veterans Administration 
conventional home loan guaranty and 
mobile home loan guaranty program : 
hearing before the Subcommittee on 
Housing of the Committee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, second 
session, regarding H.R. 10268 and 
H.R. 11009, March 22, 1978., 79- 
12420 


HUD’s FHA section 223(f) mortgage 
refinancing insurance program for mul- 
tifamily buildings : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, October 3, 1978., 79- 
12363 


Pollution control bond guarantee pro- 
gram of SBA hearing before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session Milwaukee, 
Wis., August 30, 1978., 79-12416 


Local finance — United States — Statistics 
— Periodicals. 


County government finances., 79-10802 


Local transit — Research — United States — 
Periodicals. 
A directory of research, development 
and demonstration projects, 79- 
12216 


Innovation in public transportation, 79- 
12216 


Logging — West Virginia. 
The causes of logging truck delays on 
two West Virginia logging operations /, 
79-10690 


Logistics. 

U.S. military equipment prepositioned in 
Europe— significant improvements 
made but some problems remain : re- 
port /, 79-11540 


Longshoremen — Legal status, laws, etc. — 
United States. 
Longshoremen’s and harbor workers’ 
compensation act amendments of 1978 
hearing before the Committee on 
Human Resources, Uniied States 
Senate, Ninety-fifth Congress, second 
session, on S. 2020 ... September 28, 
1978., 79-12373 


Louisiana — Public lands. 

National parks and recreation act of 
1978 : hearings before the Subcommit- 
tee on Parks and Recreation of the 
Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2706 ... S. 2848 ... H.R. 12536 
wey 79-12344 
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Low temperature engineering — Abstracts. 
Cryogenic foam insulation : abstracted 
publications /, 79-12025 


Lubrication and lubricants — Statistics — 
Periodicals. 
Sales of lubricating and industrial oils 
and greases., 79-10774 


Lumber — Grading. 
Lumber grade yields for graded aspen 
logs and trees /, 79-10692 


Lunar geology. 
Significant achievements in the planetary 
geology program, 1977-1978 /, 79- 
12013 


Lungs — Diseases — Research — United 
States — Periodicals. 
Program report - National Heart, Lung, 
and Blood Institute, Division of Lung 
Diseases., 79-11660 


Lungs — Dust diseases. 

Black lung supplemental and oversight 
on HEW positions : hearing before a 
subcommittee of the Committee on 
Appropriations, United States Senate, 
Ninety-fifth Congress, second session : 
special hearing., 79-12309 


Lungs — Dust diseases — Periodicals. 
Black lung benefits act., 79-11921 


M 


Magnetic fields (Cosmic physics) 
The EBT-II conceptual design study /, 
79-11302 


Magnetohydrodynamic generators. 

Annual report on the MHD high per- 
formance demonstration experiment 
for the period November 15, 1973 - 
April 30, 1975 /, 79-11227 


Critical contributions in MHD power 
generation., 79-11234 


Final report on the Joint U.S.-U.S.S.R. 
test of the U.S. MHD electrode system 
in the U-02 facility - phase Il 
(September 21 to September 27, 
1976) /, 79-11236 


Maintainability (Engineering) 
Product improvement program evalua- 
tion /, 79-11033 


Maintenance — Simulation methods. 
Description of the Air Force main- 
tenance training device acquisition and 
utilization processes /, 79-11110 


Impact of advanced maintenance data 
and task oriented training technologies 
on maintenance, personnel, and train- 
ing systems /, 79-11108 


Maintenance training simulators at Air 
Force technical training centers 
present and potential use /, 79-11111 


Simulators for maintenance training ; 
some issues, problems and areas for fu- 
ture research /, 79-11109 
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Malathion — Safety measures. 
Occupational exposure to malathion., 
79-11709 
Mali. 
Background notes., 


Mali, 79-12061 


Management — Study and teaching. 
Defense management education 
training., 79-10908 
Management — Study and teaching (Higher) 
— United States. 
Catalog of training courses., 


79-12061 


and 


79-10872 


Manpower policy — Research — United 
States — Periodicals. 
Research and development projects., 
79-11923 


Manpower policy — United States. 
Comprehensive employment and training 
act program models., 79-11926 
The coordination of vocational education 
programs with CETA /, 79-11627 


Manpower 
10909 


requirements report., 79- 


Work experience perspectives : CETA 


program models /, 79-11926 


Manufactures — Bibliography. 
Census of manufactures., 79-11565 


Maple syrup. 
A cost analysis : processing maple syrup 
products /, 79-10695 


Marine algae. 
Cultivation of macroscopic marine algae 
and freshwater aquatic weeds /, 79- 
11173 


Marine ecology. 
Procedures for quantitative ecological as- 
sessments in intertidal environments /, 
79-11422 


Marine resources conservation — United 

States. 

O.C.S. amendments of 1978, oversight : 
hearings before the Ad Hoc Select 
Committee on Outer Continental 
Shelf, House of Representatives, 
Ninety-fifth Congress, second session 
... December 6, 7, 1978., 79-12399 

Maritime law — United States — 

Periodicals. 


Code of Federal regulations., 79-11603 


Navigation and navigable waters, 79- 
11603 
Marketing — Ecuador. 


Marketing in Ecuador, 79-10853 


Overseas business reports., 79-10853 


Marketing — United States. 
Normalized prices for resource planning : 


a comparison of alternatives /, 79- 
10737 
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Marketing of livestock — United States — 
Statistics — Periodicals. 
Livestock slaughter, annual summary., 
79-10734 


Masonry. 
Carpentry and masonry specialist /, 79- 
10963 


Mass transfer. 

Experiments with a lime slurry in a 
stirred tank for the fixation of carbon- 
14-contaminated CO2 from simulated 
HTGR fuel reprocessing off-gas /, 79- 
11299 


Materials — Catalogs. 
NBS standard reference materials., 79- 
10805 ; 


Materials — Dynamic testing. 

Dynamic analysis to establish normal 
shock and vibration environments ex- 
perienced by _ radioactive material 
shipping packages., 79-12281 

Dynamic analysis to establish normal 
shock and vibration of radioactive 
material shipping packages., 79- 
12281 


Materials, Effect of radiation on — 
Mathematical models. 
Differential cross section and related in- 
tegals for the Moliere potential /, 79- 
11082 


Materials research — Periodicals. 
Annual report - Materials and Molecular 
Research Division, Lawrence Berkeley 
Laboratory., 79-11283 


Materials and Molecular Research Divi- 
sion annual report., 79-11283 


Mathematical models. 
Comparisons of models predicting am- 


bient lake phosphorus concentrations 
/, 79-11428 


McDonnell Douglas DC-10 (Jet transports) 
Issues concerning Air Force KC-10A ad- 
vanced tanker/cargo aircraft : report to 
the Congress /, 79-11543 


Measuring instruments — Testing. 
NBS standard reference materials., 79- 
10805 


Meat industry and trade — United States — 
Equipment and supplies — Periodicals. 
List of chemical compounds, authorized 

for use under USDA inspection and 
grading programs., 79-10659 

Meat inspection — United States. 

Meat and poultry inspection manual., 
79-10731 


Meat and poulty inspection regulations., 
79-10729 


Mechanical engineering. 


Mechanical Engineering Department 
quarterly report /, 79-11351 
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Mechanical wear — Measurement. 
Microstructural effects in abrasive wear., 
79-11182 


Mechanics, Celestial. 
Astronomical papers prepared for the 
use of the American ephemeris and 
nautical almanac., 79-11103 


Medal of Honor. 
Medal of Honor recipients, 1863-1978 : 
“In the name of the Congress of the 
United States” /, 79-12423 


Mediation and conciliation, Industrial — 
United States. 
Annual report of the National Mediation 
Board., 79-12034 


Medicaid — Illinois. 

Further improvements needed in _ in- 
vestigations of Medicaid frand and 
abuse in Illinois : report to the Con- 
gress /, 79-11527 


Medicaid — Law and legislation — United 

States — Periodicals. 

Health Care Financing Administration 
rulings on medicare, medicaid, profes- 
sional standards review and related 
matters., 79-11731 


Medicaid — United States — Costs. 
Problems in auditing medicaid nursing 
home chains : report to the Congress /, 
79-11530 


Medical care — Haiti. 
Health services : agreement between the 
United States of America and Haiti, 


signed at Port-au-Prince, August 30, 
1977., 79-12086 


Medical care — United States. 
DHEW health research principles /, 79- 
11640 


Documents relating to the development 
of draft health research principles for 
the Department of Health, Education, 
and Welfare., 79-11640 


Instruments for measuring nursing prac- 
tice and other health care variables /, 
79-11696 


Planning for general medical and surgical 
intensive care units : a_ technical 
assistance document for planning agen- 
cies /, 79-11683 

Medical care — United States — 

Bibliography. 

Facts at your fingertips 
sources of statistical 
major health topics., 


a guide to 
information on 
79-11687 


Guide to sources of statistical informa- 
tion on major health 
11687 

Medical care — United States — Cost 
control. 

Health care cost containment and other 
proposals., 79-12352 


topics., 79- 
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Materials relating to health care cost 
containment and other proposals /, 
79-12352 


Medical care — United States — Evaluation. 

Handbook of the conduct of medical 

care evaluation studies (MCEs) using 

the explicit process and outcome 
criteria approach., 79-11732 


Medical care — United States — Statistics — 
Periodicals. 
Health, United States., 79-11637 


Medical care, Cost of — United States. 
Health care cost containment and other 
proposals., 79-12352 


Materials relating to health care cost 
containment and other proposals /, 
79-12352 


Technology and the cost of health care : 
hearings before the Subcommittee on 
Domestic and International Scientific 
Planning, Analysis, and Cooperation of 
the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, second 
session, September 26, 27, October 6, 
1978., 79-12409 


Medical economics — United States — 
Statistics — Periodicals. 
Health, United States., 79-11637 


Medical education — United States — 
Periodicals. 
Annual reports on the exchange of medi- 
cal information and sharing medical 
resources., 79-12424 


Exchange of medical 
sharing medical resources, 


Medical ethics — Illinois. 

Further improvements needed in_ in- 
vestigations of Medicaid frand and 
abuse in Illinois : report to the Con- 
gress /, 79-11527 


Medical instruments and apparatus. 
Instruments for measuring nursing prac- 
tice and other health care variables /, 
79-11696 


Medical libraries — United States — 
Periodicals. 
Programs and services - National Library 
of Medicine., 79-11668 
Medical personnel — United States — 


Statistics — Periodicals. 
Health, United States., 


information and 
79-12424 


79-11637 


Medical records — Access control — 

Programmed instruction. 

Confidentiality of alcohol and drug abuse 
patient records a self-paced pro- 
grammed instructional course /, 79- 
11722 

Medical research — Research grants — 

United States — States — Directories. 


National Institutes of Health research 
grants., 79-11643 





NIH research grants, 79-11643 


Medical research — United States. 
National Institutes of Health consensus 
development conference summaries, 
1977-1978., 79-11638 


Medical research — United States — States 
— Periodicals. 
National Institutes of Health research 
and development contracts., 79- 
11644 


NIH research and development 
tracts, 79-11644 


Medical thermography — Congresses. 

Hyperthermia as an antineoplastic treat- 
ment modality : proceedings of a sym- 
posium sponsored by Langley 
Research Center, Hampton, Virginia, 
and Eastern Virginia Medical School, 
Norfolk, Virginia, January 28, 1978 /, 
79-12023 


Medicare. 

Abuses in the sale of health insurance to 
the elderly : hearing before the Select 
Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, November 28, 1978., 
79-12290 


con- 


Medicare — Law and legislation — United 

States — Periodicals. 

Health Care Financing Administration 
rulings on medicare, medicaid, profes- 
sional standards review and related 
matters., 79-11731 

Medicine — Scholarships, fellowships, etc. — 

United States — Periodicals. 

Annual report - Bureau of Health Man- 
power., 79-11694 


Applicant information bulletin, 79- 


11695 
Manpower a course, 79- 
11694 
National Health Service Corps scholar- 
ship program., 79-11695 


change in 


Meierotto, Larry E., 

Larry E. Meierotto nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... February 22, 1979., 79-12348 

Memphis, Tenn. — Officals and employees 

— Salaries, allowances, etc. 

Municipal government wage survey, 
Memphis, Tennessee, November 1975 
/, 79-11915 

Mental health planning — United States — 

Bibliography. 

Mental health planning : an 
bibliography /, 79-11685 


annotated 


Mentally handicapped children - 
Bibliography. 
A reader's guide for parents of children 
with mental, physical, or emotional 
disabilities /, 79-11677 
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Merchant marine — United States — Safety 
measures. 


Marine safety manual., 79-12210 


Maritime manual of standard alleged 
violation elements /, 79-11919 


Merchant marine — United States — Songs 
and music. 

Our merchant marine march : 
accompany H. Con. 
12483 

Metal casting — Fume controi. 

Blast furnance cast house emission con- 
trol technology assessment /, 79- 
11432 

Metals. 
Metal bioaccumulation in fishes and 


aquatic invertebrates : a literature 
review /, 79-11423 


report to 
Res. 3., 79- 


Transformations occuriing on aging of 
16-8-2 weld metal /, 79-11326 


Metamorphism (Geology) 

Regional metamorphism in the Condrey 
Mountain quadrangle, North-central 
Klamath Mountains, California /, 79- 
11815 


Meteorological optics. 

Atmospheric extinction measurements at 
Nd-YAG and DF laser wavelengths 
performed in conjunction with the 
JAN propagation tests, June-Sep- 
tember 1975 /, 79-11051 

Meteorology — International cooperation. 

Meteorological cooperation : agreement 
between the United States of America 
and Iran, signed at Tehran, November 
26, 1977., 79-12099 


Meteorology — Observations. 

Studies of vorticity imbalance and stabili- 
ty, moisture budget, atmospheric ener- 
getics, and gradients of meteorological 
parameters during AVE Ill /, 79- 
12015 


Meteorology — Pennsylvania — Johnstown. 
Meteorological analysis of the John- 
stown, Pennsylvania, flash flood, 19-20 
July 1977 /, 79-10836 


*Methanation. 

Liquid phase methanation pilot plant in- 

stallation and operation /, 79-11347 
Methane. 

Biological conversion of biomass to 
methane : annual progress report for 
period June 1, 1976-May 31, 1977 /, 
79-11170 


Heavy methane-SF tracer test conducted 
at the Savannah River plant, 
December 10, 1975., 79-11214 


Metric system — United States — 
Conversion tables. 
Conversion factors and weights and mea- 
sures for agricultural commodities and 
their products., 79-10652 
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Mica — United States. 
Mica., 79-11846 


Mice — Diseases. 

Epidermal carcinogenicity of bis(w,3- 
epoxyclopenty!) ether, 2, 2-bis(p- 
glycidyloxphenyl) propane, and m- 
phenylenediar..ine in C3H and C47B/6 
inbred male and female mice /, 79- 
11324 

Microwave holography — Congresses. 
Active microwave users workshop report 
proceedings of a workshop held at 
Lyndon B. Johnson Space Center, 
Houston, Texas, August 1976 /, 79- 
12022 


Microwaves. 
Demonstration of the microwave ice pro- 
tection concept /, 79-11035 


Migrant labor — United States. 

Gente que camina con las cosechas : un 
informe interno de la Comision de 
Derechos Civiles de los Estados 
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poration., 79-12283 


Do not order from index; see indicated entry 





Pension trusts — United States — 
Periodicals. 
Employee retirement income security 
act. Report to Congress., 79-11886 
Pensions — United States. 
Discrimination against minorities and 
women in pensions and health, life, 
and disability insurance., 79-10866 


Pensions, Military — United States. 
Veterans’ disability compensation and 
survivors’ benefits act of 1978 : hear- 
ing before the Subcommittee on Com- 
pensation and Pension of the Commit- 
tee on Veterans’ Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... June 30, 1978., 79-12425 
Performance. 
The value of special training and job aids 
for improving unattended ground sen- 


sor operator performance /, 79- 
11005 


Perlite. 


Perlite., 79-11847 


Personal property — Standards — United 
States. 
Space and personal property standards 
for regional offices., 79-11754 


Personnel management — United States. 
The impact of labor-management rela- 
tions upon selected Federal personnel 
policies and practices : a survey and 
assessment /, 79-12043 


Personnel management — Vocational 
guidance. 
Career planning : an informal guide for 
federal personnel professionals., 79- 
10875 


Pest control — Addresses, essays, lectures. 
Integrated pest management, from con- 
cept to reality : remarks /, 79-11414 


Pesticides. 
Evaluation of chlorinated hydrocarbon 


catalytic reduction technology /, 79- 
11442 
Pesticides — Environmental aspects. 

Decision and emergency order suspend- 
ing registrations for the forest, rights- 
of-way, and pasture uses of 2,4,5- 
trichlorophenoxyacetic acid (2,4,5-T)., 
79-11487 

Pesticides — Law and legislation — United 

States. 

The Federal insecticide, fungicide, and 
rodenticide act as amended ..., 79- 
11488 

Pesticides — Toxicology. 

Design and evaluation of a terrestrial 
model ecosystem for evaluation sub- 
Stitute pesticide chemicals /, 79- 
11426 


Page I-511 





Pesticides industry — Environmental 
aspects. 

Source assessment : pesticide manufac- 
turing air emissions, overview and pri- 
oritization /, 79-11435 

Pesticides industry — Fume control. 

Source assessment : pesticide manufac- 
turing air emissions, overview and pri- 
oritization /, 79-11435 


Petroleum — Reserves — United States — 
Periodicals. : 
Annual strategic petroleum reserve re- 

port., 79-11356 


Petroleum — United States — Refining. 
U.S. refining capacity how much is 
enough? : report to the Congress /, 
79-11513 


Petroleum — United States — Refining — 
Industrial capacity. : 
Research and development in enhanced 

oil recovery : final report /, 79-11266 


Petroleum — United States — Storage — 
Periodicals. 
Annual strategic petroleum reserve re- 
port., 79-11356 


Petroleum, Synthetic. 
Identification of probable automotive 
fuels composition : 1985-2000 : execu- 
tive summary /, 79-11274 


Petroleum as fuel. 


Heating oils, 1976 /, 79-11492 


Petroleum chemicals. 
Background information for the 
economic assessment of solvent fer- 
mentation processes., 79-11177 


Petroleum industry and trade. 

Iran and world oil supply : hearing be- 
fore the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ..., 79-12347 


Petroleum industry and trade — Statistics. 
International oil 
12051 


Petroleum industry and trade — United 
States. 
Research and development in enhanced 
oil recovery : final report /, 79-11266 


how much is 
report to the Congress /, 


developments., 79- 


U.S. refining capacity 
enough? : 
79-11513 

Petroleum products — Prices. 

Analysis of refiner’s no. 2 distillate costs 
and revenues : July 1976-December 
1978., 79-11395 


Petroleum products — Prices — United 

States. 

Iran and world oil supply : hearing be- 
fore the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ..., 79-12347 


Page I-512 





Subject Index 


Petroleum refineries — Fume control. 

Statistical analysis of fugitive emission 
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of the world., 79-10803 


Population forecasting — United States — 
Statistics. 
Current population reports and projec- 


tions., 79-10787 


Estimados de poblacion de Puerto Rico 
areas metropolitanas y municipios: 
lero. de Julio de 1971 a lero, de Julio 
de 1976, 79-10798 


Estimates of the population of Connec- 
ticut counties and metropolitan areas: 
July i, 1976 (revised and 1977 
(provisional), 79-10799 

Estimates of the population of Puerto 
Rico municipios and metropolitan 
areas: July 1, 1971 through July 1, 
1976, 79-10798 


Estimates of the population of the United 
States to November 1, 1978, 79- 
10795 


Do not order from index; see indicated entry 





Federal-state cooperative 
population 
79-10799 


program for 


estimates., 79-10798, 


Population estimates and projections., 
79-10784, 79-10785, 79-10786, 
79-10788, 79-10789, 79-10790, 
79-10791, 79-10792, 79-10793, 
79-10795 


1976 population estimates and 1975 and 
revised 197 per capita income esti- 
mates for counties, incorporated 
places, and selected minor civil divi- 
sions in Vermont, 79-10790 


1976 population estimates and 1975 and 
revised 1974 per capita estimates for 
counties and incorporated places in 
Tennessee, 79-10788 

1976 population estimates and 1975 and 
revised 1974 per capita income esti- 
mates for counties, incorporated 
places, and selected minor civil divi- 
sions in New Hampshire, 79-10784, 
79-10785, 79-10786, 79-10787, 
79-10789, 79-10791, 79-10792, 
79-10793 


Population forecasting — United States — 
Statistics — Periodicals. 
Estimates of the population of states, by 
age: July 1, 1977 and 1978, 79- 
10797 


Estimates of the population of states: 
July 1, 1977 and 1978 (advance re- 
port), 79-10794 

Estimates of the population of the United 
States to December 1, 1978, 79 
10796 

Population estimates and projections., 
79-10794, 79-10796, 79-10797 

Population policy. 

Population planning : agreement between 
the United States of America and the 
Philippines, amending the agreement 
of August 31, 1977, signed at Manila 
March 6, 1978., 79-12098 

Porosity. 

Development of coatings for corrosion 
erosion protection of internal com- 
ponents of coal gasification vessels /, 
79-11246 

Porous materials. 

Exploratory investigation of the effect of 
porous surfaces on hypersonic turbu- 
lent boundary layers /, 79-11976 

Postal service — United States. 

Postal Service budget review for 1979 : 
hearing before the Subcommittee on 
Postal Operations and Services of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
June 13, 1978., 79-12400 


Page 1-513 





Postal service — United States — 
Directories. 
National zip code & post office directo- 
ry., 79-12040 


Post office directory, 79-12040 


Zip code & post office directory, 79- 
12040 


Postal service — United States — 
Handbooks, manuals, etc. 
Postal service manual., 79-12041 


Posters — Electronic data processing. 
A revised version of SLIDES : a program 
to draw slides and posters /, 79- 
11290 


Poultry — Diseases — Bibliography. 
Newcastle disease : bibliography., 79- 
10730 


Poultry inspection — United States. 
Meat and poultry inspection manual., 
79-10731 


Meat and poulty inspection regulations., 
79-10729 


Power (Mechanics) — Research — United 
States. 
Visiting scholar program history of 
energy : I, curriculum development, II, 
research projects., 79-11117 


Power resouces — Environmental aspects — 

United States. 
Alternative energy sources 
tal impacts /, 79-11380 


Power resources — Addresses, essays, 
lectures. 
Energy /, 


: environmen- 


79-11137 


Power resources — Bibliography. 
Alternative energy sources : 
raphy /, 79-11381 


Publication - Savannah River Laborato- 
ry., 79-11213 


Power resources — Environmental aspects 
— Periodicals. 
Pacific Northwest Laboratory annual re- 
port to the DOE Assistant Secretary 
for Environment., 79-11332 


Power resources — Environmental aspects 
— United States. 
Energy-related air quality monitoring in 
the Western energy resource develop- 
ment area /, 79-11473 


National environmental impact projec- 
tion no. 1 /, 79-11262 


Power resources — Law and legislation — 

United States. 

Department of Energy fiscal year 1979 
authorization (energy conservation) : 
hearings before the Subcommittee on 
Energy Conservation and Regulation 
of the Committee on Energy and Natu- 
ral Resources, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2692 ...,  79-12345 


a_ bibliog- 


Page I-514 





Subject Index 


Power resources — Middle Atlantic States. 
The energy situation in the Mid-Atlantic 
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Electric energy options hold _ great 
promise for the Tennessee Valley 
Authority : report to the Congress /, 
79-11514 


Power annual report., 79-12286 


Tennessee Valley Authority power an- 
nual report, 79-12286 


Terminal care facilities — United States — 
Bibliography. 
Hospices and related facilities for the ter- 
minally ill selected bibliographic 
references /, 79-11686 


Terrorism — Bibliography. 
Causes and prevention of violence., 79- 
11559 


Texas — Population — Statistics. 
Population estimates and projections., 
79-10789 


1976 population estimates and 1975 and 
revised 1974 per capita income esti- 
mates for counties and incorporated 
places in Texas, 79-10789 


Textile fabrics — Statistics — Periodicals. 
Narrow fabrics., 79-10772 


Textile fibers, Synthetic — Toxicology. 
Bioassay of dimethyl terephthalate for 
possible carcinogenicity., 79-11647 


Textile fibers, Synthetic — United States — 
Statistics — Periodicals. 
Consumption on the cotton system., 79- 
10769 


Textile industry — Law and legislation — 

Romania. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Republic of Romania, effected 
by exchange of notes, signed at 
Bucharest, June 17, 1977., 79-12065 


Textile industry — Law and legislation — 

United States. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Republic of Romania, effected 
by exchange of notes, signed at 
Bucharest, June 17, 1977., 79-12065 


Textile industry — United States — Statistics 
— Periodicals. 


Narrow fabrics., 79-10772 





Textile waste. 

Source assessment : 
water 
11436 

Textile plant wastewater 
phase I., 79-11436 

Thermal stresses 
instruction. 

Introduction to industrial hygiene en- 
gineering and control (552) : thermal 
Stress., 79-11706 


79-11706 


textile plant waste- 
toxics study, phase I /, 79- 


toxics study, 


Programmed 


Thermal stress., 


Thermoclines (Oceanography) 
Open cycle ocean thermal 
version a preliminary 
evaluation : final report /, 


energy con- 
engineering 
79-11147 
Thermoluminescence dating. 
Thermoluminescence dating of Hawaiian 
basalt /, 79-11816 
Thorium. 
Evaluation of 232TH(n,n’), (n,2n) and 
(n,3n) cross sections /, 79-11308 


Thorium 
11489 


fuel-cycle alternatives /, 79- 


Timber — Oregon. 
Final environmental statement : ten-year 


timber resource plan., 79-10705 


Ten-year timber 


10705 


resource plan., 79- 
Time — Systems and standards. 
Representations of local time of the day 
for information interchange /, 79- 
10819 
Representatives of universal time, local 
time and Uited States 
time zone references for 
interchange /, 79-10820 
Tires, Rubber 
Investigation of tire-pavement interaction 
during maneuvering /, 79-12171 


differentials, 
information 


- Traction. 


Titanium. 

The Ti(n,x837/) reaction cross section for 
incident neutron energies between 0.3 
and 20.0 MeV /, 79-11309 

Tobacco — 

Alcohol, 

11581 


Bibliography. 


tobacco, and firearms., 79- 


Tobacco — Law and legislation — United 

States — Periodicals. 

Alcohol, tobacco and firearms cumula- 
tive bulletin, 79-12143 


ATF cumulative bulletin, 79-12143 
Cumulative bulletin - Bureau of Alcohol, 


Tobacco & Firearms., 79-12143 


Tobacco — Physiological effect - 

Bibliography. 

Carcinogenic risk of lead-210 and 
polonium-210 in tobacco smoke : a 
selected, annotated bibliography /, 
79-11327 
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Tobacco — United States. 
Tobacco in the United States., 79- 
10656 


Tobacco manufacture and trade — United 
States — Statistics — Periodicals. 
Tobacco allotted, by counties and kinds., 

79-10725 


Tokamaks. 

Analytic, high B71, flux conserving 
equilibria for cylindrical tokamaks /, 
79-11303 

Long pulse 
11130 


tokamak operation., 79- 


Very small aspect ratio tokamaks /, 79- 

11319 
Tokamaks — Congresses. 

Proceedings of the Finite Beta Theory 
Workshop, September 1977, Varenna, 
Italy /, 79-11119 

Toluene — Toxicology. 

Bioassay of 2,4-diaminotoluene for possi- 

ble carcinogenicity., 79-11655 


Tomatoes — Arkansas — Marketing. 
Monticello Pink Tomato Growers, Inc. 
marketing expansion in southeastern 
Arkansas /, 79-10739 
Tornado warning systems. 
Tornado emergency effective 


procedures for all broadcast stations., 
79-10840 


Tornado 
10839 


preparedness planning., 79- 
Tornadoes. 
Tornado 

10839 


preparedness planning., 79- 
Tourist trade — Law and legislation — 

United States. 

Authorize additional appropriations for 
the International travel act of 1961 
report to accompany S. 233., 79- 
12519 


Authorize appropriations for USTS 
hearing before the Subcommittee on 
Merchant Marine and Tourism of the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 233 ... February 2, 1979., 
79-12333 


Tourist trade — United States — Periodicals. 


Canadian vacation travel, 79-10830 
Vacation travel 
United States., 


by Canadians in the 
79-10830 


| Trace elements. 


Rancho Seco building wake effects on at- 
mospheric diffusion /, 79-12275 


Trace elements — Analysis. 
Solvent refined coal (SCR) process 
trace elements: /, 79-11223 
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Tracking radar. 

The steering problem for the mirror-scan 
tracking system : part 1, The stop-go- 
stop procedure /, 79-11090 

Tractor industry — United States — 

Statistics — Periodicals. 

Tractors, except garden tractors., 79 
10770 


Trade adjustment assistance. 
Considerations for adjustment assistance 
under the 1974 Trade act : a summary 
of techniques used in other countries : 
report to the Congress /, 79-11533 


Trade adjustment assistance — United 

States. 

Adjustment assistance to firms under the 
Trade act of 1974 income main- 
tenance or successful adjustment : re- 
port to the Congress /, 79-11534 


Trade-marks — United States. 

Consolidated listing of recent Official 
gazette notices, re Patent and Trade- 
mark Office practices and procedures., 
79-10823 


Trade-marks — United States — Collected 
works. 
Index of patents issued from the United 
States Patent and Trademark Office., 
79-10824 


Trade-marks (International law) 

Revised Nice agreement concerning the 
international classification of goods 
and services for the purposes of the re- 
gistration of marks : message from the 
President of the United States ..., 79- 
12231 


Trade regulation — United States. 

Cost of government regulations to the 
consumer : hearings before the Sub- 
committee for Consumers of the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session 
. November 21 and 22, 1978., 79 
12332 


Trade regulation — United States — 
— Periodicals. 
Court decisions - Federal Trade Commis 
sion., 79-11501 
Trade regulation — United States — 
Periodicals. 
Annual report of the Federal 
Commission., 79-11499 


Traffic accidents — United States — 
Statistics. 
Highway fatality statistics., 


Cases 


Trade 


79-12218 


Traffic accidents — United States — 
Statistics — Periodicals. 
Fact book., 79-12223 


FARS, fatal accident report system., 
79-12222 


Fatal accident report system, 


79-12222 
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Statistical information on highway safety, | Transportation, Automotive — United States 


79-12223 
Traffic regulations — United States — States 
— Periodicals. 
Drivers’ duties at 
crossings, 79-12221 
State laws on homicide by vehicle, 
12220 
Traffic laws commentary., 
79-12221 
Traffic safety — United States — Periodicals. 
BMCS roadside safety inspections., 79- 
12175 


Fact book., 


railroad = grade 


79- 


79-12220, 


79-12223 
Statistical information on highway safety, 
79-12223 
Training manuals. 
Training of trainers : 
79-11724 


trainer’s manual /, 


Calibration. 
cepstrum 


Transducers — 

Complex processing 

digitized transient calibration data for 
removal of echoes /, 79-11056 

A computerized automatic 

system for calibration of underwater 
sound transducers /, 79-11074 


measuring 


Transients (Dynamics) 
Transient dynamics of a flexible rotor 
with squeeze film 
12002 


dampers /, 79- 


Transportation — Energy conservation 
United States. 
Transportation energy conservation in 
the Federal government 
79-11516 


report /, 


Transportation - 
United States. 
Appendices to transportation-air quality 

planning guidelines., 79-11411 


Environmental aspects 


Environmental Protection Agency appen- 


dices to transportation-air 


planning guidelines., 79-11411 


quality 


Transportation - 
United States. 
Code of Federal regulations. 


Law and legislation - 


79-11608 


Transportation [errata], 79-11608 


Transportation — United States 
Employees — Periodicals. 
External youth opportunity program., 
79-12169 


Transportation — United States 

Periodicals. 

National 
12151 


transportation =report., 79- 
Transportation — United States - 
— Periodicals. 
Annual report on transport statistics in 
the United States., 79-1186! 


- Statistics 


Transport statistics in the United States., 
79-11861 
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Periodicals. 
79-12170 


Statistics 
Highway statistics., 
Transportation noise. 
Design guide for reducing transportation 


noise in and around buildings [errata] 
/, 79-10814 


Periodicals. 
79-10830 


Travelers — Canada - 
Canadian vacation travel, 
travel 
United States., 


Vacation by Canadians in the 


79-10830 


Travelers Periodicals. 


79-10830 


United States - 
Canadian vacation travel, 
the 


Vacation travel 


United States., 


by Canadians in 
79-10830 


Treaties — Collections. 
United States treaties and other interna- 


tional agreements., 79-12103 


Trees — Bibliography. 
Trees and 


11557 


forest management., 79- 


Periodicals. 
the Pacific 


Trees — Diseases and pests - 
conditions 


79-10685 


Forest pest 


Northwest., 


in 


Trees — Wisconsin. 

Distribution of biomass and production 
for several northern woody species /, 
79-10698 

United States 

Bibliography. 


Trials States 

Speedy trial : a selected bibliography and 
comparative analysis of state speedy 

79-11875 


trial provisions /, 
Triangulation — Data processing. 
CONTUR, a subroutine to draw contour 
lines for randomly located data /, 79- 
11291 


Trombone. 


Trombone player /, 79-10969 


Tropical medicine — Periodicals. 
Gorgas Memorial Labcratory annual re- 


port., 79-12435 


Tropics — Climate. 

Analyses of mean and turbulent motion 
in the tropics with the use of unequally 
spaced data /, 79-12014 

Statistics — Periodicals. 

79-10771 


Truck trailers - 
Truck trailers., 
Trumpet. 


Trumpet player /, 79-10966 


Tuba. 


Tuba player | 79-10970 


rumors — Congresses. 

Hyperthermia as an antineoplastic treat 
ment modality : proceedings of a sym- 

by Langley 

Research Center, Hampton, Virginia, 

and Eastern Virginia Medical School, 

Norfolk, Virginia, January 28, 1978 /, 


79-12023 


posium sponsored 
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Tunneling (Physics) 

Generation of intermodulation by elec- 
tron tunneling through aluminum oxide 
films /, 79-11066 

Turbogenerators. 

Early operation experience on_ the 
ERDA/NASA 100 kW wind turbine /, 
79-11210 


Synchronization of the ERDA-NASA 
100 kW wind turbine generator with 
large utility networks /, 79-11208 

Turbogenerators — Testing. 

A 100 kW experimental wind turbine 
simulation of starting, overspeed, and 
shutdown characteristics /, 79-11211 

Turbulence. 

Comparison of wing-span averaging ef- 
fects on lift, rolling moment, and bend- 
ing moment for two span load distribu- 
tions and for two turbulence represen- 
tations /, 79-11960 

Development of a three-dimensional tur- 


bulent duct flow analysis /, 79-11995 


Turbulent boundary layer. 

Exploratory investigation of the effect of 
porous surfaces on hypersonic turbu- 
lent boundary layers /, 79-11976 

Operational manual for two-dimensional 
transonic code TSFOIL /, 79-12006 

A visual investigation of turbulence in 

flow about a 
79-11993 


stagnation circular 
cylinder /, 
Turbulent boundary layer — Mathematical 
models. 

A computational model for the predic- 
tion of jet entrainment in the vicinity 
of nozzle boattails (The BOAT code) 
/, 79-12012 

Turbulent diffusion (Meteorology) 

Analyses of mean and turbulent motion 

in the tropics with the use of unequally 


spaced data /, 79-12014 


U.S. Sheep Experiment Station. 
Sheep production research at the U.S 
Sheep Dubois, 
Idaho., 


Experiment Station, 


79-10753 
Ultrafiltration. 
Algal concentration by ultrafiltration., 
79-11179 


Color removal from NSSC mill effluents 
by ultrafiltration /, 79-11457 


Underdeveloped areas. 
Least economic 
North- 


79- 


countries; 
and 
a research paper., 


developed 
characteristics stake in 
South issues : 
12054 


Underdeveloped areas — Finance. 
Energy supply and demand balances and 


financing requirements in non-OPEC 





developing nations 
79-11258 


Underdeveloped areas — Foreign economic 
relations. 

Least developed countries; economic 
characteristics and stake in North- 
South issues : a research paper., 79- 
12054 


Underdeveloped areas — Population policy. 
Population growth problem in developing 
countries, coordinated assistance es- 
sential : report to the Congress /, 79- 
11535 


: final report /, 


Underdeveloped areas — Power resources. 
Energy needs, uses and 
developing countries /, 


resources in 
79-11163 


Energy supply and demand balances and 
financing requirements in non-OPEC 
developing nations : final report /, 
79-11258 


Underwater acoustics. 
A computerized automatic measuring 
system for calibration of underwater 
sound transducers /, 79-11074 


Horizontal ray effects in 
basins, troughs, and near seamounts by 
use of ray invariants /, 79-11057 


curvature 


Shallow water acoustics : summary re- 
port (first phase) /, 79-11072 

Theoretical models and numerical esti- 
mates of acoustic signals of high-ener- 
gy cosmic particles in the ocean /, 
79-11059 


Underwater acoustics — Mathematical 
models. 
An introduction to the application of 
Feynman path integrals to sound 
propagation in the ocean /, 79-11058 


Unemployed — United States — Statistical 
methods. 
Some sources of error in labor force esti- 
mates from the current population sur- 
vey /, 79-12239 


Unfair labor practices — United States — 
Periodicals. 
Compliance, enforcement and reporting 
under the Labor-management report- 
ing and disclosure act., 79-11888 


United Nuclear Corporation. 
Final environmental statement related to 
the United Nuclear Corporation, Mor- 
ton Ranch, Wyoming Uranium Mill 
(Converse County, Wyoming) /, 79- 
12269 
Morton 
12269 


United States. Agency for International 

Development. 

Population growth problem in developing 
countries, coordinated assistance es- 
sential : report to the Congress /, 79- 
11535 


Ranch Uranium Mill., 79- 
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United States — Air defenses, Military. 
Defense : production of AIM-9L Side- 
winder air-to-air missile agreement 
between the United States of America 
and the Federal Republic of Germany, 
signed at Washington February 14, 
1975., 79-12067 


United States. Air Force. Air Forces in 

Europe. 

The readiness of U.S. Air Forces in Eu- 
rope—selected aspects and issues : re- 
port to the Congress /, 79-11539 

United States. Air Force. Judge Advocate 

General. 

Annual report of the U.S. Court of Mili- 
tary Appeals and the Judge Advocate 
General of the Armed Forces and the 
General Counsel of the Department of 
Transportation, 79-10907 


Annual report submitted to the Commit- 
tees on Armed Services of the Senate 
and the House of Representatives and 
to the Secretary of Defense and Secre- 
tary of Transportation and the Secreta- 
ries of the Departments of the Army, 
Navy, and Air Force pursuant to the 
Uniform Code of Military Justice., 
79-10907 


United States. Air Force. Strategic Air 
Command. 
Issues concerning Air Force KC-10A ad- 
vanced tanker/cargo aircraft : 
the Congress /, 79-11543 


United States. Air Force — Weapons 
systems. 

GBU-15 modular guided weapon system 
: hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session : special hearing, De- 
partment of Defense., 79-12310 

The NAVSTAR _ global positioning 
system : a program with many uncer- 
tainities : report to the Congress /, 
79-11545 


report to 


United States — Appropriations and 
expenditures. 


Budget views and estimates., 79-12422 


Financial status of major Federal acquisi- 
tions September 30, 1978 : report to 
the Congress /, 79-11544 


Report of the Committee on Interstate 
and Foreign Commerce to the House 
Committee on the Budget pursuant to 
Section 301(c) of the Congressional 
budget act., 79-12374 


Report to the Committee on the Budget, 
views and estimates of the Committee 
on Interior and Insular Affairs, House 
of Representatives, submitted pursuant 
to Section 301 of the Congressional 
budget act of 1974 on the budget 
proposed., 79-12383 
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Views and estimates of the Committee 
on Interior and Insular Affairs, House 
of Representatives, 79-12383 


United States — Appropriations and 
expenditures -— Periodicals. 
House of Representatives, Committee on 
Appropriations views and estimates on 
the budget proposed., 79-12298, 
79-12299 


March 15 report of the Committee on 
Ways and Means to the House Budget 
Committee., 79-12431 


Report to the Committee on the Budget 
from the Committee on Veterans’ Af- 
fairs submitted pursuant to section 301 
of the Congressional budget act of 
1974 on the budget., 79-12419 


Views and estimates of committees of 
the House and joint committees, 
together with supplemental and 
minority views, on the congressional 
budget., 79-12326 

Views and 
proposed, 


estimates on the budget 
79-12298, 79-12299 


United States — Appropriations and 

expenditures, 1979. 

Agriculture, rural development, and re- 
lated agencies appropriations for fiscal 
year 1979 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session., 
79-12306 


Department of Housing and Urban 
Development, and certain independeut 
agencies appropriations for fiscal year 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session, on H.R. 12936 

ewy 79-12311 


HUD-independent 
tions, 1979 (H.R 


agencies 
12936), 


appropria 

79-12311 

Public works and energy research ap- 
propriations, 1979 (H.R. 12928), 79- 
12312 


Public and power 
development and energy research ap- 
propriations for fiscal year 1979 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session., 79-12312 


Supplemental appropriations : communi- 
cation from the President of the 
United States transmitting amendments 
to requests for supplemental ap- 
propriations for fiscal year 1979 for 
the Department of Defense—Military., 
79-12462, 79-12463 


works for water 


Supplemental appropriations and budget 
amendment : communication from the 
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President of the United States ..., 79- 
12459 


Supplemental appropriations and budget 
amendments : communication from the 
President of the United States ..., 79- 
12461, 79-12472 


United States — Appropriations and 

expenditures, 1980. 

Agriculture, rural development, and re- 
lated agencies appropriations for fiscal 
year 1980 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-sixth Congress, first session., 
79-12307 

Agriculture, rural development, and re- 
lated agencies appropriations for 1980 
: hearings before a subcommittee of 
the Committee on Appropriations, 
House of Representatives, Ninety-sixth 
Congress, first session /, 79-12296 


Department of the Interior and related 
agencies appropriations for 1980 
hearings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-sixth Con- 
gress, first session /, 79-12302 


Department of Transportation and re- 
lated agencies appropriations for 1980 
: hearings before a subcommittee of 
the Committee on Appropriations, 
House of Representatives, Ninety-sixth 
Congress, first session /, 79-12305 


Departments of State, Justice, and Com- 
merce, the Juciciary, and related agen- 
cies appropriations for 1980 : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, House of 
Representatives, Ninety-sixth Congress, 
first session /, 79-12304 


Energy and water development ap- 
propriations for 1980 : hearings before 
a subcommittee of the Committee on 
Appropriations, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion /, 79-12301 


United States — Armed Forces. 
Armed Forces Federal income tax., 79- 
11043 


Manpower 
10909 


United States — Armed Forces — 
Management — Study and teaching. 
Defense management education and 

training., 79-10908 


United States — Armed Forces — Military 
construction operations. 

Military construction appropriations for 
1980 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sixth 
Congress, first session /, 79-12303 


requirements report., 79- 
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United States — Armed Forces — 


Recruiting, enlistment, etc. 

Status of the all-volunteer armed force : 
hearing before the Subcommittee on 
Manpower and Personnel of the Com- 
mittee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, June 20, 1978., 79- 
12317 


United States — Armed Forces — Supplies 


and stores — Classification. 
Analyzers and testers, laboratory., 79- 
10920 


Aprons, dresses, and skirts., 
79-10922 
Chain and wire rope., 


79-10921 
Biologicals., 
79-10923 


packages, 
shipping and 
79-10924 


Coils, reactors, suppressors, and transfor- 
mers /, 79-10925 


Dental instruments, equipment and sup- 
plies., 79-10926, 79-10927 


Electrical protective devices., 79-10929 


Engine electrical system components., 
79-10930 


Fabricated nonmetallic material., 79- 
10944 


Flanges, pipe., 


Chests, cases, 
tainers, 
tainers., 


special con- 
storage con- 


79-10931 
79-10932 


Generator engine accessory., 


Floor coverings, 
79-10933 
79-10934 


components., 79- 


Gloves, mittens, and sleeves., 


Guns and related 


10935 


Hand tools, powered and non-powered., 
79-10936 


Insulation 
10937 


Jacks and plugs., 


sleeving, electrical., 79- 


79-10938 


Laboratories and related apparatus., 
79-10939 


Leggings, socks, and related items., 79- 


10940 
Lights, general purpose /, 79-10941 


Lubrication and fuel dispensing equip- 


ment /, 79-10942 
Machine tool accessories., 79-10943 


Metal materials, ores, minerals, and al- 
loys., 79-10945 


Miscellaneous power transmission equip- 
ment., 79-10948 


Multimeters, meters electronic/electrical 


various., 79-10946 
Ophthalmic laps and lenses., 79-10947 


Shaft collars and hub clamps /, 79- 
10951 


Shafts /, 79-10950 
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79-10952 
79-10953 


Sound recording and reproducing equip- 
ment., 79-10954 


Speed changers and components /, 79- 
10955 


Springs and 
10956 
Terminal boards., 


Shielding gasket, electronic., 
Solenoid, electrical., 


component pparts., 79- 


79-10957 
Test strips and color charts (medical)., 
79-10958 
Warheads, rockets, launchers, and com- 
ponents.., 79-10959 
79-10949 
Welding and heat treating equipment., 
79-10960 
Windshield wiper component parts., 79- 
10961 
United States — Armed Forces — 


Transportation. 
Joint travel regulations., 


Wearing rings., 


79-10903 


Members of the uniformed services, 79- 
10903 


United States — Armed Forces — Uniforms 
— Specifications. 
Gloves, mittens, and sleeves., 79-10934 


United States — Armed Forces — Weapons 
systems — Periodicals. 
Arms control impact statements., 79- 
12357 


United States. Arms Control and 
Disarmament Agency — Appropriations 
and expenditures. 

Arms control and disarmament act 
authorizations : report to accompany 
H.R. 2774., 79-12507 


Arms Control and Disarmament Agency 
authorization for fiscal years 1980-81 : 
hearings and markup before the Com- 
mittee on Foreign Affairs and its Sub- 
committee on International Security 
and_ Scientific Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2774, March 6, 
7, and 13, 1979., 79-12356 


United States. Army. A.E.F., 1917-1920. 
Air Service. 
The U.S. Air Service in World War I /, 
79-11114 


United States. Army — Bandmasters. 
Enlisted bandleader /, 79-10981 


United States. Army — Bibliography — 
Catalogs. 
Index of supply catalogs and supply 
manuals (excluding types 7, 8, and 9), 
79-10990 


Military publications : index of supply 
catalogs and supply manuals 
(excluding types 7, 8, and 9) /, 79- 
10990 





United States. Army — Communication 
systems. 
Combat 

corps /, 


communications within the 


79-10965 
United States. Army. Corps of Engineers. 
Improvements needed in the Corps of 
Engineers’ regulatory program for pro- 
tecting the nation’s waters., 79-11505 
United States. Army. Corps of Engineers. 
Directorate of Civil Works. 
Annual report of the Chief of Engineers 
on civil works activities., 79-11010 
United States. Army. Corps of Engineers — 
Rules and practice. 


Code of Federal regulations., 79-11603 


Navigation and navigable waters, 79- 


11603 
United States. Army — Europe — Supplies 
and stores. 

U.S. military equipment prepositioned in 
Europe—significant improvements 
made but some problems remain : re- 
port /, 79-11540 

United States. Army — Handbooks, 
manuals, etc. 

Air defense radar repairer /, 
79-10989 


79-10988, 


79-10967 

79-10974 

Brass group leader /, 79-10977 
79-10982, 79- 


Baritone player /, 


Bassoon player /, 


Card/tape writer /, 


10983 


Carpentry and masonry specialist /, 79- 
10963 


Clarinet player /, 79-10973 


communications within the 
79-10965 


Combat 
corps / 

Correctional specialist /, 79-10984 

Defense acquisition radar mechanic /, 
79-10986 


Enlisted bandleader /, 79-10981 


Field artillery 
10964 


cannon gunnery /, 79- 


79-10971 
79-10968 
Guitar player /, 79-10980 


Flute player / 


French horn player /, 


Maintenance and repair parts consump- 
tion planning guide for contingency 
operations helicopter, cargo trans- 
port: CH-54B /, 79-10985 


Nike Hercules fire control mechanic /, 
79-10987 

Oboe player /, 79-10972 

Percussion group leader /, 79-10979 

Precussion player /, 79-10976 

Saxophone player /, 79-10975 
79-10969 

79-10966 


Trombone player /, 


Trumpet player /, 
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79-10970 
Woodwind group leader /, 


Tuba player /, 
79-10978 


United States. Army. Judge Advocate 

General. 

Annual report of the U.S. Court of Mili- 
tary Appeals and the Judge Advocate 
General of the Armed Forces and the 
General Counsel of the Department of 
Transportation, 79-10907 


Annual report submitted to the Commit- 
tees on Armed Services of the Senate 
and the House of Representatives and 
to the Secretary of Defense and Secre- 
tary of Transportation and the Secreta- 
ries of the Departments of the Army, 
Navy, and Air Force pursuant to the 
Uniform Code of Military Justice., 
79-10907 


United States. Army — Personnel 
management — Data processing. 
Military personnel level procedures., 

79-10997 


Military personnel 
procedures’ in/out 
10998 


SIDPERS user manual : Standard Instal- 
lation/Division Personnel System : mili- 
tary personnel office level procedures., 
79-10997, 79-10998 


United States. Army — Records and 
correspondence. 

Management information control. Re- 
gister of approved recurring manage- 
ment information requirements., 79- 
11002 


office level 
processing., 79- 


Register of approved recurring manage- 
ment information requirements., 79- 
11002 


United States. Army Intelligence Center and 
Schooi, Fort Huachuca, Ariz. — 
Curricula. 

Army correspondence course program : 
US Army Intelligence Center and 
School correspondence course catalog 
/, 79-10991 


US Army Intelligence Center and School 
correspondence course catalog, 79- 
10991 


United States. Army Signal School — 
Curricula. 
The US Army Signal School apprentice- 
ship program for the trade of electri- 
cian, radio /, 79-11001 


The US Army Signal School apprentice- 
ship program for the trade of elec- 
tronics mechanic /, 79-11000 


The US Army Signal School apprentice- 
ship program for the trade of radio 
operator /, 79-10999 


United States. Bureau of Health Planning — 
Archives. 
Program information letters of the Bu- 
reau of Health Planning., 79-11681 
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United States. Bureau of Higher and 
Continuing Education. 
Factbook - Bureau of Higher and Con- 
tinuing Education., 79-11619 


United States. Bureau of Labor Statistics — 
Bibliography — Periodicals. 
Publications of the Bureau of Labor 
Statistics., 79-11907 


United States. Bureau of Mines — 
Bibliography. 
List of Bureau of Mines publications and 
articles, with subject and author 
index., 79-11831 


United States. Bureau of Prisons. 

Bureau of Prisons youth and juvenile pol- 
icies : hearing before the Subcommit- 
tee on Courts, Civil Liberties, and the 
Administration of Justice of the Com- 
mittee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session ... October 27, 1978., 
79-12390 


United States — Climate. 

Geographical variation in the heating and 
cooling requirements of a typical sin- 
gle-family house, and correlation of 
these requirements to degree days 
[errata] /, 79-10817 


United States. Coast Guard. 

Annual report of the U.S. Court of Mili- 
tary Appeals and the Judge Advocate 
General of the Armed Forces and the 
General Counsel of the Department of 
Transportation, 79-10907 


Annual report submitted to the Commit- 
tees on Armed Services of the Senate 
and the House of Representatives and 
to the Secretary of Defense and Secre- 
tary of Transportation and the Secreta- 
ries of the Departments of the Army, 
Navy, and Air Force pursuant to the 
Uniform Code of Military Justice., 
79-10907 


United States — Commerce. 

Trading in foreign exchange markets : 
hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... December 20, 
1978., 79-12325 


United States —- Commerce — Asia. 
Overseas business reports., 79-10854 


United States — Commercial policy. 
Exports, time for a national policy 

hearings before the Subcommittee on 
International Economics of the Joint 
Economic Committee, Congress of the 
United States, Ninety-fifth Congress, 
second session, August 30 and Sep- 
tember 29, 1978., 79-12337 


Report of the Committee on Interstate 
and Foreign Commerce to the House 
Committee on the Budget pursuant to 
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Section 301(c) of the Congressional 
budget act., 79-12374 


U.S. export policy a report /, 79- 


12323 
United States — Commmerce — 

Switzerland. 

Offset for F-5 aircraft purchases 
memorandum of understanding 
between the United States of America 
and Switzerland, signed at Washington 
and Bern July 2 and 9, 1975., 79- 
12068 


United States. Comptroller of the Currency. 
Annual report - Comptroller of the Cur- 
rency., 79-12121 


United States. Congress — Bibliography. 
Numerical lists and schedule of volumes 
of the reports and documents of Con- 
gress., 79-11549 


United States. Congress. House. Ad Hoc 

Committee on Energy. 

Activity report of the Ad Hoc Commit- 
tee on Energy, House of Rpresenta- 
tives, April 21, 1977-January 2, 1979., 
79-12443 


United States. Congress. House. Ad Hoc 
Select Committee on Outer Continental 
Shelf. 

Report on the activities of the Ad Hoc 
Select Committee on the Outer Con- 
tinental Shelf of the House of 
Representatives during the Ninety-fifth 
Congress /, 79-12444 


United States. Congress. House. Committee 
on Agriculture — Appropriations and 
expenditures. 

Providing funds for the expenses of in- 
vestigations and studies to be con- 
ducted by the Committee on Agricul- 
ture : report to accompany H. Res. 
117., 79-12492 


United States. Congress. House. Committee 
on Appropriations — Appropriations and 
expenditures. 

Report on subcommittees of budget 
totals agreed to in second concurrent 
resolution on the budget (H. Con. Res. 
683) for fiscal year 1979 /, 79-12473 


United States. Congress. House. Committee 
on Armed Services — Appropriations and 
expenditures. 

Report of the Committee on Armed Ser- 
vices pursuant to section 302(b) of the 
Congressional budget act of 1974., 
79-12439 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs 
— Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be con- 
ducted by the Committee on Banking, 
Finance, and Urban Affairs : report to 
accompany H. Res. 85., 79-12476 
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United States. Congress. House. Committee 
on Education and Labor. 
Report on the activities of the Commit- 
tee on Education and Labor., 79- 
12442 


United States. Congress. House. Committee 
on Education and Labor — 
Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be con- 
ducted by the Committee on Educa- 
tion and Labor : report to accompany 
H. Res. 92.,  79-12480 


Providing funds for the expenses of the 
investigations and study of welfare and 
pension plans to be conducted by the 
Committee on Education and Labor : 
report to accompany H. Res. 114., 
79-12491 


Report of the Committee on Education 
and Labor /, 79-12484 


United States. Congress. House. Committee 
on Foreign Affairs — Appropriations and 
expenditures. 

Providing funds for the expenses of in- 
vestigations and studies to be con- 
ducted by the Committee on Foreign 
Affairs : report to accompany H. Res. 
98., 79-12482 


United States. Congress. House. Committee 
on Government Operations — 
Appropriations and expenditures. 

Report on allocation of budget totals by 
program : report of the Committee on 
Government Operations pursuant to 
section 302(b) of the Congressional 
budget act of 1974., 79-12440 


United States. Congress. House. Committee 
on House Administration — 
Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be con- 
ducted by the Committee on House 
Administration : report to accompany 
H. Res. 87., 79-12477 


Providing funds for the expenses of the 
Committee on House Administration 
to provide for computer services for 
the House of Representatives : report 
to accompany H. Res. 129., 79- 
12493 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries — 
Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be con- 
ducted by the Committee on Merchant 
Marine and Fisheries : report to ac- 
company H. Res. 132., 79-12505 


United States. Congress. House. Committee 
on Public Works and Transportation — 
Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be con- 
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ducted by the Committee on Public 
Works and Transportation : report to 
accompany H. Res. 91., 79-12479 


Report of the Committee on Public 
Works and Transportation pursuant to 
section 302(b) of the Congressional 
budget act of 1974., 79-12441 


United States. Congress. House. Committee 
on Rules — Appropriations and 
expenditures. 

Providing funds for the expenses of in- 
vestigations and studies to be con- 
ducted by the Committee on Rules : 
report to H. Res. 130., 79-12494 


United States. Congress. House. Committee 
on Small Business — Appropriations and 
expenditures. 

Providing funds for the expenses of in- 
vestigations and studies to be con- 
ducted by the Committee on Small 
Business report to accompany H. 
Res. 45., 79-12475 


United States. Congress. House. Committee 
on Standards of Official Conduct — 
Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be con- 
ducted by the Committee on Standards 
of Official Conduct : report to accom- 
pany H. Res. 111., 79-12489 


United States. Congress. House. Committee 
on the District of Columbia — 
Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be con- 
ducted by the Committee on the Dis- 
trict of Columbia : report to accom- 
pany H. Res. 112., 79-12490 


United States. Congress. House. Committee 
on Ways and Means. 
Legislative record of the Committee on 
Ways and Means, U.S. House of 
Representatives., 79-12427 


United States. Congress. House. Commitiee 
on Ways and Means — Appropriations 
and expenditures. 

Providing funds for the expenses of in- 
vestigations and studies to be con- 
ducted by the Committee on Ways and 
Means : report to accompany H. Res. 
88., 79-12478 


United States. Congress. House — 
Committees. 
Oversight plans of the committees of the 
U.S. House of Representatives : a re- 
port /, 79-12506 


United States. Congress. House — 

Information services. 

Providing funds for the expenses of the 
Committee on House Administration 
to provide for computer services for 
the House of Representatives : report 
to accompany H. Res. 129., 79- 
12493 





United States. Congress. House — 
Periodicals. 
Financial disclosure reports of members 
of the U.S. House of Representatives., 
79-12436 


United States. Congress. House. Permanent 
Select Committee on Intelligence — 
Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be con- 
ducted by the Permanent Select Com- 
mittee on Intelligence: report to ac- 
company H. Res. 96., 79-12481 


United States. Congress. House. Select 
Committee on Aging. 
Report on the activities of the Select 
Committee on Aging, U.S. House of 
Representatives., 79-12445 


United States. Congress. House. Select 
Committee on Aging — Appropriations 
and expenditures. 

Providing funds for the expenses of in- 
vestigations and studies to be con- 
ducted by the Select Committee on 
Aging : report to accompany H. Res. 
128., 79-12504 


United States. Congress. House. Select 

Committee on Committees. 

Establishing a Select Committee on 
Committees : report together with sup- 
plemental views to accompany H. Res. 
118., 79-12488 


United States. Congress. House. Select 
Committee on Congressional Operations. 
Survey of activities of the Select Com- 

mittee on Congressional Operations, 
U.S. House of Representatives., 79- 
12447 


United States. Congress. House. Select 
Committee on Narcotics Abuse and 
Controi. 

Establishing a Select Committee on Nar- 
cotics Abuse and Control report 
together with minority views to accom- 
pany H. Res. 13., 79-12497 


United States. Congress. House. Select 

Committee on Population. 

Establishing a Select Committee on 
Population report together with 
minority views to accompany H. Res. 
38., 79-12498 


United States. Congress. Office of the 

Attending Physician. 

Audit of the Office of the Attending 
Physician revolving fund -fiscal year 
1978 : report to the Congress /, 79- 
11525 


United States. Congress — Privileges and 
immunities. 

Report of the Select Committee on Con- 
gressional Operations, U.S. House of 
Representatives and the Committee on 
Rules and Administration, U.S. Senate, 
identifying court proceedings and ac- 
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tions of vital interest to the Congress., 
79-12334 
United States. Congress. Senate. 
Panama Canal treaties 
Senate debate 1977-78 /, 


States 


79212397 


United 


Senate debate on the Panama Canal trea- 
ties : a compendium of major state- 

record votes and 

79-12358 


ments, documents, 
relevant events /, 
United States. Congress. Senate 
Appropriations and expenditures. 
Report of the Secretary of the Senate., 
79-12449 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry 
Appropriations and expenditures. 
Authorizing additional expenditures by 


the Committee on Agriculture, Nutri- 
tion, and Forestry, for inquiries and in- 
vestigations : 
Res. 42., 


report to accompany S 

79-12520 

United States. Congress. Senate. Committee 
on Appropriations 
expenditures. 
Authorizing additional expenditures by 


Appropriations and 


the Committee on Appropriations for 
routine purposes 
pany S. Res. 53., 


report 
79-12540 


to accom- 


United States. Congress. Senate. Committee 
on Armed Services. 
Report on the activities of the Commit- 
tee on Armed Services, United States 
Senate., 79-12508 


United States. Congress. Senate. Committee 
on Armed Services 
expenditures. 
Authorizing additional 


— Appropriations and 


expenditures by 
the Committee on Armed Services for 
inquiries and investigations : report to 
accompany S. Res. 81., 79-1252] 
Authorizing additional expenditures by 
the Committee on Armed Services for 
routine expenses 
pany S. Res. 82., 


report to 
79-12541 


accom 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs 
— Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Banking, Housing, 
and Urban Affairs for inquiries and in 
vestigations : 
Res. 57., 


report to accompany S. 

79-12522 

United States. Congress. Senate. Committee 
on Commerce, Science, and 

Transportation — Appropriations and 

expenditures. 

Authorizing additional expenditures by 
the Committee on Commerce, Science, 
and Transportation for inquiries and 
investigations : 
Res. 26., 


report to accompany S. 
79-12524 
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United States. Congress. Senate. Committee 
on Energy and Natural Resources — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Energy and Natural 
Resources for inquiries and investiga- 
tions : report to accompany S. Res. 
60., 79-12525 


United States. Congress. Senate. Committee 
on Environment and Public Works — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Environment and 
Public Works for inquiries and in- 
vestigations : 
Res. 43., 


report to accompany S. 
79-12526 


| United States. Congress. Senate. Committee 


on Finance — Appropriations and 

expenditures. 

Authorizing additional expenditures by 
the Committee on Finance for inqui- 
ries and investigations : report to ac- 
company S. Res. 52., 79-12527 


Authorizing additional expenditures by 
the Committee on Finance for routine 
purposes : 
2 


report to accompany S. Res. 
79-12539 


United States. Congress. Senate. Committee 
on Foreign Relations. 
Legislative activities report of the Com- 
mittee on Foreign Relations, United 
States Senate., 79-12549 


United States. Congress. Senate. Committee 
on Foreign Relations — Appropriations 
and expenditures. 

Authorizing additional expenditures by 
the Committee on Foreign Relations 
for inquiries and investigations : report 
to accompany S. Res. 75., 79-12528 

Funds for study of U.S. foreign policy : 
report to accompany S. Res. 75., 79- 
12517 


United States. Congress. Senate. Committee 
on Governmental Affairs — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Governmental Af- 
fairs for inquiries and investigations : 
report to accompany S. Res. 79., 79- 
12529 


United States. Congress. Senate. Committee 
on Human Resources. 

Amending rule XXV of the Standing 
Rules of the Senate to change the 
name of the Committee on Human 
Resources to the Committee on Labor 
and Human Resources : report to ac- 
company S. Res. 30., 79-12515 

United States. Congress. Senate. Committee 
on Human Resources — Appropriations 
and expenditures. 

Authorizing additional expenditures by 
the Committee on Human Resources 
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for inquiries and investigations : report 
to accompany S. Res. 31., 79-12530 


United States. Congress. Senate. Committee 
on Rules and Administration — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Rules and Adminis- 
tration for inquiries and investigations : 
report to accompany S. Res. 36., 79- 
12514 

United States. Congress. Senate. Committee 
on the Budget — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on the Budget for 
inquiries and investigations : report to 
accompany S. Res. 73., 79-12523 


Report, Budget Committee : report of 
the Committee on the Budget, U.S. 
Senate, as _ prescribed by _ section 
301(b) of the Congressional budget 
and impoundment control act of 
1974., 79-12450 


United States. Congress. Senate. Committee 
on the Judiciary — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on the Judiciary for 
inquiries and investigations : report to 
accompany S. Res. 48., 79-12531 


United States. Congress. Senate. Committee 
on Veterans’ Affairs — Appropriations 
and expenditures. 

Authorizing additional expenditures by 
the Committee on Veterans’ Affairs 
for inquiries and investigations : report 
to accompany S&S. Res. 66., 79-12532 


United States. Congress. Senate — Elections 
— Periodicals. 
Senate campaign 

12230 


information., 79- 


Supplement to Senate campaign informa- 
tion, 79-12230 


United States. Congress. Senate — Rules 
and practice. 

Amending the Standing Rules of the 
Senate to allow the defraying of office 
expenses incurred in connection with 
official duties from funds derived from 
certain political committees : report 
together with minority views to accom- 
pany S. Res. 25., 79-12512 


United States. Congress. Senate. Select 
Committee on Indian Affairs — 
Appropriations and expenditures. 
Authorizing expenditures by the Select 

Committee on Indian Affairs : report 
to accompany S. Res. 70., 79-12536 


United States. Congress. Senate. Select 
Committee on Intelligence — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Select Committee on Intelligence : 
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report to accompany S. Res. 76., 79- 
12535 


United States. Congress. Senate. Select 
Committee on Small Business — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Select Committee on Small Busi- 
ness for inquiries and investigations : 
report to accompany S. Res. 69., 79- 
12533 


United States. Congress. Senate. Special 
Committee on Aging — Appropriations 
and expenditures. 

Authorizing expenditures by the Special 
Committee on Aging 
company S. Res. 65., 


: report to ac- 
79-12534 
United States. Congressional Budget Office 
— Bibliography. 
Congressional Budget 
tions., 79-11586 


United States — Constitutional law — Cases. 
Report of the Select Committee on Con- 
gressional Operations, U.S. House of 
Representatives and the Committee on 
Rules and Administration, U.S. Senate, 
identifying court proceedings and ac- 
tions of vital interest to the Congress., 
79-12334 


United States. Consumer Product Safety 
Commission. 
Annual report of the 
Product Safety 
flammable fabrics data., 


Office publica- 


U.S. Consumer 
Commission on 
79-12237 


United States. Council on Wage and Price 

Stability. 

Council on Wage and Price Stability ex- 
tension report together with addi- 
tional, supplemental, and _ minority 
views to accompany H.R. 2283., 79- 
12503 


A quarterly report of the Council on 
Wage and Price Stability., 79-12059 


United States. Council on Wage and Price 
Stability — Appropriations and 
expenditures. 

Council on Wage and Price Stability 
amendments of 1979 : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, to 
accompany S. 349, together with addi- 
tional and minority views., 79-12546 

United States. Court of Military Appeals. 
Annual report of the U.S. Court of Mili- 

tary Appeals and the Judge Advocate 
General of the Armed Forces and the 
General Counsel of the Department of 
Transportation, 79-10907 


Annual report submitted to the Commit- 
tees on Armed Services of the Senate 
and the House of Representatives and 
to the Secretary of Defense and Secre- 
tary of Transportation and the Secreta- 
ries of the Departments of the Army, 
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Navy, and Air Force pursuant to the 
Uniform Code of Military Justice., 
79-10907 
United States. Crop Reporting Board — 
Bibliography. 
Crop reporting Board catalog, releases., 
79-10727 


United States — Defenses — Congresses. 
Background readings, 79-10911 
79-10911 
79-10911 


United States — Defenses — Periodicals. 
Code of Federal regulations., 79-11598, 
79-11599, 79-11600, 79-11601, 
79-11602 


National 
11600, 


National Security Seminar., 


NSS background readings, 


defense, 
79-11601, 


79-11599, 79- 
79-11602 


79-11598 


United States. Dept. of Agriculture — 
Appropriations and expenditures. 
Agriculture, rural development, and re- 

lated agencies appropriations for fiscal 
year 1979 : hearings before a subcom- 
mittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session., 
79-12306, 79-12307 


Agriculture, rural development, and re- 
lated agencies appropriations for 1980 
: hearings before a subcommittee of 
the Committee on Appropriations, 
House of Representatives, Ninety-sixth 
Congress, first session /, 79-12296 

United States. Dept. of Agriculture — 

Bibliography. 

Department of Agriculture yearbooks., 
79-11552 


United States. Dept. of Agriculture. 
Economics, Statistics, and Cooperatives 
Service. 


National defense, appendix, 


Economics, Statistics, Cooperatives : pro- 
gram results and plans., 79-10738 


United States. Dept. of Commerce — 
Bibliography — Catalogs. 
Commerce publications catalog & index, 
79-10764 


The United States Department of Com- 
merce publications catalog & index., 
79-10764 

United States. Dept. of Defense — 

Appropriations and expenditures. 

Military construction appropriations for 
1980 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sixth 
Congress, first session /, 79-12303 


Supplemental appropriations : communi- 
cation from the President of the 
United States transmitting amendments 
to requests for supplemental ap- 
propriations for fiscal year 1979 for 





the Department of Defense—Military., 
79-12462 


United States. Dept. of Defense — Officials 
and employees — Salaries, allowances etc. 
Department of Defense pay practices for 

German nationals should be changed : 
report to the Senate Committee on 
Appropriations /, 79-11518 


United States. Dept. of Defense — Personnel 
management. 
DOD “total force management’’—fact or 
rhetoric? : report to the Congress /, 
79-11522 


United States. Dept. of Defense — 

Transportation. 

Need for uniform security measures in 
transporting arms, 
explosives : 
79-11537 


United States. Dept. of Education. 
Department of Education organization 
act of 1979 : report of the Committee 
on Governmental Affairs, United 
States Senate, to accompany S. 210 ... 
together with additional and minority 
views., 79-12550 
United States. Dept. of Energy. 
Environmental responsibility within the 
Department of Energy., 79-12410 


ammunition, and 
report to the Congress /, 


Guide for the submission of unsolicited 


proposals., 79-11371 
Oversight, environmental 


within 


responsibility 
the Department of Energy 
hearing before the Subcommittee on 
the Environment and the Atmosphere 
of. the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, second 
session, June 8, 1978., 79-12410 


Transportation energy conservation in 


the Federal government 
79-11516 


: report /, 


United States. Dept. of Energy — 
Appropriations and expenditures. 
Department of Energy fiscal year 1979 

authorization (energy conservation) 
hearings before the Subcommittee on 
Energy Conservation and Regulation 
of the Committee on Energy and Natu- 
ral Resources, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2692 ...,  79-12345 

United States. Dept. of Energy — 
Appropriations and expenditures — 
Periodicals. 
Congressional 

11360 


budget request., 79- 


United States. Dept. of Energy — 
Equipment and supplies. 
Report on audit of stores inventory ac- 
tivities., 79-11370 
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United States. Dept. of Energy. Office of 
Public Affairs. Speakers Bureau. 
Energy /, 79-11137 


United States. Dept. of Health, Education, 
and Welfare — Appropriations and 
expenditures. 

Budget rescission bill, fiscal year 1979 : 
hearings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-sixth Con- 
gress, first session /, 79-12297 

United States. Dept. of Health, Education, 
and Welfare — Directories — Telephone. 
Telephone directory - Department of 

Health, Education and Welfare., 79- 
11611 


United States. Dept. of Housing and Urban 
Development. 
Department of 

Development reorganization 
some accomplishments but 
needed : report /, 79-11519 


United States. Dept. of Housing and Urban 
Development — Appropriations and 
expenditures. 

Department of Housing and Urban 
Development, and certain independent 
agencies appropriations for fiscal year 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session, on H.R. 12936 

79-12311 

HUD-independent agencies 

tions, 1979 (H.R. 12936), 


Urban 
plan 
more 


Housing and 


appropria- 
79-12311 
United States. Dept. of Housing and Urban 

Development. Government National 

Mortgage Association. 

What was the effect of the emergency 
housing program on single-family hous- 
ing construction? : report to the Con- 
gress /, 79-11507 

United States. Dept. of Housing and Urban 

Development — Procurement. 

Procurement policies and procedures., 
79-11753 


United States. Dept. of Housing and Urban 
Development — Procurement — 
Periodicals. 

Minority business enterprise in HUD pro- 
grams; annual report., 79-11759 

United States. Dept. of Labor. 

The Labor Department should reconsider 
its approach to employment security 
automation 
79-11531 


United States. Dept. of the Air Force. 
On-the-job training in the Air Force : a 
systems analysis /, 79-11106 


: report to the Congress /, 


United States. Dept. of the Air Force — Art 
collections. 
U. S. Air Force fine arts series., 79- 
11113 
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United States. Dept. of the Air Force — 
Rules and practice. 
Code of Federal regulations., 


79-11602 


United States. Dept. of the Army. Army 
Library — Bibliography. 
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